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Its... time.to 
reveal all 


Delve behind the scenes of the scandal that gripped Britain with 
Coleen Rooney: the Real Wagatha Story, exclusive to Disney+ 


ou probably remember that day in juggled a varied career with forays into 
Y October 2019 well - the day when fashion, fragrance and writing with being 
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leaked to the press by one of her private outcome she craved. 
Instagram followers. 

This wasn’t just any celebrity feud either, 
as it led to a real-life courtroom drama 
unfolding in front of us, and the public 
couldn't get enough. An explosive tabloid 
scandal, libel case, West End show and 
numerous TV shows ensued. But Coleen 
Rooney: the Real Wagatha Story on 
Disney+ is the only way to hear Coleen’s 
account in her own words. 

For the first time since the verdict of the 
trial, Coleen shares her side of the story, 
revealing previously unseen messages and 
detailing her extraordinary tactic of planting 
false stories about herself on her private 
Instagram account, whittling down the 
possible culprits until only one remained. 


Life in the spotlight 
To help you truly understand why this became 
such a phenomenon, this three-part Disney+ 
original documentary also delves into Coleen’s 
20 years in the public eye alongside her 
husband, former football star Wayne Rooney. 

We discover how the childhood sweethearts 
from Liverpool were thrust into the limelight 
at the height of football’s WAG culture, which 
saw the other halves of famous players 
establish themselves as brands and media 
personalities in their own right. It was a 
juggernaut that swept Coleen from relative 
anonymity to a household name almost 
overnight, and she soon found herself 
rubbing shoulders with the likes of Victoria 
Beckham, the then Chery] Cole and, later, 
Rebekah Vardy. 

This documentary is a chance to get 
to know the real Coleen, the woman who’s 
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THERE WAS A Moment 
in 2001 when David 
Attenborough went 
global, as his longtime 
BBC colleague Mike 
Gunton told us in our 
100th anniversary 
issue. We had just witnessed the attacks on 
the Twin Towers and climate change was 
becoming an issue. It was the right time for 
Attenborough to amaze the wider world 
about the natural wonders of our planet. 

This week sees Sir David — now 97 - 
present Planet Earth II, which has been 
made by Gunton and focuses on the species 
struggling for survival in the face of global 
warming. Aside from filming in turtle 
breeding grounds off the Great Barrier Reef 
that Attenborough first visited more than 
60 years ago, the crew also headed to Down 
House in Kent, the home of Charles Darwin. 
“Once Darwin had established the idea of 
natural selection, everyone looked at the 
natural world in a different way,’ Gunton 
tells us on page 14. “Now, in the 21st century, 
evolution is taking a different turn.” 

The story of evolution is also at the heart 
of Life on Our Planet, a natural history series 
released this week on Netflix and made by 
the former head of the BBC’s Natural 
History Unit, Alastair Fothergill. 

“Attenborough’s Life on Earth was an 
amazing achievement but the story was 
told entirely with modern-day animals,” 
Fothergill tells us on page 20. “But 98 per 
cent of the animals that ever lived are 
extinct.’ Which is why he turned to Steven 
Spielberg to deploy CGI image-making to 
bring them back to life. 

That Netflix, like Apple TV before it, is now 
using British natural history film-makers to 
tell the story of our world is proof that the 
Attenborough effect still has a powerful hold 
on our imaginations. With climate change 
now an existential challenge, you could say 
we need this kind of TV more than ever. 

Finally, you may have noticed that the price 
of your favourite magazine has just gone up, 
which reflects the reality of rising production 
costs and the pressures of inflation. Needless 
to say, we remain as committed as ever to 
providing you with the best quality TV and 
radio magazine that money can buy. 

Tom Loxley & Shem Law 
Editors, Radio Times 


FEATURES 


Contact Radio Times by email on 
RTeditor@radiotimes.com 


THIS WEEK 


The Crown 8 
The final series places Princess Diana 
in the middle of a minefield... 


Wagatha Christie 10 
Coleen's take on the story of the 
Vardy v Rooney libel case 


The Screen Test Awards 11 
Don't miss the final chance to vote 
for your favourite happy TV 


Viewpoint 13 
The mad cow disease scare 
left a legacy of public 
mistrust in politicians 


Sir David 
Attenborough 
narrates Planet 
Earth III 


YOUR RT 


Books 138 
A compelling account of life 
behind bars — by a prison officer 


Gardening 140 
Show off your perennials this winter 


Travel 142 
Take a Spiritual journey round 
the Western Isles with Ben Fogle 


Sir Lenny 
Henry 


Planet 

Earth Ill 14 

Sir David Attenborough 
presents more wonders 
of the natural world — 
and ponders the fate 

of Pacific green turtles 


Life on Our 
Planet 20 


Netflix does natural history Monica 


Galetti 


with a little help from CGI, Money 144 
Steven Spielberg and Financial advice from Paul Lewis 
Morgan Freeman 

: Puzzles 145 
Sir Lenny All your favourite brainteasers 
Henry 26 


Feedback 150 


You have your say 


YOUR GUIDE... 


Streaming 38 


Your guide to on-demand TV 


Television 46 
The week's programmes 


Podcasts 118 
Listen to the latest releases 


Radio 120 
Our unbeatable daily guide 


He has mined his own 
family's experiences to 
create a drama celebrating 
the Windrush generation 


Monica Galetti 30 
Family heartbreak ruled her out of 
the last series — now she's back on 
MasterChef: the Professionals 


The RT quiz 33 


Take a trip down memory lane 


Simon Barnes 35 
Is jockey Frankie Dettori about 
to ride his last race in Britain? 


Caroline Frost 37 
The Reckoning is a fine 
drama -— but there are 
questions still to answer 


Quiet, please 116 
Why don't teen fans scream 
at pop stars any more? 


View from 
my sofa 154 
Lolly Adefope 


Ral S 
RT SHOP me 
Radio Times limited Reais] 
edition fabric covers BR” 
£22.50 incl p&p 
There's still time to 
get your centenary celebration 
cover, featuring logos from RT's 
history. Exclusive to the RT Shop. 
Call 03302 232 639 or visit 
radiotimes.com/shop42 


Ghosts 
star Lolly 
Adefope 


More news, features, interviews & previews at RadioTimes.com 


RadioTimes 21-277 October 2023 


Follow @radiotimes on ©) X Fi 5 


Planet Earth Ill 

Sunday 6.15pm BBCI 
A third series of the nature documentary 
opens with Sir David Attenboroughin an 
English flower meadow contemplating 
evolution. From there we spin to 
locations around the globe where 
animals of every stripe are busy with 
the task of adapting to change. 
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Lenny He 
One of a Kind 
Thursday 9.00pm ITV1 
Fans including Whoopi Goldberg, 
David Tennant and Richard 
Curtis praise the talents of the 


: ; comedian who found fame on 
The Pigeon Tunnel k** * New Faces before diversifying 


Available from 20 Oct Apple TV+ ; into acting, campaigning and 
The late novelist John le Carré holds f writing. Is there anything that 
forth with fascinating depth and f Sir Lenny can't do? 
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of matters in his final interview. i 


MasterChef: 
the Professionals 
Monday, Tuesday, Thursday BBC1 

Monica Galetti and Marcus Wareing 

put another 32 professional chefs 
through their culinary paces, while 
Gregg Wallace strides around the 
kitchen wondering 
when his dinner 
willbe ready. 
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f Dream Horse 
kkk* 
Saturday 9.25pm C4 

The true story of a Welsh 
community who banded 
together to keep and traina 
racehorse is given legs by 
an amiable ensemble cast, 
with Toni Collette as the 


scheme’s mastermind. | 
: ri . 


Ws 


Three Little Birds 
Sunday 8.00pm ITV1 
Saffron Coomber stars as Chantrelle, 
one of atrio of women making the trip 
from Jamaica to the UK in Lenny 
Henry's poignant drama about 
immigration in the 1950s. 
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Mamma Mia! 

| Have a Dream 
Sunday 6.00pm ITV1 
Young hopefuls compete for the chance 
to star in the eponymous West End 
musical. Alan Carr and Samantha Barks 
are among the judges, and the result is a 
joyous, fun-filled talent search that can't 
help but elicit a smile and a singalong. 


PODCAST McCartney: 

a Life in Lyrics 
If you want to know the story behind 
Eleanor Rigby and other Beatles’ 
classics, Paul McCartney's here with 
the lowdown on how he conjured the 
words from his most famous songs, in 
conversation with poet Paul Muldog 


Milli Vanilli x **« 
Available from Wednesday 
Paramount+ 

Absorbing music documentary 
about the shady industry forces 
that made — and destroyed — 

a global pop sensation. 


Archive on 4: 

Fangirls and 
Teen Hysteria 
Saturday 8.00pm Radio 4 
Donny Osmond! The Beatles! The 
Bay City Rollers! Take That! Harry 
Styles! All feature in a smart and 
personal overview of pop fandom 
from journalist — and former 
Take That obsessive —Josephine 
McDermott. 


THE CROWN — EXCLUSIVE FIRST LOOK 


WALKING IN 
DIANA'S FOOTSTEPS 


When Princess Diana walked 

through a minefield in Angola in 
1997, the world was watching. “That 
image of her is perhaps one of the 
most iconic of the late 20th century," 
Louise Vaughan of the Halo Trust, the 
mine-clearing NGO that Diana visited, 
tells RT. “The international campaign 
to ban landmines had actually been in 
existence for a number of years — but 
when Princess Diana went to Angola, 
she made it into a global issue that 
was impossible to ignore.” 

Coming seven months before her 
death, it remains one of Diana's most 
memorable charity trips — so it’s no 
surprise that the final series of Netflix's 
The Crown was keen to include it. 

“The walk through the minefield 
epitomises how she approached her 
charity work, in a more modern, 
hands-on way than we had seen before 
from other members of the royal 
family," says the series’ executive 
producer Suzanne Mackie. “It was an 
honour to dramatise this historic 
moment for viewers.” 

To re-create the walk, The Crown 
team swapped Central Africa for Spain, 
with star Elizabeth Debicki filming just 
outside Barcelona while the crew 
scoured visual references, old 
paperwork and interviews from 
eyewitnesses to ensure accuracy. 

“The landmine scene was my very 
first day of filming,’ says director 
Christian Schwochow. “It was incredibly 
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hot that day. But we were well 
prepared — my researchers were 
on set and we watched the 
original footage over and over. 
It was very important to me 
to include scenes of Diana’s 
charity work. We want to ( 
show why she was loved 
all over the world. She 
cared so much about 
the fate of people.” 
The work goes on — the 
Halo Trust is still clearing 
landmines in more than 30 
countries including Ukraine, 
Afghanistan and, 26 years 
later, Angola. There's also 
positive news — Mozambique 
was declared mine-free in 
2015, and 164 countries 
have signed up to the 
anti-landmine treaty that 
Diana's visit helped advance. 
“It's kind of tragic because 
she visited us in January 1997,” 
says Vaughan. “She died at the 
end of August 1997. And then the 
Ottawa treaty, the anti-personnel 
landmine ban, was signed at the 
end of 1997. So she didn't live to 
see it, but she was certainly 
instrumental in making sure 
it happened.” HUW FULLERTON 


The sixth and final season of The Crown will 
air in two parts — the first arriving on Netflix 
on 16 November, the second on 14 December 


Helena Bonham Carter and 
Bridgerton’s Nicola Coughlan are 
among the names lending their 
voices to The Velveteen 
Rabbit, an adaptation of 
the children's classic, 
from the makers of 
The Gruffalo. The 
40-minute live 
action/animation is 
coming to Apple TV+ 
on 22 November. 


Also on Apple TV+ early next year 
will be the nine-part Masters of the 
Air, the third Second World War 
epic from Tom Hanks, Steven 
«e Spielberg and Gary 
pam Goetzman (after Band 
{ »_ of Brothers and The 
a2 oe Pacific). Just about 
/-4y every in-demand 
<= young male actor 
a has bagged a part 
“Sena in the story of the 
Eighth Air Force, from 
Elvis star Austin Butler to 
the new Doctor, Ncuti Gatwa. 


Channel 4 is preparing a 
documentary about the “human 
zoos" that entertained the public 
in the Victorian era by putting 
on show, as pseudo-scientific 
specimens, African and Asian 
people transported from their 
homeland. Author Nadifa 
Mohamed is exploring 
the practice, which 
Channel 4 describes 
as “imperialist fantasy 
dressed up as 
anthropology”. 
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Four decades before Succession, 
millions of us were gripped by 
Jeffrey Archer's epic “bookbusters” 
depicting the cut-throat world of 
business. Now the Sex Education 
team is bringing to the screen the 
author's Kane and Abel - one of the 
top 100 bestsellers of all time — and 
its sequels, The Prodigal Daughter 
and Shall We Tell the President? 
Watch this space to see which 
broadcaster picks up what writer 
Sarah Quintrell promises will be a 
“rollercoaster of power, privilege, 
pride, love and loss". ROBIN PARKER 
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OLEEN ROONEY IS no 

stranger to living her 

life in the spotlight. 

The footballer’s wife, 

now 37, has been 

stalked by the tabloids 
since she was a girl. The media 
frenzy around her began when 
her childhood sweetheart, Wayne, 
made a sensational start to his 
career aged just 16 and she was 
photographed walking home in 
her school uniform. 

“I think nowadays that wouldn’t 
happen to a 16-year-old,’ says Julia 
Nottingham - executive producer 
of Disney+’s new three-part docu- 
mentary, Coleen Rooney: the Real 
Wagatha Story. “Hopefully we 
have moved on.” 

Media interest in her has barely 
waned since, but it spiked on 
9 October 2019 at 10.29am, when 
Rooney took to Twitter to accuse 
fellow footballer’s wife Rebekah 
Vardy of leaking posts from Roon- 
ey’s private Instagram feed to The 
Sun. The story took on a life of its 
own and eventually resulted in 
Vardy suing Rooney (unsuccess- 
fully) for libel in 2022. The saga 
dominated the press and capti- 
vated the public for months. 

The Real Wagatha Story delves 
into the Rooneys’ lives and the 
libel case, and what immedi- 
ately becomes clear is just how 
intrusive the presence of the 
paparazzi remains. On a morn- 
ing coffee run Rooney casually 
points out a pap’s car near her 
home in Cheshire. “It really 
starts to dawn on you that it’s a 
very different way of existing,” 
says Nottingham. “We started to 
understand the intensity of the 
constant scrutiny that she’s 
under. It made us all very happy 
to be behind the camera. 

“She’s massively in the public 
eye, but completely misunder- 
stood. The tabloids portray a Wag 
[a term coined at the 2002 World 
Cup to describe the wives and 
girlfriends of England players] as 
a lady who lunches, but for Coleen 
it’s a very different reality,” the 
producer adds. “She’s a mother to 
four children and has put her time 
into that over anything else.” 

On 9 October 2019, less than an 
hour after Rooney’s post, the term 
“Wagatha Christie” was coined by 
Twitter user Dan Atkinson who 
wrote: “Coleen Rooney: WAGatha 
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FACING ge 
THE PRESS” Same 
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Christie”. Nottingham says the 
phrase is “playful” and “you can’t 
help but smile at the quick wit of it” 
— but she believes it downplays the 
seriousness of the matter for both 
Rooney and Vardy. “This whole ‘cat 
fight’ thing stinks of sexism and 
classism. The only reason it became 
more of a pantomime was because 
of the tabloids. It was one of the 
worst times of Coleen’s life.” 


A new documentary 
series reveals the truth 
behind football’s most 
sensational sideshow 
— the infamous 
Wagatha Christie trial 


COLEEN: 
IN HER OWN 


Nottingham was sitting with her 
colleagues in the London office of 
her company, Dorothy St Pictures, 
watching the drama unfold. “I 
thought, ‘We need to make this 
film.” A few weeks later, she met 
with Julian Bird, who had worked 
on Amazon Prime’s 2022 docu- 
mentary Rooney about Wayne and 
said, “If you get me in front of 
Coleen, I will make you the best 


PILLAR OF 
STRENGTH 
Rooney was 
supported at 
the trial by her 
husband, Wayne 
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IN THE SPOTLIGHT 
A calm and collected 
Coleen Rooney 
Above: The Sun 

— the newspaper 

at the centre of the 
accusations — covers 
the trial's outcome 


‘Whether you 


like her or not, 


Coleen isa 
strong, brave 


woman 
JULIA NOTTINGHAM 


documentary.” A few months later 
Nottingham sat down with Coleen 
and her agent Paul Stretford. 
“The minute I met her, I was like, 
‘Wow, the world is gonna fall in 
love with you.” 

Nottingham was shocked to 
learn that Rooney hadn’t told 
anyone about the Instagram leaks, 
or the fact she was investigating 
them herself. “Wayne, too, was 
surprised when he found out, but 
really supportive. It was a joy he 
wanted to be in the series. You can 
see Coleen’s strength, determina- 
tion and smartness. She felt so 
wronged and wanted to be as 
thorough as possible about what 
she thought the evidence was 
before making an accusation. 
Whether you like her or not, you 


can see she is a strong, 
brave woman.” 
Nottingham also found 
her to be “pragmatic and 
respectful”. Filming didn’t 
start until after the trial 
because, “as soon as Coleen 
found out she was going to 
court, she really wanted to 
stick to the rules of that”. 
Rooney then handed over 
her phone archive for the 
series. From a legal point of 
view, everything that 
happened had to be included, 
so you see every text, exchange 
and reaction. Nottingham says 
they approached journalists at 
The Sun, who were running the 
leaked stories, but they declined 
to be involved in the series. 
Rebekah Vardy was not given a 
right to reply. “This is Coleen’s 
story from her point of view,” 
Nottingham explains. “And we, 
as the programme-makers, have 
been careful to ensure that the 
series accurately reflects the 
findings of the judge in her 
decision and what Rebekah said 
in court.” 


N 2022, CHANNEL 4 released 

a dramatised version of 

events, Vardy v Rooney: a 

Courtroom Drama, and a 
play called Vardy V Rooney: the 
Wagatha Christie Trial ran at 
London's Ambassadors Theatre 
earlier this year. Coleen Rooney: 
the Real Wagatha Story is alone 
in telling the story in Rooney’s 
words, but will it add fuel to the 
tabloid fire? Nottingham thinks 
not: “I’ve been watching the 
Beckham documentary and in a 
weird way, I feel that it’s quite 
complementary to our series. 
These sort of programmes are a 
good way of taking Britain’s 
cultural temperature. 

“We're all apprehensive, but 
we're excited. We've kept it so 
tight within our film-making 
team, because we didn’t want it 
to get into the wrong hands, so 
not many people have seen it. 
I’m sure Coleen is nervous, but 
she'll probably be relieved when 
it is out. Hopefully it will put it 
all to bed, but who knows?” 
LAURA RUTKOWSKI 


Coleen Rooney: The Real Wagatha 
Story is available on Disney+ 
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THE MAD 


COW EFFECT 


BSE left a legacy of distrust that 


fuelled Covid conspiracies, 
Says journalist Lucy Proctor 


Back in 1990, my mum 
stopped us eating beef. It was 
a precautionary measure, 
following the discovery of a 
new, deadly brain disease in 
British cows called BSE - 
“mad cow disease” —- which 
would see some four million 
cows culled to stop the spread. 

Making the series The Cows Are Mad for 
Radio 4, I met Christine Lord, who stopped her 
children from eating beef at exactly the same 
time as my mum. But it didn’t save her son 
Andrew, who died of vCJD in 2007, aged just 24. 
The infectious prion proteins that eat away at 
brains had, somehow, already got to Andrew. 
Most of the other 178 victims were also young 
and probably contracted vCJD as children. To 
this day, nobody has been able to explain why 
the victims were mainly young. 

In investigating the Bovine Spongiform 
Encephalopathy (BSE) epidemic of the 
1990s, I’ve realised how little of that story has 
stuck in our collective memory. Yet, as I learnt 
more about what happened 30 years ago, 
the more I saw that it had left a legacy of 
distrust, particularly evident in how we 
responded to the Covid pandemic. 

In 1990, John Gummer, then Agriculture 
Minister, tried to get his four-year-old daughter 
to eat a beefburger in front of TV cameras to 
prove to the nation that beef was safe to consume 
(the burger was too hot, and she refused). The 


1€S 
ing 


memory of this infamous stunt floated into my 
mind back in March 2020, when I saw Boris 
Johnson insisting all was fine as he (in his 
own words) shook hands “with everybody” at a 
hospital where Covid patients were being 
treated. Weeks later, we were in lockdown. 

For a decade, the Conservative government 
insisted “beef is safe” - from 1986, when BSE 
first emerged, until 1996 when they finally 
conceded the link to humans. It was a message 
that turned out to have been more of a hope 
than an absolute truth. 


out that BSE was amplified into an 
epidemic via cattle feed produced in meat- 
rendering plants, made from the dried remains 
of cows. Effectively they turned cows into canni- 
bals and recycled the disease. To this day, scien- 
tists have never been able to prove where mad 
cow disease actually came from. Leading experts 
believe the most probable cause is the spread of 
a similar disease found in sheep - or that it 
began with a spontaneous case in a cow. 
But this uncertainty has left space for alterna- 
tive origin theories. A popular one was put 
forward by an organic farmer, Mark Purdey, 


B= IN THE 1980s, experts quickly worked 


who believed it was pesticides that were behind 
mad cow disease. He believed the chemical 


companies blamed the cows, and a huge 
cover-up was under way. 

What I’ve learnt while making this series is 
that many of the people who believe conspiracy 
theories about a Covid cover-up today had their 
views shaped by the BSE crisis. 

It was mad cow disease that triggered their 
distrust in science that has the stamp of approval 
from government advisers or is linked to institu- 
tions, such as industry and universities. Today, 
with social media, this distrust has ballooned, 
despite the Covid vaccination scheme saving 
lives and getting us out of lockdown. 

And it’s not over yet - worries are growing 
over a new brain disease spreading through 
deer in North America and northern Europe 
called Chronic Wasting Disease (CWD). It hasn’t 
jumped species... yet. 

The incubation period for prion brain diseases 
like BSE is around ten years in humans - and so 
there’s a lag between discovering cases in the 
animals we eat and whether it might also infect 
humans. It’s what makes prion diseases perfect 
for our paranoid times. 


The Cows Are Mad is Mon-Fri at 1.45pm on Radio 4 
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A cosy autumnal cover 

illustration by Peter Brookes 
flagged up the 1976 Fireside Issue of 
Radio Times. And among the new 
programmes for a new season was 
The Big Time, a documentary series 
hosted by Esther Rantzen that 
would later introduce us to pop star 
Sheena Easton. Also Holmes and 
Yoyo, an American cop show with 
a twist — one of the partners was 


an accident-prone robot — Gregory 
Yoyonovich, played by John Schuck. 

In other news: interwar Tyneside 
drama When the Boat Comes In, 
starring James Bolam, was back for 
a second series; Foggy (Brian Wilde) 
took the place of Blamire (Michael 
Bates) in Last of the Summer Wine; 
and Sarah Jane Smith (Elisabeth 
Sladen) said goodbye to the Tardis 
in Doctor Who. MARK BRAXTON 
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Planet Earth Ill Sunday 6.159m BBC1 


‘-. “David Attenborough 

<= is my Charles Darwin; 
= says executive producer 
“= Mike Gunton, as the 

% BBC's Planet Earth IIT 
** turns the spotlight on 

= species fighting to adapt 
= to climate change 


“So INTERVIEW 
bay BY TERRY PAYNE 


AINE ISLAND - a remote dollop of 
sand off the northernmost edge 
of Australia’s Great Barrier Reef 
— is an unspectacular, unpromis- 
ing kind of place. With a heart of 
rocky scrub encircled by a few 
100 metres of beach, it doesn’t 
look much like the site of one of 
~~ the world’s greatest wildlife spectacles. Nor is it 
“immediately obvious why it should be a place so 
~-' very close to Sir David Attenborough’s heart. 


sts To understand that, you have to go all the way 

: = 4 back to 1957, when an intrepid young Attenbor- 

ro ough - bare-chested and barefooted - rowed 
i . : fees : 

"=~ onto the island during a filming trip for the 


~~ — fledgling series Zoo Quest and witnessed, for the 
“oe first time, a tiny, newly hatched green turtle 
=” seeking the sanctuary of the sea. Scurrying from 
sand to surf, its survival spirit captivated him 
®.. andit’s astory he’s returned to twice since - first 
| for the 2015 series Great Barrier Reef and again 
a in the opening episode of the eight-part Planet 
*-- Earth III, the latest in the Planet canon that 
»*.5 starts on Sunday on BBCI. 
“In the 66 years since my visit, Raine Island 
we has remained the most important green turtle 
nesting site on the planet,” says Attenborough. 
: “The question is, will it last another lifetime...” 
a Sadly, the answer is almost certainly no. 
_.’ Rising sea levels will likely engulf this island, 
“leaving the more than 60,000 green turtles - 
. who every year travel thousands of kilometres to 
»— _ breed in the place where they hatched - with 
nowhere to go. 

But it’s not just tidal inundation that’s imperil- 
~ ling the future of this colony. Warmer weather 
= means the sand in which the turtles lay their 
¢? eggs — upwards of two million a night in the 

breeding season - is also getting hotter. And the 
temperature of the sand determines the sex of 

\ the hatchlings. Below 27.7°C and the offspring 

*~ will be male; at around 31°C or more, female - 
male in between it can be either. Today — and perhaps 
for the last 20 years — 99 per cent of the turtles 
7 born on Raine Island have been female. Great 


: 5 if you’re a minority male, not so if you're 
= = concerned about the survival of the species. [> 
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PARADISE REVISITED 
David Attenborough has 
long been enchanted by 
Australia's Great Barrier 
Reef. Main picture: a green 
turtle hatchling heads for 
the sea on Raine Island. 
Above: Attenborough 
diving for Zoo Quest in 
1957. Right: on Lizard 
Island for 2015's 

Great Barrier Reef 


Extinction 


looming for 


African 
elephants. 
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These majestic creatures could soon be extinct as a poaching crisis continues to surge. Over 20,000 African elephants are killed every year, but together we could put an end to this. 


Death toll now at 25 million. 


In the past decade alone 20% of African elephants have been lost, largely due to poaching and habitat loss. 
The Ziama Massif landscape of West Africa is one of their last viable habitats, but deforestation threatens to wipe it out. 
Fauna & Flora is urgently seeking funds to help support their action plan to save African elephants and the vital Ziama 


Massif landscape 


If you value the natural world - if 
you think it should be protected - 


then please support Fauna & Flora.” 


Sir David Attenborough, Fauna & Flora 
International vice-president 


frican elephants are facing an extinction 
A crisis unlike anything seen before. It has 

even reached the point of poachers firing 
machine guns out of helicopters into entire 
herds. 

These magnificent creatures, known for their 
remarkable intelligence, deep emotions, and 
strong family bonds, are hanging by a thread due to 
a devastating surge in poaching. Demand for ivory 
has exploded over the past decade, leading to the 
illegal killing of over 20,000 African elephants 
each year. 

Their magnificent tusks are carved into mere 
trinkets - symbols of greed for those who value 
them over the precious lives of these majestic 
beings. We stand at a critical crossroads. 

Without immediate action to curb ivory demand 
and enforce strict regulations, poaching could 
devastate elephant populations beyond 
recovery. 

That’s why Fauna & Flora has put out an urgent 
call to the global community to help them put more 
protection in place for African elephants. 

The Ziama Massif forest situated between 
Guinea and Liberia offers one of the last viable 
habitats to support Critically Endangered African 
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Your donation could enable more rangers to safeguard 
these majestic beings. 


forest elephants in West Africa. Since 2009, Fauna 
& Flora has been training and equipping rangers 
there to conduct patrols that prevent elephant 
poaching. But much of the forest lacks any formal 
protection, allowing easy access for poachers to 
hunt and kill elephants. 

Fauna & Flora has developed an action plan 
alongside partners to put more protection in place 
for elephants. Donations are urgently needed to 
expand current operations, enabling more rangers 
to safeguard these beloved creatures. Your 
donation could provide essentials like uniforms, 
boots and protective gear, allowing them to 
patrol the forests and remove any threats that 
they encounter. 

To act please go to www.fauna-flora.org/ 
elephant, call 01223 749019 or use the cut-out 
coupon. Alternatively, send your cheque (payable 
to Fauna & Flora) to: Freepost RTKS-ZCXS-HSBT, 
Fauna & Flora International, 126 Fairlie Road, 
Slough, SL1 4PY by October 31st. 

Fauna & Flora’s century-long dedication has 
yielded effective conservation strategies that 


Title: Full Name: 


Even the simplest of equipment could 
save the life of an elephant 


£21 could fully equip one scout with 
the uniform and equipment needed 
to conduct patrols including boots, 
waterproofs and a backpack. 


£52 could operate a patrol aircraft for 
an hour, enabling our teams to monitor 
vast areas for signs of poaching. 


£72 could buy a whole new GPS 
system, allowing patrol teams to map 
out and strategically plan their routes for 
patrolling across the huge landscapes 
that are home to African elephants. 


deliver real, impactful outcomes. Together, we can 
rescue these wondrous creatures from the brink of 
extinction. Please, don’t let them vanish from our 
world. 


Please accept my donation of £ , 
to help save African elephants 


Address: 


Postcode: 


cardNoLiiitiiirtliiiliig 


Post|_] Phone|_lat: 


Telephone: 


LJ tenclose a cheque payable to Fauna & Flora International, or[_] | wish to pay by credit/debit card 
Expiry Date: CL] Security code: | 


Please keep in touch with project updates, appeals and event invitations via: 


or Email O at: 


www.fauna-flora.org/how-we-spend-your-donations. 


Please return to: Freepost RTKS-ZCXS-HSBT, 
Fauna & Flora International, 126 Fairlie Road, 
Slough SL1 4PY, UK. 


Registered Charity No. 1011102. Registered Company No. 2677068 


[J] Tick if you would like an acknowledgement for your gift in the post. 


For privacy info see www.fauna-flora.org/privacy. For Giftaid info see 


Fauna 
x Flora 


Saving Nature Together 


Registered with 
FUNDRAISING 
REGULATOR 
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<1 Work is ongoing to preserve these vital nest- 
ing grounds, but as Attenborough says: “Little 
did I know then [in 1957] what hazards that 
little turtle would have to face or the extraordi- 
nary lengths to which people would have to go to 
protect it and its island.” 

The story is, in many ways, a metaphor for the 
series. There are many memorable sequences of 
animals surviving and indeed thriving through 
dogged ingenuity - like the rhinos walking 
through Nepal villages to territorial grounds, or 
chimps crossing busy roads in Uganda in order 
to feed. But they are juxtaposed with challeng- 
ing scenes of animals struggling to adapt. 


HAT SENSE OF a planet rapidly evolving is 
one of the reasons that the film-maker 
who’s brought this series to screen shot 
the opening sequence with Attenborough 
in the Kent countryside where, almost 200 years 
ago, Charles Darwin would wander and ponder. 
“Darwin is a kind of ground zero in our think- 
ing about nature,” says executive 
producer Mike Gunton. “Once he 
established this idea of natural 
selection and the process of evolu- 
tion, everyone looked at the natu- 
ral world in a different way. Now 
the argument is that in the 21st 
century we're having to look at 
the natural world in a differ- 
ent way because evolution is 
taking a different turn.” 
Attenborough needed 
some gentle arm-twisting 
before agreeing to film in 
the grounds of Darwin's 
home, Down House, lest 
anyone think he was seek- 
ing to reinvent himself as 
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INSIDE MAN 
Executive producer 
Mike Gunton 


GRACE UNDER PRESSURE 

Above: in Nepal, a greater one-horned rhino 
wanders through what was once his wild 
habitat. Right: a female southern right 
whale and her calf in the Atlantic Ocean 


some sort of modern-day Darwin. Says 
Gunton: “It was very much unspoken, 
but what David was saying was: ‘I don’t 
want it to seem as if I’m purporting to be 
the 21st-century manifestation of 
Darwin. This is his modesty.’ 

But long-time friend and collaborator 
Gunton himself is not so circumspect. 
“David is my Darwin avatar,’ he says. 

If evolutionary pressures have shaped 
the editorial direction of this series, 
they’re also rewriting the rules of how 
film-makers in the field work. No longer, it 
seems, will they stand by and let nature take its 
course when they see animals in distress, though 
Gunton politely disputes this was ever the case. 
“People love saying there's a rule — it’s a guide- 


‘Tf a turtle is being 
strangled by a rotting 


fish net we intervene’ 
MIKE GUNTON 


line,” he insists. He accepts, though, that camera 
crews are increasingly stepping in to help, 
particularly when the cause of the threat is 
man-made. 
“We are finding ourselves obliged 
to intervene in a way that we have 
not done in the past. If you see 
a turtle being strangled to death, 
dragging 20ft of rotting fishing net 
behind it, of course you'll try to 
rescue it. It’s ghastly, and if anyone 
wants to take me to task on that, 
then bring it on.” 
A signature of landmark wildlife 


series such as Planet Earth LI is the dial-shifting 
development of camera technology. The deploy- 
ment of drones has changed the perspective 
completely. But sometimes the most technologi- 
cally elaborate plan needs some very elementary 
testing methods. 

Take, for instance, the tiny camera that the 
team wanted to attach to a southern right whale 
as it dived and surfaced off the coast of Argen- 
tina. It took 18 months of research and consulta- 
tion to design a camera mechanism that would 
stick to the whale but, soon after, dissolve in the 
water and detach itself. But how to test its effi- 
ciency? By sticking it onto the back of the teen- 
age son of a film crew member and observing it 
as he swam lengths of a Bristol swimming pool. 

It’s a first-episode sequence that, for all that 
investment, passes in the blink of a cetacean’s 
eye. So isn’t it a bit of a costly indulgence? 
Gunton bristles slightly. “For every five things 
that seem like a pointless indulgence, you nail 
something and think, that’s going to change our 
wildlife film-making. Yes, it’s a brief shot, but it’s 
an important shot. That’s the joy of making 
these shows, you have the opportunity to push 
the boundaries and I think the audiences can 
feel we have gone the extra mile.” 

As a distant observer — he narrates the films > 
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‘Planet Earth IV? It’s a fantastic format 
and David is almost superhuman’ 


<1 from his Surrey home in a room-cum-studio 
soundproofed with duvets — Attenborough, for 
one, appreciates the efforts the film crews go 
to. One illuminating fact: over the course of 
nearly five years, there were 134 shoots in 43 
different countries. Did Attenborough have a 
personal favourite? 

“One of the things he is obsessed about is 
strange bird behaviour,” says Gunton. “In the 
Forests episode there is a bonkers bird called a 
tragopan which does this insane display, and a 
supporting actor called a golden pheasant which 
does an equally bonkers dance. He said “That 
[the golden pheasant dance] was the most 
amazing thing I have ever seen.” 


HAT DANCE CAN be added to the long 

list of extraordinary things that Attenbor- 

ough has seen in his lifetime. He'll be 

documenting some of them in a 
new podcast he’s contributing to that will 
accompany the TV series, and doubtless he will 
be just as awestruck by some of the fossilised 
finds that are uncovered in another BBC1 docu- 
mentary he’s making with Gunton, called Atten- 
borough and the Giant Sea Monster, the release 
date of which is yet to be confirmed. 

His enthusiasm, it seems, remains undimmed. 
As does his sense of humour. There’s a scene in 
the Freshwater episode featuring a fish that, very 
cleverly, fakes death so that it can ensnare 
would-be scavengers. Unfortunately, it reveals 
its subterfuge by unwittingly excreting a tiny 
bubble of air. Gunton toyed with the idea of 
introducing a fart gag in the script, but dropped 
it thinking Attenborough wouldn't approve. 
“Later, I said to David, ‘You know that bit 
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about... and he says, ‘You mean the fart gag? 
Yes, I was thinking about that - let’s do it.” 

Attenborough might be a bit more detached 
from the film-making process than he once was, 
but that doesn’t mean he’s uninvolved. He’s still 
consulted about the editorial value of certain 
shoots and always gives the scripts a flick of 
Attenborough-esque delivery. 

Says Gunton: “I often ask him for his take on 
things because he still has a phenomenal instinct 
for TV - what's right, what’s wrong, what works 
for a TV audience.” 

Gunton scribbled a pitch for Planet Earth 
III on the back of a business card while picking 
up a Bafta for the second series in 2017. He 
believes there should be a Planet Earth IV (‘It’s 
a fantastic format, but what will be the new 
perspective?”), though clearly with a six- or 
seven-year pitch-to-screen gestation it’s ques- 
tionable whether Attenborough would still be 
around to narrate it. Given the 97-year-old’s 
association with the series so far, wouldn't it be 
diminished without his voice? Would it not be 
better to retire the Planet brand and come up 
with something new that is not so defined by his 
involvement? 

“That's a very difficult question to answer,” 
says Gunton. “If the situation you describe 
were to happen that would be a reset — inevi- 
tably it would be different, of course. But 
David’s almost superhuman, so we'll just 
have to cross that bridge when we come to it.” 
There's another example of evolution none of 
us wants to contemplate. 
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EP 2 OCEAN WHERE Off the coast of Chile ~ 


South American sea lions have to compete’ - 

© with the biggest hunters.on the planet 

"> us. They've learned to suck anchovies Go ~ 
through the holes in fishing nets, but we 

; didn't expect thousands of them.to jump 
into the net to have their fill! The Chilean 
fishermen are sympathetic and bang the 
boat's side to warn the sea lions when they 
are hauling the nets, but sadly some get’ 
trapped. A mother and'calf are separated 

- in one particularly poignant moment. 


7 \SUALTIES 
EP.1,COASTS i 
HERE Mexico's Yucatan Peninsula 


With coastal storms becoming more 
intense and unpredictable, the nesting 
grounds of Caribbean flamingoes are often 
overwhelmed by storm surges, knocking 
eggs and chicks off the nest. In some years 
(but not the year we filmed) all the chicks 
were killed. | understand that, sadly, the 
flamingoes no longer use that nesting site. 
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EP 3 DESERTS & GRASSLANDS 


WHERE the Namib desert 


Temperatures in the Namib desert can 
each 50°C. The world’s largest bird, 
the African ostrich, nests here. The 
male and female must get hatchlings 
into shade, which means abandoning 


the unhatched eggs. It shows how 
animals have had to adapt to extremes. 


0 one is wits are why Great. White s sharks are on 
the Robberg Peninsula in such numbers. Scientists 
_ have asked to see our footage to try to gain some 
insight. Great Whites are cunning hunters, but once 


ey Te spotted by fur seals, who breed there, the 


behaviour. It’s extraordinary how they 
turn on these massive Great Whites. 
; It feels like a suicide mission, but 
4 their numbers keep on growing 
Eyare| they drive the sharks away. 


oriental pied hornbill goes i into 


a hole in a tree to nest. The 4 
male brings her mud and’ = ~~ 
she imprisons herself inside, 
leaving a tiny hole through ~ 
which he feeds her. She pulls 
out her flight feathers for; 
bedding and for space as it’s 
so cramped in there. Her eye 
looking out of this tiny hole is 
an enduring, magical neo 
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CAVE OF WONDERS 


EP 6 EXTREMES 
WHERE On the Vietnam 
and Laos border 


One of the beauties of 
Planet Earth is that we can 
feature incredible landscapes 
— and there are few more 
dramatic than the Hang Son . 
Doong cave, thought to be the 
largest cave in the world. The A 
team stayed underground for ~~] 
18 days. They found remarkable 
geological structures and, at - 
different times of year when : 
the Earth is at a certain axis, << A 
you get amazing rays of light Pima Foe 
illuminating the cave in places _.__ 
where the roof has crumbled. 
It was an extraordinary 
moment for the team. 
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GUTSIEST ; SNAP, CRACKLE, croc” 
“EP 4 FRESHWATER WHERE SriLanka » te Mig 
~ During the dry season, mugger crocodiles walk quite Puss astances! 
to get to ever-shrinking water holes. They go to the very edge of the 
water hole, dig themselves in and wait still until the chital deer come 
to drink. Our camera operator had to stay in a hide for hours. Even 
undoing a water bottle would spook the deer, so it was a feat of 
endurance to get this sequence. It suggests that crocodiles can be 
far more skilled and strategic hunters than they're given credit for. 


Life on Our Planet 
Available from Wednesday Netflix 


END OF DAYS? 


There have been five major extinction events 
in the history of our planet. Are we on the 
brink of another? Alastair Fothergill’s 
Netflix epic tells the history of evolution 
— with a little help from Steven Spielberg 
and Morgan Freeman 


INTERVIEW BY 
SHERNA NOAH 


‘It’s gone beyond saving 
pandas and saving 
elephants. It’s about 
saving humanity 


HE ORIGINS OF Life on Our Planet, 
Netflix’s gripping new natural history 
series charting our evolution over 
four billion years, can fittingly be 

traced to a long time ago. 
As a university student, Alastair 
Fothergill, now 63 and a celebrated documen- 
tary producer, was inspired by Sir David 
Attenborough’s landmark 1979 series Life on 
Earth. “Probably the greatest story in nature is 
evolution,” says Fothergill, “but 98 per cent of 
the animals that ever lived on our planet are 
extinct. Life on Earth was an amazing achieve- 
ment, but the story was told entirely with 

modern-day animals.” 

Decades later, watching the live- 


action/CGI 2016 remake of The Jungle Book 
sparked an epiphany for Fothergill and fellow 
producer Keith Scholey. “The bears looked like 
real bears,” recalls Fothergill, whose Silverback 
Films production company, based in Bristol, is 
responsible for many natural history hits, 
including Wild Isles, The Mating Game and the 
recent Hamza: Strictly Birds of Prey. “A couple 
of years later, the live-action version of The Lion 
King came out, and all the animals there were 
photo-real. We said, ‘Hang on, with the quality 
of CGI now, we can tell the whole story. We can 
cherry-pick, in CGI, the key animals that are 
vital in the steps of evolution.” 

And so Life on Our Planet intersperses CGI - 
re-creating how creatures looked millions of 


years ago — with mesmerising new footage, 
filmed in 45 countries, showing how they 
evolved to create the world we know now. 

The raw material for the series — five past 
mass extinction events and a sixth that poten- 
tially faces us today - is, of course, dramatic. 
Steven Spielberg’s production company Amblin 
came on board to oversee the CGI, Fothergill 
explains, but they had to align with the science. 
There were workbooks “this thick”, he demon- 
strates with his hands, containing “literally every 
paper that had ever been written about T rex, or 
whatever the species was’. 

Spielberg was “seeing iterations the whole way 
through’, Fothergill continues, but “he’s a very 
busy man, so our weekly meetings were not > 


ICE AGE KINGS 

Life on Our Planet 
re-creates the age of 
the woolly mammoth 
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<1 with him, they were with 
his team.” 

Was it a given that Spiel- 
berg would put his name to 
the series as an executive 
producer? “He doesn’t guar- 
antee that.” 

Seven years after Fothergill 
began thinking about the 
project, Spielberg delivered 
his final verdict. “He was sent 
all eight episodes on a Friday 
night,’ says Fothergill. On the 
Monday, the triple Oscar-win- 
ner had come to a decision. 
“He said, ‘I love this, my kids 
loved it, my grandkids loved 
it. 'm going to put my name 
on it.” 


OW VIEWERS WILL get 

to see what Spielberg 

and his family 

enjoyed so much, 
although, while the technical 
wizardry of the CGI is spec- 
tacular, the stunning natural history footage is 
the real star of the show. It’s undoubtedly 
big-budget television, so how much did it cost? 
“You'd have to tie me down and drill nails into 
my hands!” Fothergill responds. 

Presumably bigger and bigger budgets are 
needed to make documentaries like this as it 
becomes increasingly challenging to find some- 
thing fresh to show viewers, not least 
because there has been so much 
natural history TV in recent 
years — Chris Packham’s 
BBC2 series Earth, for 
example, also tackled the 
story of our planet. 

“There’s no doubt 
that with the decline in 
nature, there’s less out 
there,” says Fothergill, 
“but you can go 
through the rainforest 
in Brazil and turn over a 
log, and there’ll be 
hundreds of species there 
that have never been identi- 
fied to science, let alone 
filmed. Technology allows us 
to film things that we never 
could before. At the same time, 
people love going back to the 
familiar A-listers, like 
lions, as long as you 
can show new behavy- 
iours, or film them in 
exciting ways. 
I don’t think we'll 
run out of ideas.” 

The series is 
narrated by the 


TRUST IN ME 
David Attenborough’s 1979 
landmark series Life on Earth 
inspired Alastair Fothergill 


> 
INFLUENCE 
2019's The Lion King 
proved how CGI could 
work with natural 


BOX OFFICE 
Hollywood legends 
Steven Spielberg 
and Morgan 
Freeman joined 
the team 


‘There will never 
be another 
David Attenborough’ 


Hollywood star Morgan Freeman - why didn’t 
they call on the master of the format, 
Sir David Attenborough? 
“There are a lot of natural 
history [programmes] - 
you want to be really 
distinct,” Fothergill 
says, adding that 
Freeman was the 
perfect man for the 
job. “If you're telling 
the story of life, 
whether youre reli- 
gious or not, it’s good 
to have the voice of 
God,’ he jokes, alluding 
to the fact that Freeman 
played the deity in the 
movies Bruce Almighty and 
Evan Almighty. 
In the 1990s, when Fother- 
gill ran the BBC’s Natural 
History Unit, where he 
made Blue Planet 
and Planet Earth, 
the then BBC direc- 
tor-general John 
Birt tasked him 
with finding the 
next Attenbor- 
ough. What was 
his response? “I 


left that meeting thinking, 
‘There will never be another 
David Attenborough. David 
was there in the beginning, 
he’s seen everything. He’s 
extraordinarily good at what 
he does... On Wild Isles, 
for example, he spent weeks 
working on his narration 
to make it better. People 
trust him.” 

So as well as finding some- 
one with great knowledge 
you also need to be a trusted 
voice. “I make lots of movies 
for Disney. You bring in a 
Hollywood star with a great 
voice and creatively they can 
be very powerful. But trust 
takes time.” And so, the 
search goes on. “Do we need 
another Attenborough? 
Probably. Who will it be? 
Ihave no idea.” 

Fothergill’s mind is already 
popping with thoughts about 
future projects for Silverback Films. Yet while 
his job is to tell a story in an entertaining way, he 
hopes one salutary lesson shines throughout Life 
on Our Planet. “All the four great extinctions 
prior to the meteorite [that wiped out the dino- 
saurs 65 million years ago] were about there 
being too much or too little carbon dioxide. So, if 
anybody wants to question that global warming 
is not a serious issue, look back at the history of 
our planet.” What’s more, he says, “the most 
successful animal going in [to each period ] 
never got out. And the most successful animal, 
at the moment, is us.” 


E SPEAK HOvRS after it’s announced 

that drilling at Rosebank, the UK’s 

largest untapped oil and gas field, has 

been approved, a decision that 
sparked outrage from climate crisis campaign- 
ers. Should the prime minister watch the series? 
“Td love him to... he and all politicians have to 
realise that they’re morally obliged to think 
beyond the four-year election cycle. Climate 
change and biodiversity loss are the greatest 
challenges humanity has ever faced.” 

He has just returned from filming in the 
Arctic, where he witnessed the transformation 
with his own eyes. “The Arctic is changing four 
times faster than anywhere else on the planet... 
we filmed three polar-bear behaviours this 
summer that they were not doing five years ago. 

“T used to think that we'll be OK, our children 
may be OK, but our grandchildren are going to 
be in deep water. I now feel that we, by the end 
of our lives, and our children, will really feel the 
effects [of climate change]. It’s happening 
quicker than even the most experienced scien- 
tists predicted. And it’s not just the oil, it’s the 
rolling back on so many things. It’s sad... we > 
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AWARD-WINNING. Lt 
RIVER CRUISES IN EUROPE 


ON THE RHINE, DANUBE, MOSELLE, MAIN, RHONE, 


DOURO, SEINE, SAONE OR DUTCH WATERWAYS 


Explore the heart of Europe and enjoy its colourful Christmas markets in luxury 


Riviera Travel’s award-winning river cruises 
include everything you need for an 
exceptional experience. Cruise Europe's most 
beautiful waterways aboard the finest ships, 
featuring superb dining on board and spacious 
suites and cabins — many with a French balcony for 
unrivalled views. Choose from 22 fascinating river 
cruises that take you to the iconic highlights as well 
as lesser-known gems in destinations such as 
Cologne, Trier, Koblenz, Heidelberg, Strasbourg, 
Basel, Lucerne, the Douro Valley, Vienna, Budapest, 


Amsterdam, Avignon, Arles, Bruges, Paris or Rouen. 


Fully escorted price includes M™ Spacious and 
beautifully appointed suites or cabins with 
hotel-style beds and river views lf Return flights 
from a choice of regional airports or standard 
class reserved seat on Eurostar from London St 
Pancras (supplements may apply) @ Return rail 
connections on selected dates and cruises 

from over 50 regional stations (Supplements may 
apply) ml Exceptional cuisine with full board 
throughout Complimentary on-board tea and 
coffee li Complimentary on-board wi-fi (connection 
speeds may vary) lf Extensive and fully inclusive 
touring programmes MM The services of our 
experienced cruise director and concierge 


“ss To book or request a brochure, call 01283 742 399 
quoting RTA, or visit radiotimes.com/holidayoffers 


Prices are per person, based on two sharing a cabin. Single cabins are subject to availability at the relevant supplement. Additional entrance costs may 
= apply. All holidays are subject to availability. Images used in conjunction with Riviera Travel. Operated by and subject to the booking conditions of D A BTA (h 
- Riviera Tours Ltd, ABTA V4744, ATOL 3430, IATA 9127440. Riviera Travel, New Manor, 328 Wetmore Road, Burton-on-Trent DE14 1SP. Prices correct at % 

time of print. See website for full details. Departures available exclusively for solo travellers on selected tours. 


THE DANUBE’S IMPERIAL CITIES 
AND YULETIDE MARKETS 


Five nights from £999pp 

Departures Dec 2023 and Dec 2024 

Enjoy a guided tour of Budapest, and cruise along 
the dramatic Danube Bend. Discover delightful 
Bratislava, Slovakia's fast-emerging capital, with its 
lovely baroque old town. Explore the grand imperial 
city of Vienna, where the traditional markets have 
a huge range of inspirational gifts. 

Fully escorted price includes M@ Three guided 
tours and three Christmas market visits in 
Budapest, Bratislava and Vienna 


ENCHANTING RHINE AND YULETIDE 
MARKETS 


Four nights from £759pp 

Departures Dec 2023 and Dec 2024 

Cruise through the Rhine Gorge before arriving in 
the wine town of Ridesheim. Explore Koblenz on a 
guided tour with free time to browse its lovely 
Christmas market. Discover Bonn on a guided tour 
before arriving in Cologne, with time to discover 
one (or all!) of its seven Christmas markets. 

Fully escorted price includes M@ Three guided tours 
including Rudesheim, Koblenz and Bonn @ Visit to 
Cologne @ Four Christmas market visits 


BAWVIERA 
TRAVEL 
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<1 were making amazing progress on reducing 
our carbon footprint. The political situation 
is depressing.” 

Does he sympathise with those breaking 
the law, with the likes of Just Stop Oil’s or 
Extinction Rebellion’s disruptive stunts? “No, 
you need to win the hearts and minds of men 
and women. There’s no doubt that Covid and 
the economic crisis - and possibly Rishi 
Sunak — have slightly taken the pressure off, 
but it’s not going away. It’s gone beyond 
saving pandas and saving elephants. It’s 
about saving humanity.” 

“T have to get out of bed with optimism,” he 
says. “We have the technology to turn this 
around. If we were to spend just what we 


‘We have the 
technology to turn 
this around’ 


spent on Covid, we could solve climate 
change.” He also flags the resilience of nature, 
pointing out how the ocean has bounced 
back in marine-protected areas. 

“I’m amazed by how adaptable polar bears 
have proven to be. People were saying that as 
soon as the sea ice is gone, polar bears are 
gone, because 90 per cent of their food comes 
from hunting seals. But they are showing 
themselves to be a bit more adaptable, and 
not so reliant on sea ice, which is good news.” 


HERE ARE OTHER reasons to be opti- 

mistic. Fothergill works with the 

Prince of Wales on the annual 

£1 million Earthshot Prize for solu- 
tions to the climate crisis. “Other than his 
royal duties, I would say that the Earthshot 
Prize is his real passion,’ Fothergill says. “He 
came back from Davos [in 2019, for the 
World Economic Forum] and said to his then 
private secretary, ‘I’m going to be king... and 
I want to do something really significant for 
the environment.” 

Making this series was the most exhaust- 
ing of Fothergill’s career. The pandemic 
meant that “some big natural history shoots 
were replanned five times... the animals only 
do things at certain times of the year — it was 
a nightmare”. But it was the prospect of 
weaving CGI with natural history that 
sparked the most anxiety. “We genuinely 
didn’t know it was going to work until we 
spent all the money,’ he admits. 

Now that he has successfully brought a 
car-sized millipede and T rex back to life with 
CGI, how does he feel about plans to resur- 
rect extinct animals? “I think they’re experi- 
menting with woolly mammoths. It’s fasci- 
nating, it could be amazing.” But in the end, 
“they need a place to live...” 


Radiolimes 21-277 October 2023 


SMILODON 


“The more modern an extinct animal is, the 
harder it is to animate because we all have 
an intuitive idea of what it should look like. 
Finessing the movement of extinct mammals 
is much harder than dinosaurs, which is why 
I'm so pleased with our smilodon. The way 
this sabre-toothed cat [shown in episode 
one] walks through the grass and onto 

a rock is amazing. The level of detail — the 
way its fur moves, the shape of its paws — 
instantly takes us back two million years.” 


DUNKLEOSTEUS 


“At up to nine metres long, this fish that 
terrorised the seas around 370 million years ago 
is a giant of its age [episode two]. It had one of 
the most powerful bites in history. Its jaw worked 
like a stapler — opening in milliseconds before 
crashing down on its victims. It's a frightening 
example of how the pairing of a backbone with 
jaws proved to be a winning combination.” 


BABY KOMODO DRAGON 


“Komodo adults are cannibalistic, so their babies 
and youngsters do whatever it takes to stay out 
of harm's way. For this reason, most young 
komodos spend their lives in the tree-tops, the 
one place a hungry adult cannot reach. As well 
as a beautiful sequence of komodo young, in 
episode four we show why adults are so deadly 
when one suddenly charges at a water buffalo. 
It's a window of what life was like in the Triassic 
period, when reptiles ruled the planet.” 


WOOLLY MAMMOTH 


“Episode eight focuses on the ice age. The woolly 
mammoth is one of my favourite visual effects 
creatures. But it took [effects company] Industrial 
Light & Magic a long time to build — fur being 
blown around by the wind and encrusted with 
snow is about as hard as it gets.” 


STAR TURNS ; 


Series producer Dan Tapster’s 
highlights from each episode .| 


HUMMINGBIRD 


“Filmed in Ecuador, the hummingbird scenes 
in episode six are mesmerically beautiful. We 
showcase their incredible flight skill, telling 
the story of how, millions of years after the 
evolution of flowering plants, these tiny 

birds were able to muscle in on 

the domain of insects.” 


ANTS 


“Social insects like ants first appeared in 

the age of dinosaurs. By working together in 
colonies, they flourished. The ants we filmed 
in the Ivory Coast are the only known example 
of an animal, other than humans, using 
medicine to save another's life. In episode five, 
we document this process whereby ants take 
an antibiotic gel from their armpits, transfer it 
to their mouths and then lick the wounds of 
their injured comrades. After just 24 hours of 
recuperation, nearly all ‘treated ants’ are 
fighting fit and able to go back to war.” 


a 


ARTHROPLEURA 


“This prehistoric millipede, which was nearly as 
long as a car, was almost blind. Our visual effects 
scene in episode three shows an arthropleura 
trying to mate — the male must follow a scent-trail 
from a female, while also listening out for her song 
— just as happens with some modern millipedes.” 
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Inspired by his family’s stories of leaving 
. . . | 
Jamaica to make a new life in England, 7 
Sir Lenny Henry has written a drama _ 
about the Windrush generation. But |, 
would his mum approve? et) 
INTERVIEW BY GABRIEL TATE 


T 65, WHEN many people are 
thinking of retirement, Sir 
Lenny Henry has been working 
harder than ever - writing, 
broadcasting, campaigning, 
acting, gigging... How else to 
explain the eight-year gap between Danny and 
the Human Zoo, his warm, accomplished and 
semi-autobiographical debut as a serious TV 
dramatist, and his second, Three Little Birds? 

“I’ve been busy!” he confirms good-naturedly 
over Zoom. Written under the exacting mentor- 
ship of Russell T Davies (“He would push me, 
and I needed that”), Three Little Birds is inspired 
by Henry’s mother Winifred and her experiences 
arriving in Britain from Jamaica as part of the 
Windrush generation in 1957. It’s a project both 
personal and universal: a tribute to the sense of 
community, resilience and joy through testing 
times reflected in Bob Marley’s titular anthem 
and many of Henry’s own nearest and dearest. 

Henry emphasises on more than one occasion 
that the drama isn’t a verbatim account of his 
family’s recollections - “Quite a lot of it is made 
up because my family are very litigious!” he jokes. 
“It’s based on the stories of my mum, my aunties 
and uncles, my brothers and sisters, but also on 
other people’s experiences and a lot of reading. 
I wanted to represent a multiplicity of stories 
and perspectives.” 

The story begins in 1957 as two sisters, serious- 
minded Leah (Rochelle Neil) and aspiring actor 
Chantrelle (Saffron Coomber), set sail from Jam- 
aica to join their brother Aston (Javone Prince) 
in the UK. With them, they bring Hosanna 
(Yazmin Belo), a trainee nurse and daughter of 
Pastor Drake (played by Henry), whom they 
hope will marry their brother. New lives in 


i 
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Notting Hill, Borehamwood 
and Henry’s native Dudley await, but so too 
do obstacles, from freezing weather and police 
harassment to racism both overt and insidious. 

All three female leads are of Jamaican heritage 
and each is in awe of the resilience of their fore- 
bears. “Lenny’s script was right up my street,” 
says Neil (who last appeared on screen in HBO’s 
Victorian superhero yarn The Nevers). “People in 
my family didn’t really want to talk about 
coming over and I’ve always wondered why. I 
think there was a level of trauma that maybe my 
grandparents didn’t want to speak about. I have 
many questions still, but I hope, when they 
watch the show, it will open up a conversation.” 

“It’s such a gift to receive something that feels 
written for you, your culture, your heritage,” 
adds Coomber, whose role in Steve McQueen’s 
mesmerising Small Axe: Lovers Rock offered a 
perspective on the black Notting Hill experience 
more than two decades later than the world of 
Three Little Birds. “People don’t like to open that 
door, maybe because it hurts. There's a generation 
of children who still find it difficult to connect to 
their biological parents, because they were raised 
by their grandmother or aunt. Then, all of a 
sudden, they’re brought to England and calling 
this person they can’t remember ‘Mum’. My 
grandad moved all through America before 
coming to England, when my nan joined him. 
When I asked him about that, all he’d say was, 
‘Tt was all right, man.” 

Meanwhile, “Tapping into who my character 
was and tapping into that world [the Windrush 
scandal] wasn’t at the forefront of my mind,’ says 
Belo, who makes her screen debut here. “Strength, 
happiness, being adaptable, decision-making... 
All these things came before that for me.’ > 
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SOUP UP YOUR DEFENCES 
Pacfed with Vitamin Rich Veggies 6 Gursting with Flavour 


<1 Belo holds her own in several emotionally 
intimate scenes with Henry and all three actors 
talk of their admiration for the actor turned 
writer and producer. “I grew up watching 
Lenny,’ Coomber says. “Some of my fondest 
memories are of my mum with tears rolling 
down her face because she saw herself in this 
man and his stories — she grew up in a time 
when he was the only one. He has worked so 
hard to be where he is and tell stories that would 
otherwise have been untold.” 


ENRY HAS ENSURED that his produc- 

tion company, Douglas Road, which 

is behind the series, champions diver- 

sity on and off camera. The difference 
had a profound impact on Neil in particular. “It’s 
always felt like part of my job description was to 
do my own hair and make-up because I haven't 
always been catered to on sets. On this, there 
was an ease in people knowing what to do, and 
I’ve felt emboldened since then. You can’t tell me 
that there aren’t people of colour who are heads 
of department in hair and make-up, sound, 
lighting, grips. You can’t tell me that any more, 
because I’ve seen it.” 

“When people from ITV showed up, they were 
crying because they’d never seen a set like it,” 
recalls Henry. “It’s possible to have diversity even 
when youre doing an all-white show. It might be 
about Scott of the Antarctic, but wouldn’t it be 
great if people from all sorts of angles are around 
the table? It’s good to have different responses in 
the room when you're making something crea- 
tive. I hope one day this will change, and it is, 
slowly but surely, certainly in terms of casting. 
We have to be grateful for that — but not too 
grateful, because there’s still work to be done.” 

Three Little Birds comes soon after Henry’s 
acclaimed one-man play August in England, in 
which he played a man facing deportation after 
travelling over on his mother’s passport 52 
years earlier. But for Henry, the 
Windrush scandal is just one 
facet of a much more layered 


A NEW LIFES 
Chantrelle (Saffron 
Coomber) comes to 
the UK on the SS 
Reina de! Pacifico 
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story. “The way our Government is dealing with 
people getting in boats and going anywhere to get 
away from where they come from, is awful,” he 
says. “If there are things that echo or slightly 
trigger people, that’s probably a good thing. There 
should be a looped sense of how you experience 


‘Our parents just 
put up with being 
hit on the head 


by a policeman’ 


the story, and unless you tell that story again and 
again, a certain group of people will always go, 
‘Well, I don’t buy that’ And it’s not just the 
black story, it’s the white experience of 
people coming over and you having to 
decide whether you wanted to be 
their friend or their enemy.” 
“Everyone's lives changed 
after Windrush,” Neil adds. 
“People already in the UK were 
exposed to new food, new 
music... Three Little Birds reflects 
this, but it’s a feminist piece as well, 
because these women are taking 
control of their own destiny.’ 
Henry agrees. “Women had a great 
deal of power they had to utilise 
without upsetting the patri- 
archy. That’s always been 
the thing about 
marginalised people: 
how do I get what I 
want without 
p***ing every- 
body off? I can 
be persuasive 


_ 
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“Serious-minded” Leah 

» (Rochelle Neil) with 

trainee nurse Hosanna 
(Yazmin Belo) 
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and ingratiating, but in a minute I might have to 
bang a table because you're not listening to me.” 

Henry’s mother Winifred died in 1998 - 
would she be impressed with his new drama? 
Henry smiles and adopts her Jamaican accent 
before declaring: “Oh, you think that’s what it 
was like? It was worse!” 

Henry is under no illusions about how he 
would have coped in her position. “I would have 
been hopeless. I used to do a routine about how 
I would have been during Martin Luther King’s 
time: come at me with a dog and a high-pressure 
hose and I'd have run a mile. Our parents and 
grandparents were really young when they came 
here. They just put up with being hit on the head 
by a policeman, having a brick thrown through 
the window or faeces smeared on the door. They 
found a way to make a life here and make some- 
thing of themselves. It wasn’t bravery, it was 
survival, and my hat goes off to them always.” 


HEN HENRY LAST spoke to RT, he 
recalled his mum urging him to 
“h’integrate”. What does he think 
she meant by that? “My childhood 
was very Jamaican up until I was six or seven, and 
she'd seen the way the wind was blowing. It was a 
hostile area, not many miles from Enoch Powell 
giving his Rivers of Blood speech in Birmingham, 
or Smethwick where someone got elected with 
the slogan ‘if you want an N-word for a neighbour, 
vote Labour. My mum was tough - she was ‘Big 
Winnie and had a lot of friends, but she just 
went, “They're not going to survive unless they 
learn how to get on. We were told to not be 
contentious, not raise our fists, to talk our way 
out of things. Sometimes I had to fight back, but 
I used humour as my sword and shield through 
school. That’s why I’m where I am today.” 


There's also a documentary about Lenny Henry 
— One of a Kind — on Thursday at 9.00pm on ITV1 
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CHRIS TERRY; EYEVINE 


MasterChef: The Professionals 
Mon 9pm, Tue 8pm, Thur 8pm BBC1 
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HEN Monica GALETTI 
auditioned as a judge for 


Family Reattbreal lady 
Vaan Monica Galetti to pull. 
sionals back in 2009, she . 


was almost overcome b 
nerves. rns she ate out of last year S show, > 


already achieved so much, working as sous chef but now she’ S retinas Rt!) ) 


at Michelin-starred restaurant, Le Gavroche in 


Mayfair - the first woman to hold the position — ~ to the Ma. S tere hep. 


she assumed she wouldn't get the job. 


“Honestly, I felt so sick,” says Galetti now. kitchen — and she: 


“During the screen test, I just focused on being fy ae? 
myself. I didn’t even laugh at any of Gregg “means business... . 
Wallace's jokes. A few days later, I’d just finished ; 
my shift at work when I got the call offering me 
the job. I was in shock,” she laughs. “But I was 
also really excited.” 
Galetti had been put forward by her boss, 
Michel Roux Jr, who was then a judge on 
MasterChef: the Professionals and had a hunch 
that she would be good on telly. He was right. 
She quickly became a firm MasterChef favourite, 
with her tell-it-like-it-is approach and infectious 
enthusiasm for international food, forged from 
her globetrotting life - she was born in Samoa 
and brought up in New Zealand, before buying a 
one-way ticket to London at the age of 24. 
Then, last year, Galetti surprised the show’s 
loyal viewers when she announced that she 
would be taking time out from the series. Anna 
Haugh, chef/patron at Myrtle in Chelsea, 
stepped in as her replacement. Galetti initially 
cited “family commitments”; heartbreakingly, 
behind the scenes, her nephew Otis, then 15 and ; a 
the same age as her own daughter, was seriously ob Tl 


ill with a desmoplastic small round cell tumour. 
Galetti decided her family had to come first. 
“There was a gala fundraiser for Otis in New 


Zealand in what would have been the first week , ~ 
of filming for MasterChef: My family needed my 

support to sell as many tickets as possible. I also 

had to see my family in urgent and shocking 7 

circumstances.’ She takes a moment. , 


Was it difficult to take a step back from the [Aaya f - Prt 
show, despite the nightmare situation? “It was a ; 
very upsetting decision to 
take, but I know it was the 


right one.” She smiles, think- — DINNER A DEUX 
ing about her nephew. “He’s ry sem Galetti with her 
our miracle boy; they gave ' =)... sommelier husband, 
him three months and he’s ) wy a David, at their 


e restaurant, Mere, in 


still with us.” : ; 
ae London's Fitzrovia 


Reminded how precious 
life is, Galetti’s perspective 
on pretty much everything 
changed. “When your 
15-year-old nephew gets a 
life sentence, everything else 
is secondary. When certain 
things or certain people 
upset me, I have learned to 
let it go. I also realised 
I didn’t have to say ‘yes’ to 
everything, instead I can put 
my energy only into things 
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KEEPING IT 
PROFESSIONAL 
Galetti with her 
original MasterChef 
co-stars, Michel 
Roux Jr (centre, 

a judge between 
2008-13) and 
Gregg Wallace 


‘Women make 
a kitchen calmer 
— and more fun!’ 


that I well and truly believe in, into things that 
make me happy.” 

One of those things was Mere (which is her 
late mother’s name and pronounced Mary), the 
restaurant in central London she runs with her 
French sommelier husband, David. The other 
was MasterChef: The Professionals, which 
Galetti returns to for the 16th series. What did 
she miss most about the latter? 

“My good friends, Marcus [Wareing] and 
Gregg,” she says immediately. “The crew. In fact, 
MasterChefis like a little family, and they offered 
me incredible support. They said I should think 
of my time away from the show as a sabbatical. 
Then, at the end of last year, they reached out 
and asked how I was feeling. We met up and I 
was ready to come back.” 


HE PAUSES AGAIN and smiles, clearly 
delighted to be back. “I also missed the 
journeys of the chefs! It’s why I always 
want to come back for another series - 
the excitement of seeing who walks through 
those doors. What are they going to show us? 
What kind of journey are they going to go on? 

“I know people think I’m a tough judge, but 
I’ve never seen myself like that; Gregg, Marcus 
and I are always there, in the kitchen, telling the 
contestants to relax and take a deep breath while 
the cameras are being repositioned, helping 
them get used to having cameras in their faces. 
It’s not an ego trip for us; we are there to guide 
those chefs and get the best out of them. Know- 
ing all that was happening without me last 
series was so hard...” 

She didn’t watch much of it, though she says 
she did see the last episode. “I watched the final. 
It was wonderful to see a woman win [Nikita 


Pathakji, only the third female winner in the 
series’ history]. More women have entered this 
year, which I believe is a direct result of that win.” 

It must seem like a long time since Galetti was 
the first female sous chef to be employed at 
Le Gavroche. “That's history!” she agrees. “There 
are sO many more women coming through in 
our industry, which is just great to see. I believe 
women in the kitchen make it a calmer atmos- 
phere. And more fun!” Are male chefs too serious? 
“It’s just a different dynamic when women are in 
the kitchen; the conversation is lighter and [our 
presence | brings a much-needed balance.” 

In any case, Galetti thinks that MasterChefhas 
always been pretty good at diversity. “It’s always 
been about trying to get a mix of people,” she 
says. “Otherwise, the food that’s cooked on the 
show would be quite dull” 

And this season, the show has also incorpo- 
rated challenges using less costly ingredients to 
reflect how many people cook. In one episode, 
for example, contestants can use only tinned 
goods and no fresh ingredients at all. 

“T also have to point out that nothing is wasted 
on MasterChef,” says Galetti. “Anything left over 
is divided up between the crew or used in 
another challenge. We've done plant-based chal- 
lenges and waste challenges for a few years now. 
Plus, the first thing I do when I visit my own 
restaurant is check the food bin in the kitchen. 
By golly, the chefs had better watch out if there 
are things in the bin that shouldn't be!” 


LTHOUGH GALETTI INSISTS she has 
learned how to say no, she still worked 
flat-out for three months while film- 
ing the new run of MasterChef. 
“Sometimes I was on the back of a motorbike 
taxi after a 12-hour day in the studio and I'd call 
my daughter and husband from the bike before 
checking in on my staff at Mere,” she recalls. 

“It wasn’t always easy to walk into my kitchen 
with a high level of energy, but as soon as I saw 
my team’s faces, it was wonderful. But I try to get 
home more now. This year I filmed Amazing 
Hotels [with Rob Rinder] as well as MasterChef 
and I was very pleased to get home and prepare 
a Greek salad or a roast chicken.” 

And while her work ethic has not been diluted 
in any way, Galetti is very glad that she decided 
to take a more focused approach to the projects 
she takes on. “It’s all about finding a balance,” 
she says. “I came back to work after visiting my 
family in New Zealand with a real sense of only 
doing things that matter.” 

And MasterChef fans need not fear — accord- 
ing to Galetti, now she’s back on the show, she’s 
determined to stick around. “Unless I’m pushed 
into a corner or things come to a head, I’m not 
going to step back again,” she says. “It’s a part of 
my life and something I love doing.” 

AMY RAPHAEL 


Take a look at Monica Galetti’s fundraising page: 
https://givealittle.co.nz/cause/otiss-fight-with-cancer 
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RT SHOP 


SOUNDS GOOD 


RT subscribers benefit from 10% off" all RT Shop items. 


P&P included” 


STEEPLETONE 5-IN-1 MUSIC SYSTEM £174.99" 


The Steepletone 5-in-1 music system (BT SMC386 PRO) includes a turntable for your 33s, 45s and 78s, an FM/MW 
radio, CD player, twin cassette deck and a bright LCD backlit display. It also allows you to record from vinyl, radio, 
CD and cassette to cassette, or to a USB or SD by using the convenient, one-button MP3 recording tool. Measures 
29 x 32 x 29cm. Available in silver or black front with black speakers 


ROBERTS SOUND 48 RADIO 
£109.99 


The all-singing, all-dancing DAB/FM/CD stereo clock radio. As 
well as the benefits of DAB/DAB+ and Bluetooth, the Sound 
48 offers multiple alarms, CD and MP3 playback, the unique 
“CD Bookmark" function that remembers the last played 
position on the disc, and a dimmable display, perfect when 
falling asleep. Features & CD MP3/WMA playback 

m= CD Bookmark m DAB/FM wavebands @ 40 station presets 
@ Bluetooth streaming from smartphone ™ FM RDS station 
name display m FM RDS station name display m Search/ 
manual tuning m Adjustable sleep and snooze timer 

@ One-button MP3 encoding/recording m Headphone socket. 
Measures 13.5 x 13.5 x 16.5cm 


ROBERTS SPORTS DABS 
RADIO £64.99 


This handy radio is the ideal 
companion for the discerning 
sports fan. With headphone 

socket and ten station presets, it's 
perfect for when you are on the 
move, at home or in the garden but 
want to keep up with the latest 
sports coverage. 


ROBERTS PLAY 10 
RADIO £44.99 


The Play 10 Radio is a compact 
and portable DAB/DAB+ and FM 
radio that benefits from all the 
usual fantastic DAB features, 
including more 
stations in 
your area, 
scrolling 

text and 
tuning by 
station name. 


PORTABLE MULTIBAND 
RADIO £39.99" 


This compact radio is perfect 

for on-the-go listening. A high 
sensitivity, 14-band world receiver 
(including airband), with presets 
for all bands; includes an 

LED backlight, headphone 
socket, wrist strap 
and travel 

pouch. Battery 
powered 

(3xAA, not 
included). 


To order, visit radiotimes.com/shop43, callO3302 232 639 or fill out the coupon 


Radio Times subscriber exclusive! Get 10% off the RT Shop — quote your subscriber number at checkout or on the coupon 


Calls cost no more than national rate per minute from BT landlines; calls from mobiles and other providers may vary. Lines open Mon-Fri 8am-6pm and Sat 9am-ipm. Allow 14 days for delivery. Available while stocks last. 
UK mainland delivery only. ‘10% RT Shop discount T&Cs available at radiotimes.com/subsl0. “Steepletone products may incur a postage surcharge for certain postcode areas. Call number above for postage details. 


ORDER FORM Send to: Radio Times Shop, PO Box 12635, Colchester CO7 5AN RTSHOP43 
Item Price Qty Colour Sub-total lenclose a cheque for £ payable to Radio Times, in full payment, or debit my: 
Steepletone 5-In-1 music system £174.99 MasterCard LJ Visa LJ Expiry date / oO 
Roberts Sound 48 radio £109.99 n/a 
Number OOOOO OO 
Roberts Sports Dab5 radio £64.99 n/a 
Roberts Play 10 radio £44.99 n/a Signature Print name 
Sportable Multiband Radio £39.99 n/a Address 
P&P FREE™ on all items Total 
Postcode Subscriber number 
Immediate Media Company Limited (publishers of Radio Times) would love to send you newsletters, 
together with special offers and other promotions. Tick here if you'd like to receive these by Email 0 Post Tel no. Email 
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CENTURY QUIZ 1970: 


From Morecambe and Wise to Fawlty Towers, 


we test your knowledge of the late 70s 


1 THE USA'S 200TH 
BIRTHDAY 1976 

As the USA celebrated 
the 200th anniversary 
of the Declaration of 
Independence, BBC television and 
radio broadcast a selection of 
programmes reflecting the country’s 
past, present and pastimes. RT 
chose to focus on how the country 
saw itself through its TV screens 
with a trio of articles, including one 
by Andy Warhol. The artist made 
the link between game shows and 
gambling, writing: “Las Vegas is 
the last big money left in the West, 
and people have always liked to 
fantasise about big, fast money. 

| can't stand any of these shows 
because | don't believe in winning 
v losing — just working v loafing 

— so | don't believe in gambling.” 
Who was US President during 
America's bicentennial year? 

a Gerald Ford b Richard Nixon 

c Ronald Reagan 


2 SILVER JUBILEE 
1977 

If you were a child in 
the 70s, the idea that 
you could draw a 
picture for the cover of Radio 
Times and for your artwork to be 
in honour of the Queen's Silver 
Jubilee was unimaginable. But 

for five-year-old Nicola Griffin from 
Surrey, the dream became a reality 
when she won the competition to 
design a cover for the special 
occasion. Her Smiling Guardsman 
design was chosen as the overall 
winner out of more than 65,000 
entries that were received. The 
following week, for the Silver 
Jubilee souvenir issue, RT marked 
the occasion by commissioning 
artist Candice Bahouth to create 

a tapestry of the Queen in profile. 
The competition to design 

the cover was a collaboration 
between RT and which children's 
TV series? 

a Multi-Coloured Swap Shop 

b Blue Peter ¢ Take Hart 


3 THE ONEDIN LINE 
1977 

Spanning the years 
1860 to 1886, Cyril 
Abraham's drama 
starring Peter Gilmore as Captain 
James Onedin made a splash with 
viewers. This sepia-tinted RT cover 
heralded the start of series five of 
the Sunday-night saga. Up to 12 
million viewers followed the life of 
shipping magnate James Onedin. 
Speaking of his character to RT in 
1973, Peter said, “Reading through 
the early scripts, | can’t say | much 
liked James. He seemed a narrow, 
unsympathetic sort of man. I've 
tried to show that, deep down, he's 
not half as bad as he may seem; 
somewhere there's more than a 
trace of humour.” The drama’s 
theme tune was composed by 
Aram Khachaturian and is an 
excerpt from his 1956 ballet about 
a slave who leads a rebellion 
against the Roman Empire. 

What is the title of the theme 
music, which shares its name 
with the lead character? 

a Spartacus b Markus ¢ Spencius 


4 CHRISTMAS 1977 
Pauline Ellison's 
illustration works on 
two levels — it looks like 
. a Christmas tree, but on 
closer inspection it depicts a small 
village enjoying the festive season. 
This Christmas-tree-village was also 
used for the annual RT Christmas 
card. But it wasn’t just the RT cover 
that made a great impression that 
festive season — BBC1's Christmas- 
night line-up offered a trio of shows 
that topped the ratings, including 
Bruce Forsyth's final Generation 
Game and the Morecambe and Wise 
Christmas Show, their last one for 
the BBC, which was watched by an 
audience of more than 21 million. 
A third show drew an even bigger 
audience than Morecambe and 
Wise — but who was its star? 
a Alistair McGowan b Jon Culshaw 
c Mike Yarwood 


5 THE GOOD LIFE 
1978 

The sitcom starring 
Richard Briers, Felicity 
Kendall, Penelope Keith 
and Paul Eddington ran for four 
series. When the BBC gifted the 
Queen and Duke of Edinburgh the 
opportunity of watching a comedy 
show being recorded, they were 
offered The Two Ronnies or The 
Good Life. The royal couple chose 
the latter and so The Good Life 
became the first sitcom to have a 
Royal Command Performance. Bob 
Larbey, co-writer with John 
Esmonde, told RT that the episode 
would be like any other — “there will 
be no references to corgis, horses 
or allotments at the Palace.” 
Richard Briers said the royal special 
would be, “a bit thrilling. It's rather 
frightening, but it could be fun.” 
Before the Goods started their 
new life of self sufficiency, what 
was Tom's occupation? 

a Estate agent b Draughtsman 

c Sales executive 


6 THE BODY IN 
QUESTION 1978 
“It's much less about 
medicine than about 
the whole business 
of being alive,” said Dr Jonathan 
Miller about his groundbreaking 
medical documentary series. 
Over 13 episodes, Miller explored 
all aspects of the human body and 
mind, including how and why it 
functions, ancient medical 
practices, diseases and healing. 
The final episode made TV history 
as it was the first programme to 
depict the dissection of a human 
cadaver, which understandably 
caused some controversy. 
Jonathan Miller came to 
prominence in 1960 when he, 
Alan Bennett, Peter Cook and 
Dudley Moore performed their 
revue show at the Edinburgh 
Fringe. What was it called? 

a Beyond the Fringe b The Goon 
Show ¢ Not Only... But Also 


7 FAWLTY TOWERS 
1979 

Viewers had waited 
along time to see the 
second series of John 
Cleese and Connie Booth’'s sitcom. 
Although they started writing this 
series in 1976, there had been a 
number of reasons for the delay, 
one being the couple's divorce. 
Another was in the writing process 
itself, as Cleese told RT - “Most 
30-minute shows have about 65 
pages of script. Ours are nearer 120 
pages. We play it much faster than 
most, so there's more to write.” 
The series two episode Waldorf 
Salad opens with which anagram 
of the Fawlty Towers sign? 

a Fatty Owls b Flay Otters 

c Watery Fowls 


8 EMPIRE ROAD 
1979 

Created by Guyana- 
born writer Michael 
Abbensetts, Empire 
Road was the first British TV series 
to be written, directed and acted 
predominantly by black artists. The 
BBC2 serial depicted the lives of 
the residents of a Birmingham 
street and the main characters, the 
Bennett family, featured on the 
cover. Corinne Skinner-Carter, who 
played Hortense, told RT, “The 
series is overdue. It's always been a 
white version of black people before. 
People who know how things are 
watched it and said, ‘Ah! At last!’ 
People who didn't know said, ‘Oh! 
It's like that!’ | always thought it 
would show people how we feel, as 
opposed to how they think we feel.” 
Rudolph Walker was one of the 
stars of Empire Road, who does 
he play in EastEnders? 

a Patrick Trueman b Jim Branning 
¢ Vincent Hubbard 


Questions by Mark McCaighey 
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P&O CRUISES 


ee 


Based on Early Saver cruise B506 


and transfer. Prices may vary for other departure airports, are subject to availability and may go up or down. All flights are subject to availability. For up-to-date prices and full T&Cs applicable 


‘Early Saver price of £1,099 per person is based on two adults sharing the lowest grade of Inside cabin available on Britannia cruise B506 and is inclusive of economy class flight from London SBA BTA 
% 
to Early Saver prices, please visit www.pocruises.com. ‘Pay Monthly option is available on direct bookings only. For full T&Cs, please visit www.pocruises.com/why-choose-us/pay-monthly. 


Travel with confidence 


ALAMY 


DETTORI 
QUITS ASCOT 
ON A HIGH 


There will never be another jockey 
like the mercurial Frankie Dettori, 
Says Simon Barnes 


A Dozen OR more years ago, 
I knocked on the door of 
Frankie Dettori’s house. It was 
opened by a man with a 
scowling face and a who-the- 
hell-are-you expression. I was 
about to ask if I could speak to 
Mr Dettori, please, when I realised I already was. 

This was the other side to the great jockey: 
off-duty, away from his public, not lit up by the 
euphoria of victory. I marvelled for the thou- 
sandth time at the fact that sport’s great 
performers are never more complex than when 
they seem most straightforward — and he went 
on to give me a terrific interview. 

What will British horse racing be like without 
Dettori? We're about to find out. He rides in his 
final race at the weekend, having decided not to 
retire exactly, but to continue racing in the US. 
With glorious appropriateness, this will be 


‘He had a celebration 
like a one-man 
Mardi Gras’ 


Champions Day at Ascot: 27 years after he rode 
all seven winners on the card in a single day at 
the same course. I don’t suppose he'll do it again. 
I don’t suppose anyone will ever do it again. Had 
you staked £1 on an accumulator on his rides 
that day in 1996, you'd have collected £25,051 
after he guided Fujiyama Crest past the post. 

He told me in another interview, 20 years 
after the event, “Sometimes I look back at that 
day and I’m looking at somebody else. Who’s 
that? He looks a bit like me! It’s scary. It was like 
three different days. One day for the first three 
races. Another day for four, five and six. And the 
seventh was the third day, it took so long.” 

You can still see the joy of that day in YouTube 
clips: Dettori, the son of a jockey and a circus 
performer, at the very top of his game, a smile 
that rivalled the sun and a celebration like a 
one-man Mardi Gras. All of the best things that 
sport can give you in a single afternoon. 

But sport is never that simple. Dettori’s highs 


ST 


have been paid for in crushing lows. In 2013 
he rode a grand total of 16 winners, a vanish- 
ingly small number for a man of his talent. 
That’s because no one wanted him to ride their 
horses. He had been first jockey to Godolphin, 
perhaps the best job in world racing, but was 
being “jocked off” by his employer in 
favour of younger riders. So he left 
- and found that no one else 
wanted him either. 

In his depression he thought 
cocaine might help, failed a drugs 
test and got banned. “I was watch- 
ing Sky News, and the first news 
was Frankie Dettori fails a drugs 
test,” he said. “Second news was 
Obama gets re-elected as presi- 
dent. Third news was war in 
Syria. I didn’t kill anyone, but 
it was such big news.” 

From the top to the bottom 
in just a few weeks. A time of 
despair, nothing less. But after a 
while smart people began to 
wonder if he had something left in 
him after all. An ambitious owner, Sheikh 
Joaan Al Thani, was the first. His old boss John 
Gosden then came for him. And after that it was 


~’ On Soul Sister 


SIGNATURE MOVE 
Frankie Dettori 
celebrates winning the 
St James's Palace 
Stakes on Without 
Parole at Royal 

Ascot in 2018 


Dettori Unbound: winning the Derby of 2015 on 
Golden Horn on a glorious day of vindication 
and then going on to win all the big races all over 
again. He had a partnership with the brilliant 
filly Enable - 14 wins from 17 races including the 
Grand Prix de l’Arc de Triomphe twice and also 
the Breeder's Cup Turf. 

Dettori has been racing’s living treasure since 
he started winning as an apprentice 36 years 
ago. Jockeys tend to be a dour lot, making 

rather too much of treating triumph and 

disaster just the same. Dettori has 
always greeted triumph like a free 
trip to heaven in business class 
and disaster like an express 

ride to the other place. 

Racing is all-consuming to 
insiders, but often a blank 
for the rest. On his day, 

Dettori could make the 

whole world racing fans. 

We'll all miss him and wish 
him joy in the next stage of his 
career, at the age of 52. There 
will never be another like him. 


in June at the 
<Derby Festival 


Live coverage of Ascot: Champions Day is on Saturday 
from Ipm on ITV1 


MEN'S WORLD CUP MEN'S WORLD CUP CHAMPIONS LEAGUE: 
The second semi-final, | ENGLAND vS AFRICA NEWCASTLE UNITED v 
which will be played Sat 9am, ENGLAND v BORUSSIA DORTMUND 
at the Stade de France SRI LANKA Thu 9am, Wed 7pm (k/o 8pm) 


in Paris. both Sky Main Event/ TNT 2, 5 Live Having 
Saturday 7.15pm Cricket, 5 Sp Extra seen off PSG, can the 
(kick-off 8pm) ITV1, Two tough fixtures Magpies do it again at 
Radio 5 Live for Jos Buttler's side. St James’ Park? 
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Advertisement feature 


Homegroy 
thrillers 


s the nights begin to draw in, this 
A is the perfect time of year to pick 

your favourite spot on the sofa, grab 
a blanket and get stuck into a fresh new 
series. This autumn, Paramount+ is serving 
up unmissable shows from our own fair 
shores, each packed with drama, 
suspense and intrigue. 

Featuring illustrious actors 
including Samantha Morton and 
Colin Morgan, these shows might 
just have you stretching one 
episode out to three or four. Read 
on to discover the captivating new 
British series you can look forward 
to streaming when you start your 
free trial with Paramount+. 


This unmissable Paramount+ original thriller 
is based on the novel by bestselling author 
Jane Casey. Ingrid Lewis, played by Emma 
Appleton (Everything I Know about Love), 

is a successful junior barrister making a 
name for herself, but has she met her match 
in a former client, John Webster? When 

a colleague is run down in a busy London 
street, she wonders whether it was deliberate, 
and if that car was really meant for her. 
Webster, played by Colin Morgan (Merlin, 
Belfast), soon reappears to warn her that 
someone is out to get her, but can she really 
trust him? 


Brooks (Samantha Morton, Minority Report, 
The Walking Dead) and her daughter Flo 
(Ruby Stokes, Bridgerton), who intend to 
begin a new life there. In this chilling 
Paramount+ original, the women soon 
discover the village guards a dark, turbulent 
past, rife with conspiracies and secrets — and 
that those who go looking for answers, soon 
wish they hadn’t. This small community 
mystery is based on the novel by CJ Tudor, 
Britain’s answer to Stephen King, so expect 
You wouldn't want to move to Chapel Croft... macabre twists and turns as the reverend 
unfortunately, it’s too late for Reverend Jack 


desperately tries to exorcise her past demons. 


Samantha Morton 
and Ruby Stokes star 
in The Burning Girls. 
Inset: Emma Appleton 
_in The Killing Kind, 
Eanna Hardwicke in 
The Doll Factory 


Adapted from Elizabeth Macneal’s bestselling 
novel, this psychological thriller will bring 

a dark, Dickensian flavour to your autumn 
evenings. Esmé Creed-Miles (Samantha 
Morton's daughter, star of Hanna) plays Iris 
who, alongside her twin sister Rose, paints 
dolls for a living in 1850s London, where 
akiller is stalking the streets. When Iris meets 
taxidermist Silas (Kanna Hardwicke, The Sixth 
Commandment) and painter Louis (George 
Webster, Tripped), who's searching for his next 
muse, she sees an opportunity to escape her 
oppressive surroundings. She must abandon 
her sister and risk her reputation to do it, but 
as her horizons expand and events begin to 
turn sinister, will she regret her decision? 


d Savile’s crimes be held to account? 


Many have long complained that a drama 

by the BBC, about the BBC and its patron- 
age of Jimmy Savile, should never have been 
commissioned. Now that the four-hour biopic 
The Reckoning has finally made it to our screens, 
are we ready to think again? 

Over four hours, we see much that we knew - 
Savile's singular access to all echelons of society, 
from the wards of Stoke Mandeville to 
Christmas at Chequers - and much we didn’t: 
Savile's reverential relationship with his mother, 
“the Duchess”; his Roman Catholic need to try 
to balance sin with tireless charity work. 

We can applaud every technical aspect of this 
production, including at its centre a preci- 
sion-tooled performance by Steve Coogan - 
never once falling into caricature, instead offer- 
ing a committed, subtle palimpsest of Savile’s 
cartoony exterior, contrasted with the swift and 
brutal actions of a monster. It is, without ques- 
tion, the performance of Coogan’s career. 

Real-life victims bookend each episode, and 
scenes of assault draw a veil over the gruesome 
details, while demonstrating both Savile's effect 
on individual people, and the breadth of his 


Radiolimes 


to actor Sam Claflin about 
how his latest role felt like 
therapy. Available now. 


On the Radio Times podcast, 
host Kelly-Anne Taylor talks 


predatory plague. All in all, this is a meticulously 
crafted piece of drama; the testament that 
victims and their families deserved. And yet the 
question of its value persists, as does the suita- 
bility of the BBC in bringing it to the screen. 
For sure, the Savile narrative remains a 
jaw-dropping morality tale with all the ques- 
tions worth asking again: how did this unap- 
pealing DJ end up jangling his chains from 
hospitals to prisons, hobnobbing with royals and 
being sent by the PM to “sort out Broadmoor”? 


the BBC and we watch a BBC drama - the 
interesting omission of the binned posthu- 
mous Newsnight exposure notwithstanding - 
hold to account its former executives as they give 
Savile one primetime show after another, turn a 
blind eye to rumours about his lifestyle, and 
even allow him to park his camper van on their 
forecourt. Sometimes the metaphor writes itself. 
Of making the drama, Coogan told RT, “The 
BBC is damned if it does, damned if it doesn’t”, 
and the executive producer Jeff Pope, whose 
good intentions I do not doubt, told us, “The 


|: ALL STARTS with his ever-growing profile at 


Join Kelly-Anne Taylor and 
Caroline Frost for Smart TV 
— RT's bonus podcast 
previewing the TV week. 
Available every Friday. 


quickest way to invite something like this to 
happen again is to ignore it... it’s a warning 
from the past.” 

Well, message received. Next time our 
airwaves are filled by the sight of a tracksuited, 
seemingly superlatively well-connected but 
somehow friendless and unknowable eccentric, 
smoking cigars and running marathons between 
sleeping in hospitals, lunching with the Prime 
Minister and inviting young children to ride in 
his Rolls-Royce, ’m sure I won’t be alone in 
alerting the authorities. 


if we are to learn anything important 

beyond the singularity of Savile, we have 
to acknowledge where each of us, from TV exec- 
utives to journalists, have allowed it to happen, 
and still do. 

Savile has become the most notorious and 
well-documented example of bad behaviour 
within the TV entertainment industry, but it has 
more than its share - from sexual assault to 
bullying and more general forms of exploitation 
and manifestations of entitlement. How does it 
happen? Because it’s an industry that defers to 


‘Bad behaviour happens 
because television 
defers to “talent”’ 


“talent” — those glittering figures prized and 
richly rewarded for their apparent ease with a 
craft that, only a few generations previously, had 
them recognised as court jesters. 

What can television executives do? Stop 
paying them infinite multipliers of the salaries 
paid to the producers sitting next to them. 
Create an atmosphere of respect from the green 
room down, and the cloakroom up. Stop treat- 
ing people as so exceptional that they soon 
believe they are, well, exceptional. They can start 
by stopping using the word “talent”. 

Because unless this warning is heeded and the 
TV entertainment industry shines its bright 
lights on bad behaviour, I fear this won’t be the 
final reckoning. 


Be NEGLIGENCE TAKES many forms, and 


All four episodes of The Reckoning are available 
to watch on iPlayer 
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STORYTELLER 
John le Carré's life 
is explored by 
filmzmaker 
Errol Morris 
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Invasion 


Series 2, ep 10 available Wednesday 


A wilfully oblique alien- 
‘attack drama ends season 
EJ two with an episode that 

is, by the standards of 
the rest of the series, ludicrously 
eventful: the aliens appear on screen! 
They attack people! A familiar tension 
abides between the military, who 
think bombs can blast the insectoid 
vermin back into the cosmos, and our 
heroes, who know that won't work. 
Humanity's fate ultimately boils down 
to whether a rogue soldier and a 
council of highly emotional teenagers 
can hold their nerve. It's a long shot, 
as is the show being recommissioned 
for season three. JACK SEALE 


JRAMA 
Lessons in Chemistry 
Episode 4 available Friday 


This superb period dramedy is 
so neat, so nicely crafted, and so 
patient with its characters’ joys 
and sadnesses, large and small. 
Another wonderfully well-turned 
episode begins with Elizabeth (Brie 
Larson, below) giving birth to her 
daughter, after which we watch with 
concern as she struggles to connect 
with the child. Flash forward to 
seven years later, 
when a lonely little 
girl is at school, 
enjoying her 
beautifully made 
packed lunch, 
but not much 
else. This is also 
the time when 
Elizabeth will 
become a TV 
chef... how 
one leads to 
the other is 
ingenious. 
Js 


’ 
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Still Up 


Episode 8 available Friday 


It's slalomed around 
“I in its own way, but this 
romcom has blossomed 
into something a bit 
special, thanks to the phenomenal 
chemistry between Craig Roberts 
and Antonia Thomas as Danny and 
Lisa, friends whose insomnia has led 
to strange night-time adventures. In 
typically off-kilter fashion, the finale 
is almost entirely a flashback to the 
night they first met. We can instantly 
see they are perfect for each other 
but they can't say it and now, in the 
present day, they probably still won't 
— or will they? The delicate ending 
demands a second series. JS 


DOCUMENTARY 
The Enfield Poltergeist 
All 4 episodes available Friday 


It's already one of the most 
well-chronicled cases of the 
possibly supernatural, but this 

new docuseries offers fresh chills 
thanks to its unsettling conceit. In a 
re-creation of that notorious north 
London house, actors lip-sync to 
recordings made by paranormal 
investigator Maurice Grosse, who 
captured hundreds of hours of audio 
footage while in the company of the 
Hodgsons, victims — as they claimed 
in the late 1970s — of poltergeist 
activity. The whole thing has a 
strange, uncanny air that's ideally 
suited to the Halloween season. 
DAVID BROWN 


COMEDY HORROR 
What We Do in the Shadows 


Series 5 available from Wednesday 

Nandor, Laszlo, Nadja and Colin are back for a fifth season of 
chaotic mockumentary fun, as the squabbling vampires of Staten 
Island find another crypt-full of misadventures to get themselves 
into. Seasons of the show tend to have a story arc these days and 

now, following the revelation last time out that faithful human 

“familiar” Guillermo was taking his own steps to becoming 
undead, that's the focus. But getting this lot to focus on 
anything is a task for the ages. JS 


D DRAMA 
The Lions of Sicily 


Eps 1-4 available Wednesday 


If you enjoyed gazing at Sicily when 
watching Inspector Montalbano or 
season two of The White Lotus, try 
this new Italian period melodrama, 
based on a novel about the real-life 
Florio dynasty. In the early 19th 
century, two spice-merchant 
brothers leave mainland Italy and 
reinvent themselves on Sicily, 
founding a business empire and 
setting in motion a grand family 
story full of births, deaths, powerful 
women (including Miriam Leone's 
Giulia, above) and dramatic kisses 
with coruscating ocean backdrops. 
You can almost taste the food and 
smell the salt air. yS 


Loki 
Series 2, ep 4 available Friday 


Similarities have been observed 
between Loki and Doctor Who 
before — and not just because 
alternate-universe Loki variant 
Sylvie (Sophia di Martino) bears 

a passing resemblance to Jodie 
Whittaker. Even if you ignored all 
the time-travel, alien worlds and 
technobabble of the plot, this 
episode opens with a swirling 
vortex of time — squint and you'd 
think you were watching Who's 
opening credits. Given that Disney 
is co-producing Doctor Who with 
the BBC these days, perhaps it's 
more than a coincidence. Crossover, 
anyone? HUW FULLERTON 
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GETTY 


OLD, MOI? 
CGI brings 
creatures from 
the past back to 
life in vivid detail 


NATL 
Life 
The animal world of today is just a brief 
snapshot of an endless epic story; these 
are the survivors of evolutionary battles 
and natural disasters that have been raging 


for millennia. Using the latest CGI, the 
freshest scientific breakthroughs and the 


on Our Planet Available from Wednesday 


epic, gravelly tones of Morgan Freeman 
as narrator, a new natural history series 
revitalises the stories of dinosaurs and 
other ancient creatures who ruled the 
earth, until one day they were lost for 

ever. JACK SEALE 


The Suicide Squad 
0.0.0.8 15| 
Available from Monday 


Another ragbag of maximum- 

security jailbirds from the 
DC Comics stable steps up to save 
the world in this irreverent action 
romp, with the gang battling a 
ruthless South American dictator 
and his secret weapon — a giant 
extraterrestrial starfish. Bloodsport 
(Idris Elba), Peacemaker (John Cena) 
and King Shark (voiced by Sylvester 
Stallone) head the task force, with 
alittle help from the gleefully 
homicidal Harley Quinn (Margot 
Robbie). Writer/director James Gunn 
packs proceedings with cool attitude 
and macabre comedy, and the film is 
fun throughout. TERRY STAUNTON 


BIOPIC 
Vjeran Tomic: the 
Spider-Man of Paris 


Available from Saturday 


Vjeran Tomic's most famous 

Paris heist was on the Musée 

d'Art Moderne in 2010, when he 
half-inched a Matisse, a Picasso, 

a Braque, a Léger and a Modigliani 
from under the guards’ noses — but 
that was a regular theft, achieved 
by cutting through a padlock and 
breaking a window. The Parisian 
criminal community has greater 
respect for his earlier work, when 
he would break into top-floor luxury 
flats by climbing up freestyle 

and leaping from roof to roof. 

This film combines head-camera 
re-enactments with the words 

of Tomic himself. Js 


Get Gotti 
All three episodes available Tuesday 


When New York mob boss Paul 
Castellano was gunned down in 
December 1985, everyone in the 
Mafia and the police knew who was 
responsible: rival gangster and the 
new head of the Gambino family, 
John Gotti. He had taken a risk by 
having his superior killed, and law 
enforcement saw a chance to bring 
him down. But could they prove it 
in court? A colourful documentary 
takes us back to the Big Apple in 
the mid-80s, a somewhat benighted, 
crime-ridden place that came alive 
when a media circus developed 
around the case — mainly because 
Gotti (above) was so visibly 
enjoying every second of it. JS 


Spencer «*** 
Available from 18 October 

Princess Diana is depicted like 
never before in this artful 
chamber piece from Chilean director 
Pablo Larrain. Describing itself as 

“a fable based on a true tragedy”, 
Spencer is set over three days at 
Sandringham in 1991. Kristen 
Stewart gives a superlative 
performance as Diana, as the 
princess wrestles with bulimia and 
self-harm. Traditionalists may spurn 
its freewheeling approach, but it still 
leaves a lasting 

impression. 


MAX 
COPEMAN _ 
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DRAMA 
Heartstopper 


Now streaming 

This touching Netflix series won 
hearts and minds all over the world 
when it was released last year. And 
with season two freshly released, 
you can settle in for more of Charlie 
and Nick's complicated challenges 
and obstacles, as they navigate 
their fledgeling romance through the 
often unforgiving environment of 
high school. As the next school year 
gets into full swing, there are exams, 
a school trip to Paris and a prom 

on the horizon, as our star-crossed 
heroes contemplate making their 
relationship public. 


DRAMA 
Who Is Erin Carter? 


Now streaming 


On the surface, Erin Carter is just 

a British expat teacher living in 
Barcelona with her ER nurse 
husband, Jordi, and ten-year-old 
daughter, Harper. But why does 
she keep sneaking off at night, and 
how is she able to singlehandedly 
fight off a pair of gunmen during 

a surprise corner shop robbery? 
We soon discover Erin, played by 
Evin Ahmad, is hiding a repertoire 
of kick-ass moves, which she puts to 
use combatting the mysterious and 
persistent threats to her life. Why? 
You'll need to watch to find out. 


DRAMA 
Then You Run 


Now streaming 

Four typical London teenagers go 

on a city break to Rotterdam. So far, 
so normal. But the perfect summer 
getaway soon unravels into a perilous 
rollercoaster for friends Tara, Stink, 
Ruth and Nessi, who find themselves 
going on the run across Europe with 
three kilos of heroin. Facing deadly 
threats from Tara's notorious 
gangster uncle Reagan and his 
cronies, as well as a shadowy, sinister 
serial killer known only as "The 
Traveller", the girls will have to grow 
up fast if they want to make it out 
alive in this thrilling Sky Original. 
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COMEDY 


The Lovers 
Now streaming 


This new odd-couple Sky Original 
comedy is propelled by the 
intoxicating chemistry between 
Roisin Gallagher (The Dry) and 
Johnny Flynn (Lovesick), who play 
Janet and Seamus. Janet is a brash, 
sweary supermarket worker and 
Seamus is a worldly, high-flying 
political broadcaster with a celebrity 
girlfriend and a glitzy London 
lifestyle. Their personalities clash 
instantly when fate throws them 
together in Belfast, but the more 
time they spend together, the more 
sparks start to fly. 


NETFLIX 


Top Boy 


Watch 


Brassic 


Available now 


THE EDGE OF 
YOUR SEAT 


Enjoy riotous crime sitcom Brassic and 
the much-anticipated final season of 
Top Boy all in one place with Sky Stream 


uring your hard-earned downtime, you just want to find 
D the best spot on the sofa and press “play”. That’s why Sky 

Stream combines Sky Entertainment and Netflix in one 
simple subscription for £26 per month. 

Enjoy anarchic Sky Original comedy Brassic, with the legendary 
gang returning for a fifth season, including Michelle Keegan (Our 
Girl) and Joe Gilgun (This Is England) as Erin and Vinnie, as well 
as Dominic West as his oddball therapist. The end of season four 
saw Vinnie’s life of petty crime and hiyinks stopped in its tracks by 
a nasty and sudden surprise - so what now? 

Then, discover the explosive final season of Top Boy on Netflix, 
as Dushane (Ashley Walters) and Sully (Kane Robinson) fight one 
last battle for supremacy in south London’s criminal underworld. 
Barry Keoghan (The Banshees of Inisherin) also stars. 

With more knockout shows to enjoy, from Succession and House 
of the Dragon on Sky to the latest season of Netflix’s Black Mirror, 
you'll find plenty of unmissable entertainment on Sky Stream. 


For streaming made simple, search ‘Sky Stream’ 


Requires Sky Ultimate TV (£26pm for 18 months, £29pm thereafter) and TV with HDMI port. 
Prices and service may change. Broadband min recommended speed 25Mbps. Sky Stream 


Pucks are loaned to you at no cost and must be returned when they are no longer registered 
on your account. 18+. Includes Netflix basic plan (RRP: £6.99). Netflix Terms of Use apply. 
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| COMEDY 


" Nandor Fodor and the Talking Mongoose +x a 


Available from Friday 20 October 


This bizarrely titled tale is based loosely on a real-life 
supernatural hoax from the 1930s and stars Simon Pegg 
(complete with Hungarian accent) as paranormal investigator 
Nandor Fodor. Along with his assistant (Minnie Driver), he hightails > 
it to the Isle of Man, where a local family claims to have a talking 
mongoose named Gef (delightfully voiced by writer Neil Gaiman) 
living in their walls. A languid, woolly story. JAYNE NELSON 


WESTERN SHORT 
Strange Way of Life 


kk** 


Available from 20 October 
Spanish director Pedro 
Almodovar's.English- 

language short film pays 

homage to bygone spaghetti 
westerns. Ethan Hawke (right) 
stars as a gunslinger turned 

sheriff who reunites with a 

male lover (Pedro Pascal) y 

after 25 years apart. The 

sheriff is suspicious that the 
murder of his brother's wife 
was committed by his former 
beau’s son, and fears that 

a bloody confrontation is 

inevitable. Based on a short 

story by American novelist 

Annie Proulx (Brokeback 

Mountain), the film is just 

30 minutes long, but it's rich 

in atmosphere and both 

leads are impressive. 

TERRY STAUNTON 


Pearl x**«*« H 

Available from Saturday 

Conceived during the making 
of Ti West's excellent slasher 
film X (2022) and shot right after it 
wrapped, this prequel details the 
back story of X's pensioner 
antagonist Pearl (Mia Goth). Set 

in 1918, the film introduces us to 
Pearl as a lonely young woman 
who dreams of becoming a famous 
dancer, and falls under the spell of 
a charming cinema projectionist 
(David Corenswet). West creates a 
Technicolor psychodrama steeped in 
Hollywood lore that casts new light 
on the original film. MATT GLASBY 


Silver Dollar Road 
toon 
Available from Friday 20 October Li 


Director Raoul Peck (/ Am Not 

Your Negro) follows the Reels, 

an African-American family involved 

in a property dispute with white , 
developers. It's a blood-boiling tale of ~ 
discrimination, told with quiet fury. 

Peck illustrates just what land 

ownership means to the descendants 

of slaves and, by showing how their 

struggle is representative of wider, 
racism-fuelled injustice, elevates 

the plight of this estimable but —= 
ordinary clan to something epic. ‘7 
EMMA SIMMONDS 


AOTORING 
Richard Hammond's 
Workshop 


Series 3, episode 1 available Monday 


This is an almost unadulterated 
pleasure for car fans. As well as 
following the classic car restoration 
business Hammond has bought into, 
it does also feature less interesting 
stuff about the everyday life of his 
family — but the car makeovers are 
wonderful. Here the gang at the 
Smallest Cog in Hereford have been 
asked to do up a 1947 Delahaye, 
once owned by Monaco driver Louis 
Chiron. The owner wants it repainted 
in the original blue - but just what 
shade was that? JACK SEALE 
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DOCUMENTARY 


Milli Vanilli «+ Available Wednesday 

From Grammy winners to global pariahs, 

the rise and fall of pop duo Milli Vanilli is 
legendary. Their crime? Lip syncing. Fab Morvan 
and Rob Pilatus didn't sing a word on their debut 
album. But, as this documentary reveals, the 
German dancers-turned-pop-puppets may not have f 
been the villains. It's a story of hubris and tragedy, 
with former Boney M producer Frank Farian painted 
as the mastermind behind an audacious scam that 
spiralled out of control. It's not the most incisive 
documentary, but the central story is a compelling 
tale of how an entire industry can buy into a lie if 
there's a profit to be made. DAVE GOLDER 


Harry Wild | 


Series 2, episode 4 available Monday 


Up until now, Orla (Amy Huberman) 
has been required to do little more 
than look down her nose at the 
activities of her crime-solving 
mother-in-law. But in this episode, 
she gets a proper storyline — and it's 
one that puts a bit of a dent in that 
morally superior armour of hers. 
Not that she can complain much 
about Harry (Jane Seymour) these 
days anyway, what with her and 
sidekick Fergus (Rohan Nedd, above 
with Seymour) getting an office of 
their own. DAVID BROWN 
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Rock Hudson: All That 
Heaven Allowed «x*«* H 
Available Monday 


This fascinating documentary 

recounts how actor Rock 
Hudson led a double life, playing 
a romantic lead on screen while 
secretly living as a gay man off it. 
Adopting a straightforward 
biographical approach, the film 
features frank interviews with former 
partners, co-stars and close friends, 
and despite slightly neglecting 
Hudson's acting ability, is a sensitive 
account of the man behind the 
pin-up image. MAX COPEMAN 


Joy Ride x*** B 
Available Monday 

Four Asian-American friends 

take a road trip through China 
in this raucous comedy. Run-ins with 
drug dealers and sexually aggressive 
basketball teams land the group in 
all manner of hot water, as they 
confront questions of race, gender, 
sexuality, love and loyalty. With its 
outrageous antics, it wouldn't be 
inaccurate to call this an Asian spin 
on Bridesmaids, but director Adele 
Lim also imbues the narrative with 
thought-provoking and serious 
moments. TERRY STAUNTON 


Frasier Episode 4 available Friday 


Father-and-son frustrations are 
nothing new in Frasier — but it's now 
firefighter Freddy (Jack Cutmore- 
Scott, above) rubbing up against the 
snobbery of his dad Frasier (Kelsey 
Grammer). To prove his job is worthy 
of Frasier's admiration, Freddy invites 
him to the fire station, but it doesn’t 
have the desired effect. Meanwhile, 
a canine companion at the station 
prompts Frasier to remind us that 
he's “not a dog person”. It's one of a 
number of call-backs in the episode: 
one of the firefighters is called 
Moose, which was the real name of 
the dog that starred as troublesome 
terrier Eddie. FRANCES TAYLOR 


Paris Memories «x @ 
Available Monday 
Director Alice Winocour 
dedicates this drama to her 
brother, who survived the terrorist 
attack at the Bataclan nightclub in 
Paris in 2015. It tells the fictional 
story of Mia (Virginie Efira, above), 
a journalist whose life is shattered 
when gunmen strike at a café, 
and her relationship with another 
survivor (Benoit Magimel). Some 
may find the film's fragmentary 
structure frustrating, but Winocour's 
approach is immersive and 
empathetic. STEPHEN APPLEBAUM 
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THE PICK OF TV & FILM ON DEMAND 


HOW & WHERE TO STREAM TV & FILM 


FREE TO VIEW 


BBC iPLAYER 
bbc.co.uk/iplayer 

As long as you have 

a TV licence, you can 
register for free and 
enjoy a slew of BBC 
shows on demand and 
BBC channels to 
stream live. 


ITVX itv.com 
Replacing ITV Hub, 
this free service is the 
place to stream ITV 
shows and new ITVX 
dramas. An ad-free 
version costs £5.99 a 
month or £59.99 a 
year, which includes 
access to BritBox. 


CHANNEL 4 
channel4.com 

No longer called All 4, 
Channel 4's streaming 
service has over 
1,500 shows from 

C4, E4, More4, Film4 
and Walter Presents. 
Watching without ads 


costs £3.99 per month. 


MY5 channel5.com 
Channel 5 content 
and channels 5USA, 
5Star and 5Select 
can be streamed live 
with a free online 
account. 


UKTV PLAY 
uktvplay.uktv.co.uk 
Catch up with shows 
on Dave, Drama, W and 
Yesterday. There's also 
an extensive library of 
crime drama, comedy 
and entertainment 
box sets available 

to stream. 


FREEVEE 
amazon.co.uk/freevee 
You can sign up 

free for an Amazon 
account and then 
watch — with adverts 

— shows including 
Neighbours, cop drama 
Bosch: Legacy and 

the comedy Sprung, 
plus other TV 

shows and films. 
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SUBSCRIPTION SERVICES 


ACORN TV acorn.tv 
Price: £4.99/month 
Gentle crime dramas 
are this service's 
speciality. 


AMAZON 
PRIME VIDEO 
amazon.co.uk/video 
Price: £8.99/month 
For original shows 
such as Citadel and 
Clarkson's Farm, 

and live sport. 


APPLE TV+ apple. 
com/uk/apple-tv-plus 
Price: £6.99/month 
For films and series 
such as Ted Lasso. 


BFI PLAYER 
bfi.org.uk/player 
Price: £4.99/month 
Classic and cult films. 


BRITBOX 
britbox.co.uk 

Price: £5.99/month 
Shows from the BBC, 
ITV, C4 and Channel 5, 
plus BritBox originals. 


DISCOVERY+ 
discoveryplus.co.uk 
Price: £3.99/month 
or £6.99/month to 
include Sport 

For Discovery, TLC, 
Animal Planet and 
others, plus original 
shows and live sport. 


DISNEY+ 
disneyplus.com 
Price: £7.99/month 
New series from the 
Marvel and Star Wars 
franchises, plus recent 
Disney film releases. 


MUBI mubi.com 
Price: £10.99/month 
An extensive library of 
world cinema and 
arthouse films. 


NETFLIX 
netflix.com 

Price: £4.99/month 
(with ads, standard 
definition) or £10.99/ 
month (for HD) Films 
and series like Stranger 


Things and Obsession. 


NOW nowtv.com 
Price: £9.99/month 
for Entertainment 
and £9.99/month for 
Cinema membership 
The place to watch 
Sky and HBO shows 
without a Sky box or 
dish. Streaming service 
Peacock is included 
with Entertainment 
membership. 


PARAMOUNT+ 
paramountplus.com 
Price: £6.99/month 
One of the newer 
streaming services, 
this offers films and 
TV series such as 


1923, Yellowjackets 
and Rabbit Hole. 


LIONSGATE+ 
lionsgateplus.com 
Price: £5.99/month 
For original 

films and series 
such as Gaslit or 
Outlander. 

Formerly Starzplay. 


SKY GO 
sky.com/watch/sky-go 
Price: included with 
Sky TV subscription 
Sky customers 

can stream live, 
on-demand and 
catch-up TV via 

an app on their laptop, 
phone or tablet. 


PREMIUM SERVICES 


Many recent films are available to digitally rent 
or buy at a one-off cost. Priced anywhere from 
around £5 to £16 for new releases, they are 
available on platforms including Amazon Prime 
Video, Apple TV+, Chili, Google Play, Microsoft, 
Rakuten, Sky Store, Virgin and YouTube. 
Similarly, film platforms BF Player and Curzon 
Home Cinema offer a more curated selection of 
indie, arthouse and world cinema titles. 
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Dark Hearts 


9.00pm, 10.05pm BBC4 Catch up via iPlayer 
October 2016: the war in Iraq no longer officially involves the 


NEW 
SERIES 


French army, but the desire to bring the country’s Islamic 
jihadists to heel — many of them having travelled to Iraq to 


join up with Isis/Daesh — means the 45 Group special forces 
commando unit are in Mosul, hunting for bad guys in the winding streets 
and behind apparently ordinary closed doors. 
This taut French drama opens with an incursion into a family home, 
on a tip-off that an Isis boss has been hiding out there — the tension, as 
we wonder whether the residents’ protestations of innocence are 


ENTERTAINMENT 


Strictly Come Dancing 
6.35pm BBC1 Catch up via iPlayer 
There were no unexpected 
departures in the early weeks of this 
series (Il doubt anyone thought Les 
Dennis would last long on the dance 
floor), but what was surprising was 
Shirley Ballas giving top marks so 
soon. “It's never too early for aten 
from Shirley!” she trilled after Eddie 
Kadi's enjoyable — but surely not 
perfect — couple's choice dance in 
Movie Week. It arguably can be too 
early, though - even his dance 
partner Karen Hauer looked shocked. 
Erratic scoring from the judges, 
along with grumbles about celebrities 
with past dance experience (hello 
Layton Williams), is a perennially 
popular topic with Strictly-ites. 
However, with seven million tuning in 
every week, it obviously doesn't 
matter too much... JANE RACKHAM 


GAME SHOW 
Michael Mcintyre’s 
The Wheel 


8.25pm BBC1 Catch up via iPlayer 
One of the questions posed on 

The Whee! tonight could be “Who 

is GK Barry?” She's one of the 
experts and her genre is, somewhat 
ironically, Celebrities. Other names 
and topics include Liza Tarbuck on 
Art, Rachel Riley on Maths and lain 
Stirling on Scotland — which means, 
of course, an obligatory blast of 

the Proclaimers. 

Zero spoilers here, but it's a 
somewhat dramatic episode. Even 
Michael McIntyre comments as such 
at the end. Oh, and if you were 
wondering: GK Barry is a TikTok star 
who's also currently appearing on 
Don’t Look Down (C4, Tuesdays). 
That piece of general knowledge has 
got to be worth £3,000, surely? 
FRANCES TAYLOR TV PREVIEWS EDITOR 


WAR-TORN 
Tension mounts for 
a French commando 
unit in Mosul 


genuine and whether they will all survive their encounter with 
pumped-up, gun-toting soldiers, is considerable. 

This show has, however, several even more gripping set-pieces up its 
sleeve, from an operation to infiltrate a suspected bomb factory using a 
tiny drone, to the whole unit trying to extract a woman and her son from 
the city by smuggling them through a sewer. In the down moments are 
nicely sketched character notes on the participants, which means it’s 
deeply troubling when something goes wrong — and boy, when it goes 


wrong, it’s horrifying. JACK SEALE 


TRAVEL 
Julia Bradbury's 


Irish Journey 

8.25pm C4 

Catch up via C4 streaming 

The presenter is keen to reacquaint 
herself with the vibrant city where 
she was born - Dublin. “The craic is 
mighty!" she admits, walking through 
Temple Bar, but this isn’t all Guinness 
and Gaelic games. 

Her conversation about famous 
Irish writers with novelist Martina 
Devlin is illuminating and her tree-top 
walk in the Wicklow Mountains is 
delightful, as is her modelling of a 
skirt made from an upcycled tea 
towel (she looks surprisingly good in 
it). Unsurprisingly, she has a renewed 
interest in health since her cancer 
diagnosis, so investigates the benefits 
of walking, organic food and-asa 
self-confessed tree hugger — getting 
back to nature. JR 


DOCUMENTARY 
Mike Yarwood: Thank 
You for the Laughs 


8.25pm Channel 5 Catch up: My5 
After entertaining audiences in the 
guise of PMs Harold Wilson and 
Edward Heath or personalities like 
Eddie Waring or Hughie Green, 
impressionist Mike Yarwood would 
close each edition of his comedy 
show with a song, ushered in by his 
famous catchphrase, “and this is me”. 
It was a glimpse of the man behind 
the masks, but this new documentary 
(airing mere weeks after his death) 
finds daughters Claire and Charlotte 
exploring why, following a period of 
huge TV fame in the 1970s, their dad 
vanished from the limelight entirely. 

As it turns out, there were three 
contributing factors: alcohol, anxiety 
and the rise of alternative comedy, 
which made his gentle mickey-taking 
look outmoded. DAVID BROWN 
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Alan Carr's Blankety Blank Grand Ole Opry 
Picture Slam 9.25pm BBC1 8pm, 9pm Sky Arts 
5.50pm BBC1 Filling in the blanks are Performances from the 


Fred Sirieix, Laura 
Whitmore, Eddie Kadi, 


home of country music 
in Nashville, Tennessee, 


Tonight, contestants 
from Cardiff, West 


Sussex and Croydon Josh Widdicombe, featuring Luke Combs, 
hope to bag Carr's Vanessa Feltz and Chris Janson and 
(right) £10,000 jackpot. Scarlett Moffatt. Zach Williams. 

e e e ¥ ——— 4 , of 
The Insurrectionist Later... with The Hollow Crown Wa 
Next Door Jools Holland 10.55pm BBC4 Catch up via iPlayer —_— 
9.00pm Sky Documentaries 10.30pm BBC2 Catch up via iPlayer Watching these 2012 adaptations of Football: Premier League 
Catch up via Now The Streets’ debut LPisnowover20 Shakespeare's history plays, you 


Liverpool v Everton 
tam (k/o 12.30pm) TNT1 
Mo Salah (above) will be looking to 
add to the five goals he's scored 
against Liverpool's city rivals. 
Chelsea v Arsenal 
5pm (k/o 5.30pm) Sky Sports 
Main Event/Premier League 


wonder if the BBC would ever again 
attempt a project so ambitious — 
particularly when the works involved 
aren't the more obviously crowd- 
pleasing comedies or tragedies. The 
point of the history plays, though, is 
that comedy and tragedy combine, 
and director Richard Eyre steers that 
tone brilliantly here. 


On 6 January 2021, the walls of 
Washington DC's Capitol almost fell 
as they were stormed by rioters who 
believed Donald Trump had been 
robbed of the 2020 election by dark 
forces. That's clear enough. Less 
clear is who these people were, so 
producer/director Alexandra Pelosi 
has criss-crossed the US to meet 


years old, but Mike Skinner is showing 
no signs of changing his shtick of 
curiously naive, kitchen-sink rap. His 
style might polarise opinion, but it’s 
good to hear that, after all his 
success, his music still retains its 
home-made, underdog quality. 

Also on areturn visit is Cat Power 
who, after decades of doing her own 


Rugby Union: World Cup 


some of those charged with violent songs, has recorded an album of “Uneasy lies the head that wears a semi-final 

crimes and find out.Asadaughter of  Dylancovers. Tonight, Joolsjoinsher Crown," growls Jeremy Irons's king, 715pm (k/o 8.00pm) ITV1 
then-Speaker and Trump nemesis on one of the most covered tracks of and his uneasiness grows as his The second semi-final, from Paris. 
Nancy Pelosi, Alexandra is hardly a alltime, Mr Tambourine Man. AndBC __ health declines, while Prince Hal 

disinterested party, but not wholly Camplight might be new to Later... (silkily played by Tom Hiddleston) Cricket: ICC Men's 
surprisingly, while one jailed rioter but he'll be familiar to fans of Marc prepares to succeed him, setting aside World Cup 


admits, ‘I feel so remorseful for what 
| did that day,” others remain less 
repentant. JOHN AIZLEWOOD 


Riley's sadly axed 6 Music show, on 
which the DJ regularly hailed the 
singer as a genius. GARY ROSE 


the dissolute ways of his old friend 
Falstaff — Simon Russell Beale on 
Bafta-winning form. DAVID BUTCHER 


England v South Africa 
9am Sky Main Event/Cricket 
Action from Mumbai. 


MUSIC 
Fleetwood Mac Night 


from 8.25pm BBC2 Catch up via iPlayer 


“Yesterday's gone... yesterday's gone” 
go the lyrics to one of Fleetwood Mac's 
1977 hits. That doesn't stop the band 
reflecting on the past in Don’t Stop 
(9.30pm), a 2009 documentary 
covering all their legendary break-ups, 
fist fights, hellraising and indulgences, 
as well as their bluesy pre-Christine 
McVie and Stevie Nicks beginnings. 
The evening starts with performance 
footage and interviews with the band 
recorded at the BBC from its early 
Albatross days to becoming one of the 
biggest-selling bands of all time 
(8.25pm) and ends with A Musical 
History (at 1am), Edith Bowman's 
celebration of the West Coast rock 


[2 Dream Horse * *& * * [3 
9.25pm C4 
The amazing true story of the 
2009 Welsh National race winner 
is atriumph for director Euros 
Lyn, helped by Toni Collette’s 


icons featuring tributes from fans and 
fellow musicians. 

Sandwiched inbetween (11.15pm) is 
footage of a1997 concert that include: 
all their best-loved tracks clung 
Rhiannon, The Chain and Go 
Your Own Way. JR 


MANCHESTER, 1990 
Fleetwood Mac's 
Stevie Nicks and 

Billy Burnette 


down-to-earth performance as 
the part-time bartender who sets 
about breeding a horse to 
compete with the best. (2020) 
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DAYTIME 


BBCI 


6.00am Breakfast Naga Munchetty, Charlie Stayt. (Ss) (HD) 
10.00 Saturday Kitchen Live With chefs Jack Croft, 
Will Murray and Sophie Michell, and guest Romesh 
Ranganathan. Helen McGinn picks the drinks. (s) (HD) 
11.30 Nadiya’s Simple Spices 4/6. Nadiya Hussain 
makes a one-pot crab bhuna. shown last Wed BBC2 (S) (AD) (HD) 
12 noon Football Focus With Alex Scott. (s) (HD) 
1.00pm BBC News Weather (S) (HD) 

1.15 Bargain Hunt Eric Knowles is at the National 
Botanic Garden of Wales in Carmarthen. (R) (S) (AD) (HD) 
2.15 Money for Nothing Sarah Moore saves a glass 
corner cabinet, some metal tins and tools, and a side 
table at Keynsham recycling centre. (R) (S) (HD) 

@BBC RED BUTTON 2.30-5.45pm Final Score Jason 
Mohammad presents the afternoon's football scores 
3.00-4.00 Escape to the Country Jules Hudson 
helps a Hertfordshire couple find a new home in the 
Somerset countryside. (Revised rpt) (S) (AD) (HD) 


BBC2 


6.15am Hey Duggee (R) (S) (HD) 6.30 Supertato (R) (s) 
(HD) 6.35 Shaun the Sheep (R) (Ss) (HD) 6.55 Dennis & 
Gnasher Unleashed! (R) (s) (HD) 7.05 Boy Girl Dog Cat 
Mouse Cheese (p) (5) (HD) 7.15 Grizzy and the Lemmings 
(R) (S) (HD) 7.30 Pokémon: Sun and Moon — Ultra 
Legends (R) (Ss) (HD) 7.55 Deadly Mission Shark (p) (s) (AD) 
(HD) 8.25 Blue Peter (R) (S) (HD) 8.50 Newsround (s) (HD) 
9.00 Gardeners’ World Monty Don replants his 
bearded iris in the Dry Garden. Shown yesterday (S) (HD) 
10.00 Ice Age Giants The reasons why certain species 
became extinct as the world warmed up. (R) (S) (AD) (HD) 
11.00 Nature's Epic Journeys Following caribou on 
the world's longest land migration. (R) (S) (AD) (HD) 

12 noon Britain's Top Takeaways Five of the 
nation's top-rated kebab shops take part. (R) (S) (HD) 
1.00pm The Cruel Sea **%** Second World War drama 
starring Jack Hawkins. A Royal Navy captain, still 
haunted by the sinking of a ship under his command, 
is determined to exact revenge. On iPlayer for 30 
days. Review p53. Director Charles Frend (1952, PG) (BW) (S) (W) (HD) 
3.00-4.00 Big Little Journeys 2/3. |n Taiwan, 

a male pangolin searches for a mate before the 
breeding season ends. Shown last Sunday (S) (AD) (HD) 


ITV1 


6.00am Love Your Garden Alan Titchmarsh and 
the team of experts help a family in Hampshire. 

6.30 Helping a charity shop worker in Suffolk and her 
husband, who has Parkinson's disease. (R) (S) (AD) (HD) 
7.30 Love Your Weekend with Alan Titchmarsh With 
Sheila Hancock and Jeremy Swift. Shown last Sun (S) (HD) 
9.25 ITV News (Ss) (HD) 

9.30 James Martin's Saturday Morning With 
Peter Andre, Monica Galetti, Ryan and Liam Simpson- 
Trotman, and Merlin Griffiths. Rptd tomorrow 7.30am (S) (HD) 
11.40 James Martin's American Adventure 

The chef ends his culinary road trip in New York and 
cooks on one of the city’s famous piers. (R) (S) (AD) (HD) 
12.10pm Ainsley's Good Mood Food Series 2 


Ainsley Harriott makes chargrilled chilli-lime pineapple. 
Signed repeat Friday 5.35am (Revised rpt) (S) (AD) (HD) 


12.45 ITV News Weather; Regional Weather (S) (HD) 
1.00-4.05 LIVE Racing For details see right. (s) (HD) 


Channel 4 


5.50am The King of Queens (f) (S) (AD) (HD) 

6.40 Cheers Two episodes of the sitcom. (R) (S) (HD) 

7.35 Everybody Loves Raymond (p) (S) (AD) (HD) 

8.30 Super League Grand Final: Uncovered 

Preview of Wigan Warriors v Catalans Dragons. (S) (HD) 

9.00 The Simpsons Homer is sent to prison. 

9.30 Homer smuggles prescription drugs into Springfield. 

10.00 Bart creates a range of novelty T-shirts. 

10.25 Springfield legalises same-sex marriage. 

10.55 Aunt Selma flies to China to adopt a baby. 

11.25 Marge sends Homer to a mental institution. (R) (S) (AD) 

11.55-2.10pm Spider-Man: Into the Spider-Verse 

m*** Animated action adventure featuring the 
voice of Shameik Moore. Miles Morales is bitten by a 

radioactive arachnid and develops superhuman abilities 


like those of Spider-Man. Review p53. Directors Bob Persichetti, 
Peter Ramsey and Rodney Rothman (2018, PG) (S) (AD) (W) (HD) 


BBCI i 


Michael 
Mcintyre's The 
Wheel 8.25pm 
Rachel Riley is 
among tonight's 
celebs in a spin 


4.00pm Garden Rescue 

Hampshire pair Alastair and Anna would like their 
sloped garden to be transformed into a curvaceous 
country cottage idyll. Charlie Dimmock and Arit 


Anderson are on hand to take up the challenge. 
Director Rob Partis; Exec producer Juliet Rice (Revised rpt) (S) (AD) (HD) 


4.30 Final Score 
A round-up of the classified results and today's news 


from the Premier League, EFL and Scotland. 
Editor Helen Dapre (S) (HD) 


5.30 BBC News Regional News; Weather (s) (HD) 


5.50 Alan Carr's Picture Slam 

6/8. Friends Natalie and Lisa from Cardiff, couple 
Catherine and Matt from West Sussex and Croydon 
duo Gaz and Daniel vie to be in with a chance of 
winning the £10,000 jackpot by identifying the images. 
Director Dave Skinner; Series producer Adeel Amini 

Repeated Monday 12.15am (S) (HD) 


6.35 Strictly Come Dancing 

Ep 5. As ever, Tess Daly and Claudia Winkleman 

present the extravaganza as the remaining 
couples take to the floor once again. With a place in 
next week's Halloween special at stake, the dancers 
will be keen to pull out all the stops to impress 
judges Shirley Ballas, Craig Revel Horwood, Motsi 
Mabuse and Anton Du Beke, as well as the viewers. 
The results are tomorrow 7.15pm. See page 46. 


Executive producer Sarah James; Series editors Jack Gledhill, Robin 
Lee-Perrella Signed repeat Thursday 1:15am BBC2 (S) (AD) (HD) 


8.25 Michael Mcintyre’s The Wheel 
5/10 Series 4. The comedian hosts as three 
more contestants hope to answer their way to a 
fortune, guided by celebrity experts Chris McCausland, 
Gabby Logan, GK Barry, lain Stirling, Liza Tarbuck, 
Rachel Riley and Trevor Nelson. See page 46. 


Director Chris Power; Series producer Simon Adsett 
Repeated Tuesday 11.40pm (S) (HD) 


9.25 Blankety Blank 

5/10. The famous faces hoping to see eye-to-eye 
with tonight's contestants are Fred Sirieix, Laura 
Whitmore, Eddie Kadi, Josh Widdicombe, Vanessa 
Feltz and Scarlett Moffatt. Bradley Walsh is the host. 


Director Barbara Wiltshire; Series producer Aoife Bower 
Repeated Friday 12.45am (S) (HD) 


10.00 BBC News Weather (5) (HD) 


10.20 Match of the Day 

Gary Lineker presents Premier League highlights, 
including Liverpool v Everton and Chelsea v Arsenal. The 
Reds had dropped points in their last two league games, 
but will have expected to win against their Merseyside 
rivals. The Blues had shown signs of improvement in 


recent weeks, but faced a tough test against Arsenal. 
Editor Richard Hughes; Producer Colm Harty 
Repeated tomorrow 7.30am (S) (HD) 


11.50 Poltergeist kx*x* 

Horror, co-written and co-produced by Steven 

Spielberg. The Freelings are just like any other 
American suburban family, but one night the youngest 
child, Carol Anne, hears a voice from inside the TV 
set. At first there is an invasion of friendly spirits, but 
then a terrifying force of evil threatens to destroy the 
house and take the children into an unseen netherworld. 
Available on iPlayer for 30 days. Review page 83. 
Diane Freeling JoBeth Williams Robbie Freeling Oliver Robbins 
Steve Freeling Craig T Nelson Carol Anne Freeling +Heather O'Rourke 
Dr Lesh Beatrice Straight Ben Tuthill Michael McManus 
Dana Freeling Dominique Dunne = Mrs Tuthill Virginia Kiser 
Director Tobe Hooper (1982, 15) (S) (W) (HD) 
Also showing Tuesday 10pm BBC3 


1.40am Weather for the Week Ahead (S) (HD) 
1.45-6.00am BBC News (S) (HD) 


BBC1 Freeview 1/HD 101 Freesat 101 Sky 101 Virgin 101 


SATURDAY Main Channels 


BBC2 2] 


Fleetwood Mac at 
the BBC 8.25pm 
The best of the 
band who never 
stopped thinking 
about tomorrow 


4.00pm Saving Lives at Sea 
4/10 Series 8. Facing the Fear. In Conwy, north 
Wales, the RNLI crew respond to reports of two 


people who have been caught out by the tide. 
Shown last Thursday (S) (AD) (HD) 


5.00 Match of the Day Live: Women’s 
Super League 

Leicester City v Manchester City 

Coverage of the top-flight match at King Power 
Stadium (kick-off 5.15). 

Second-half goals from Chloe Kelly and Bunny 
Shaw inspired the Citizens to a 2-O win in the 
corresponding fixture last season, which would have 
seen a greater margin of victory if not for the heroics 
of Foxes keeper Janina Leitzig, who had to contend 
with 18 shots on target over 90 minutes. (S) (HD) 


7.30 Great Asian Railway Journeys 
Bangkok to Hua Hin. Michael Portillo starts the 
second leg of his Thailand tour in Bangkok, where he 
learns how the late-19th-century monarch Rama V 


founded the city and introduced railways to the country. 
Director Dave Minchin; Exec producer John Comerford (R) (S) (AD) (HD) 


8.25 Fleetwood Mac at the BBC 

A celebration of one of the most successful 

Anglo-American musical partnerships. Mick 
Fleetwood and Peter Green formed Fleetwood Mac 
in 1967, scoring hits such as Albatross and Oh Well. 
The 1970s saw line-up changes and ushered in a new 
US West Coast sound, exemplified on their seminal 
LP Rumours, while 1987's Tango in the Night spawned 
arash of hit singles. Includes archive interviews and 
solo performances from band members such as 


Stevie Nicks and Christine McVie. See page 47. 
Producer Shelley Talton; Series producer Simon Goretzki (S) (HD) 


9.30 Fleetwood Mac: Don't Stop 

In this 2009 documentary, one of the biggest-selling 
bands of all time are back on the road again. Fleetwood 
Mac's story, told in the words of band members, 
began during the British blues boom of the 1960s, 
evolving into a perfect West Coast sound that saw 
them sell 40 million copies of 1977 album Rumours. 


Yet their relationships were anything but stable. 
Director/Producer Matt O'Casey (R) (S) (AD) (HD) 


10.30 Later... with Jools Holland 

2/6. Jools welcomes back three series veterans, 

starting with Mike Skinner, aka the Streets, who 
plays tracks from new album The Darker the Shadow, 
the Brighter the Light. Electronic artist Romy performs 
Weightless from her debut solo album, Mid Air. Cat 
Power returns with Mr Tambourine Man from her 
forthcoming album Cat Power Sings Dylan: the 1966 
Royal Albert Hall Concert, while Grammy-nominated 
Allison Russell and Manchester-based singer/ 


songwriter BC Camplight make their debuts. See p47. 
Director Janet Fraser Crook; Producer Samantha Wynn (S) (HD) 


11.15 Fleetwood Mac: the Dance 
A 1997 live performance by the most successful line-up 
of the band — Lindsey Buckingham, Stevie Nicks, Mick 
Fleetwood, John McVie and Christine McVie. Filmed 
at Warner Brothers Studios in Burbank, California. 
Director Bruce Gowers (R) (S) (HD) 
1.00am Fleetwood Mac: a Musical History Edith Bowman 
narrates the band's story, with contributions from KT Tunstall, 
Fran Healy, Toyah Willcox and Sidn Pattenden. (R) (S) (HD) 
2.00 Moulin Rouge: Yes We Can-Can! 4/6. Choreographer 
Janet has a meltdown. Shown last Wednesday (S) (HD) 
2.30-3.25am Host **«%*x* Horror starring Haley Bishop and 
Jemma Moore. A group of friends decide to liven up 
lockdown by holding a seance over Zoom. But they 
soon realise there is a terrifying presence among them. On 
iPlayer for 90 days. Director Rob Savage (2020, 15) (S) (W) (HD) 


BBC2 Freeview 2/HD 102 Freesat 102 Sky 102 Virgin 102 


SATURDAY 21 OCTOBER 


ITV1 


Rugby World Cup 
715pm Two teams 
battle it out at the 
Stade de France 
for a place in next 
weekend's final 


1.00pm Racing from Ascot 
Ed Chamberlin and Francesca Cumani present 
live coverage of British Champions Day, with 
feature race the Champion Stakes at 3.45 
following starts at 1.15, 1.50, 2.25 and 3.05. 
With analysis from Ruby Walsh, Hayley Turner 
and Adele Mulrennan, reports from Oli Bell, Matt 
Chapman and Luke Harvey, and commentary by 


Richard Hoiles. Continues on ITV4 from 3.55pm. 
Editor Paul Cooper (S) (HD) 


Sport: page 35 


4.05 Harry Potter and the 
Philosopher's Stone **x** 

Fantasy adventure starring Daniel Radcliffe. 

Harry Potter lives a miserable existence with 
his aunt and uncle. That is until he learns from a 
giant named Hagrid that he is the orphaned son 
of powerful wizards. Harry is offered a place at 
the prestigious Hogwarts boarding school for 
wizards and soon embarks on a new life filled 
with magic and mystery. Review page 53. 
Harry Potter Daniel Radcliffe Uncle Vernon Dursley Richard Griffiths 
Ron Weasley Rupert Grint Aunt Petunia Dursley Fiona Shaw 
Hermione Granger © Emma Watson Nearly Headless Nick © John Cleese 
Rubeus Hagrid Robbie Coltrane Madame Hooch Zoé Wanamaker 
Prof Minerva McGonagall Maggie Smith Mr Ollivander John Hurt 
Prof Severus Snape Alan Rickman Mrs Molly Weasley Julie Walters 
Prof Albus Dumbledore Richard Harris Goblin bank teller/Professor Flitwick 
Prof Quirrell lan Hart Warwick Davis 
Director Chris Columbus (2001, PG) (S) (AD) (W) (HD) 


6.55 ITV News 
Weather; Regional News and Weather (s) (HD) 


7.15 Rugby World Cup 

Second Semi-Final 

Live coverage of tonight's match from the 
Stade de France in Paris (kick-off 8.00). 

In the corresponding match in Yokohama, 
Japan four years ago, a 76th-minute penalty 
from Handre Pollard saw South Africa claim a 
19-16 victory over Wales, denying head coach 
Warren Gatland the chance to lead his side into 
a first ever World Cup final. Wales would later go 
on to lose to New Zealand in the Bronze Final, 
while the Springboks lifted the Webb Ellis Cup 
by beating England in the showpiece match. The 


pre-match build-up starts on ITV4 at 6.45pm. 
Editor Guney Gok (S) (HD) 


In the event of extra time, subsequent 
programmes are subject to change 


10.30 ITV News 
Weather; Regional Weather (5) (HD) 


10.50 Olivia Marries Her Match 

2/4 Series 3. Brad is still living it up in Ibiza for 
his stag party, while Olivia is back home dealing 
with the never-ending list of things they need to 
do ahead of the wedding. A box set is on ITVX. 


Series producer Laura Clark-Jeavons; Executive producer 
Ali Haddon-Cave First shown on ITVBe (S) (HD) 


11.50 EFL Highlights 

The weekend's action from all three divisions, 
including Preston North End v Millwall, Norwich 
City v Leeds United and Hull City v Southampton. 
Shown 9pm ITV4 Repeated tomorrow 12:10am ITV1 (S) (HD) 
1.15am The Chase Bradley Walsh hosts. (R) (S) (HD) 
2.05 The Switch Quiz with Sanjeev Bhaskar. (R) (S) (HD) 
2.55 Fresh Cuts 3/4. The contribution of black culture 
to British fashion. Shown last Sunday (S) (SL) (AD) (HD) 
3.50 Unwind A sequence to calm the mind. (S) (HD) 
5.05-6.00am James Martin's French Adventure 
The chef arrives in the Dordogne. (R) (S) (SL) (HD) 


ITV1 Freeview 3/HD 103 Freesat 103 Sky 103 Virgin 103 
+1 Freeview35 Freesat1I2 Sky 203 Virgin 303 


Julia Bradbury's 
Irish Journey 
8.25pm Julia takes 
a tour of Dublin, 
the city where 

she was born 


2.10pm Four in a Bed 
Hotels and B&Bs in Edinburgh, West Yorkshire, 


Staffordshire and Derbyshire compete. 
Director/Producer Andrew Mould (R) (S) (HD) 


4.45 The Great British Bake Off 
4/10. Featuring a tricky torte, a cheesecake 


challenge and a chocolate box Showstopper. 
Shown last Wednesday (S) (AD) (HD) 


6.00 Kirstie and Phil's Love It or List It 
Kirstie Allsopp and Phil Spencer help Lexie and 
Ed, who are at a stalemate in Nottingham. 


Series producer Laura Harding 
Executive producer Jonny Wharton (R) (S) (HD) 


6.55 Channel 4 News Sport; Weather (5) (HD) 


7.25 Castle Howard: through the 
Seasons 

2/A. \t's summer at Castle Howard and early 
July sees owner Nick Howard and his caretaker, 
Dave, dusting off the 1959 family Bentley for the 
first big event of the summer: a classic car show. 


Series director Adam Webster 
Series producer Hannah Webster (R) (S) (AD) (HD) 


8.25 Julia Bradbury's Irish Journey 
3/4. Julia explores the city where she was 
born, Dublin. At Croke Park she learns why 

the home of Gaelic sports is a hallowed place for 

Dubliners, before she explores the literary history 

of the city. She also samples organic vegetables 

in Phoenix Park and strolls through some of 

Dublin's famous seaside suburbs, before heading 

off towards the Wicklow Mountains. The whole 


series is available to stream. See page 46. 
Series/exec producers David Kerr and Sarah Sapper (S) (AD) (HD) 


9.25 Dream Horse kk** 

Drama based on a true story. In a former 

mining village in south Wales, bartender Jan 
sets out to breed a race horse by forming a 
syndicate. Helped by her husband Brian and tax 
adviser Howard, Jan dreams of competing with 
the elite racing stables for a top prize. Available 
to stream for 30 days. Film of the Day: page 53. 


Jan Vokes Toni Collette Kerby Karl Johnson 
Howard Davies Damian Lewis Maureen Sian Phillips 
Brian Owen Teale Lord Avery Peter Davison 
Angela Davies Joanna Page Philip Hobbs Nicholas Farrell 


Director Euros Lyn (2020, PG) (S) (AD) (W) (HD) 
Also showing Thursday 10.20pm 4seven 


11.40 Collateral kx*x* 

Action crime thriller from the director of 
Heat. Suave hitman Vincent hijacks taxi 
driver Max and forces him to stop at a variety of 

locations in Los Angeles where he carries out 
his gruesome business. Realising that his 
unwilling participation will end with his demise, 
Max looks for means of escape. Review page 53. 


Vincent Tom Cruise Fanning Mark Ruffalo 
Max Durocher Jamie Foxx Richard Weidner Peter Berg 
Annie Jada Pinkett Smith Pedrosa Bruce McGill 


Director Michael Mann (2004, 15) (S) (W) (HD) 
Also showing Sunday 10pm 4seven 


1.45am The Gravedigger's Wife *** Drama starring 
Omar Abdi and Yasmin Warsame. In poverty-hit 
Djibouti City, gravedigger Guled struggles to 
provide for wife Nasra and their son. When Nasra 
requires a costly, life-saving operation, he is forced to 
return to his rural home to reclaim a share of the family 
goat herd. Part of Channel 4's Black and Proud season. 
Somali +subtitles. Available to stream for 30 days. 
Director Khadar Ayderus Ahmed (2021, 12A) (W) (HD) 
3.10 Ramsay's Kitchen Nightmares USA Charlie's Italian 
bistro in La Verne, southern California. (R) (S) (SL) (HD) 
4.00-6.10am Hollyoaks Omnibus. 
Shown last Monday-Friday E4 (S) (SL) (AD) (HD) 


Channel 4 Freeview 4/HD 104 Freesat104 Sky 104 Virgin 104 
+1 Freeview 15 Freesat 121 Sky 204 Virgin 304 


Dark Hearts 
9.00pm Captive 
presence: 
Moussa Maaskri 
stars in the 
action drama 


7.00pm Down the Mighty 
River with Steve Backshall 
1/2. The naturalist travels down the 
Baliem river in Western New Guinea. 
He begins his journey inland at Lake 


Habbema, and braves some of the 


world's fiercest white water rapids. 
Director Alexis Girardet; Producers Alexis Girardet 
and Ingrid Kvale Repeated 2.55am (R) (S) (AD) (HD) 


8.00 The Celts: Blood, Iron 
and Sacrifice with Alice 
Roberts and Neil Oliver 

2/3. Neil Oliver and Alice Roberts 
explore the golden age of La Téne 
warrior culture, revealing that its reach 
extended as far as central Turkey. 


Executive producer Cameron Balbirnie 
Repeated tomorrow 2.40am (R) (S) (AD) (HD) 


9.00 Dark Hearts 

New series. 1/6. Mosul. Action 

drama set in Iraq on the eve of the 
battle for Mosul in October 2016. An 
ISIS leader captured by an elite French 
commando group agrees to cooperate 
— but only if his family are extricated 
from the site of an imminent threat. (HD) 
10.05 2/6. Hisba. Commando team 
45 returns to the sewers to locate 
Fares. Adele sets out to find Salwa 
with the help of Kurdish intelligence. 
French and English +subtitles. The 
whole series will be on iPlayer after 
tonite episodes. See page 46. 
dl 


Nina Meurisse 
Rimbaud Tewfik Jallab 
Roques Thierry Godard 
Adele Marie Dompnier 
Martin Nicolas Duvauchelle 
Spit Victor Pontecorvo 
Paco Jeremy Nadeau 
Zaid Osman Moussa Maaskri 
Salwa Nisrin Erradi 
Munia Ahlam Slama 


Writer Dang Thai Duong; Producer Gilles de Verdiére 
Director Ziad Doueiri (HD) 


10.55 The Hollow Crown 
@ 3/4. Henry IV Part 2 
Northumberland receives word 
that his son has perished at the Battle 
of Shrewsbury. As rebel forces 
continue to plot insurrection, Falstaff 
bids farewell to his mistress, Doll 
Tearsheet, and sets out to recruit 
more soldiers to fight on behalf of an 


increasingly frail king. See page 47. 
Henry IV Jeremy Irons 
Falstaff Simon Russell Beale 
Prince Hal Tom Hiddleston 
Mistress Quickly Julie Walters 
Northumberland Alun Armstrong 
Shallow David Bamber 
Lady Northumberland Niamh Cusack 
Poins David Dawson 
Kate Percy Michelle Dockery 
Doll Tearsheet Maxine Peake 
Director Richard Eyre; Producer Rupert Ryle-Hodges 
First shown on BBC2 (S) (AD) (HD) 


12.50am Queen Elizabeth |: a Timewatch 
Guide Elizabeth Tudor’s life. (R) (S) (AD) (HD) 
1.50 Yes Minister 4/7 Series 2. The Greasy 
Pole. Jim runs into an environmental 
controversy. Shown last Tuesday (S) 

2.20 Some Mothers Do ‘Ave 'Em 5/6 
Series 2. Father's Class. Frank causes chaos 
at a maternity class. Shown last Tuesday (S) 
2.55-3.50am Down the Mighty River 
with Steve Backshall Shown 7pm (S) (AD) (HD) 


BBC4 F'view 9/HD 106 F'sat 108 Sky 116 Virgin 108 


BBC1 
SCOTLAND 


4.30-5.30pm 
Sportscene Results 
11.50 Sportscene: 
Premiership Highlights: 
action from the latest 
fixtures, including 
Rangers v Hibernian, 
Aberdeen v Dundee 
and St Johnstone v 
Motherwell 1.05am 
FILM: Poltergeist 
2.55 Weather for the 
Week Ahead 
3.00-6.00 News 


BBC 
SCOTLAND 


7.00pm The Seven 
7.15 The Edit 

7.30 Sportscene: 
Premiership Highlights 
8.45 This Farming 
Life: the MacDonalds 
round up their 
pregnant Highland 
cattle for a prenatal 
check-up 9.45 FILM: 
The Road Dance: 
period drama starring 
Hermione Corfield and 
Will Fletcher 11.40 
Rewind 2000s: news 
stories from 2000 
11.55-12 midnight 
Tales from the Pub: 
new series. Darkly 
comic spooky stories, 
beginning with 
16-year-old Tadgy and 
his pal Gary persuading 
a sinister man to buy 
them alcohol — at a 
terrible cost 


STV 


3.50-5.05am 
Night Vision 


BBC2 WALES 


4.00pm Weatherman 
Walking: visits to the 
Rheidol Valley and 
Margam Castle 
4.30-5.00 Wynne's 
Welsh 70s: Wynne 
Evans looks at stories 
from 1976, including 
the hot summer 


Jal AVGYNLVS 


UOISIAS 


Channel 5 


listings are overleaf 
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OI RT Choice a Family @ Red button (R) Repeat (S) Subtitles (SL) Signing (AD) Audio description (HD) High def FILMS Bd Premiere (W) Widescreen (BW) Black/white EXEKI Outstanding **** Very good **%* Worth watching ** Could be worse * Poor 


Mike Yarwood: Thank You for the 
Laughs 8.25pm A good impression 


5.40am Milkshake! See page 52 

9.50 The Smurfs Gargamel convinces 

Dimwitty and Begonia that he is nice. (R) (S) (HD) 

10.05 SpongeBob SquarePants 

SpongeBob puts up a community bulletin 

board at the Krusty Krab. (R) (S) (HD) 

10.20 Entertainment News (S) (HD) 

10.30 Friends Series 7 Monica and 

Chandler write their wedding vows. 

11.00 Chandler reluctantly visits his father. 

11.25 Joey rehearses for a film role. 

12 noon The gang continue to search 

for the missing Chandler. (R) (S) (AD) (HD) 

12.30pm Christmas in Vienna ** 
Romantic drama starring Sarah Drew 
and Brennan Elliott. Concert violinist 

Jess meets a potential new love. 

Director Maclain Nelson (2020) (S) (W) (HD) 

2.20 Christmas Bells Are Ringing ** 
Romantic comedy starring Emilie 
Ullerup. A photographer travels home 

for a wedding and recruits a childhood 

friend to help her with a career-making job. 

Director Pat Williams (2018) (S) (W) (HD) 


4.20pm Battle of the Bulge kk ** 
Second World War action drama 
starring Henry Fonda and Robert 
Shaw. Northern France, 1944: with Allied 
troops poised to invade Germany, an 
American officer becomes convinced 
the desperate German forces will 
attempt a counter-attack. But his theory 
fails to impress his superiors. Review p53. 


Lt Col Kiley Henry Fonda 
Colonel Hessler Robert Shaw 
General Grey Robert Ryan 
Colonel Pritchard Dana Andrews 
Sergeant Duquesne George Montgomery 
Schumacher Ty Hardin 


Director Ken Annakin (1965, PG) (S) (W) (HD) 


7.25 Cricket World Cup 
Highlights of the group match between 
England and South Africa at Wankhede 
Stadium in Mumbai. (S) (HD) 


8.25 Mike Yarwood: Thank You for 
the Laughs 

Impressionist Mike Yarwood, who 

died last month was one of the 
biggest TV stars of the 1970s. Here, his 
daughters Claire and Charlotte embark 
on a journey to uncover the truth about 
their father's rise to fame — and his 
sudden exit from public life. See page 46. 
Director David Howard (S) (HD) 


9.55 New series. The Greatest TV 
of the '60s 

1/3. A look at the best programmes of 
the decade, including clips of Coronation 
Street, The Avengers, Pete and Dud, 
Monty Python, Z Cars, Dad's Army, The 
Forsyte Saga, Play School and Blue Peter. 
Director/Producer Delyth Lloyd (S) (HD) 


11.55 Cricket World Cup 
Highlights of the group match between 
Netherlands and Sri Lanka. (S) (HD) 


1,.00am Casino (S) (HD) 3.00 Friends (R) (S) 
(AD) (HD) 3.50 Ben Fogle: New Lives in the 
Wild (R) (S) (HD) 4.40 Wildlife SOS (R) (S) (SL) 
5.05 House Doctor (R) (S) (SL) 5.30= 
5.35am Entertainment News (S) (HD) 
Freeview 5/HD 105 Freesat 105 Sky 105 Virgin 105 
Freeview 38 Freesat 128 Sky 205 Virgin 305 


EastEnders 700pm Ravi has 
an important decision to make 


7.00pm EastEnders 

Rocky's attempts at peace-making descend 
into chaos. Shown last Mon BBCI (S) (AD) (HD) 
7.30 A new arrival on the Square stirs up 
trouble. Sharon makes a big decision. 
Shown last Tue BBC! Cast Tue/Thu BBCI (S) (AD) (HD) 
8.00 Top Gear 

The trio tackle the traffic chaos snowy 
weather causes in Britain. More tomorrow 
8pm. A box set is on iPlayer. (S) (HD) 


9.00 Two Pints of Lager and a 
Packet of Crisps 

13/14 Series 5. Jonny tries to get a job to 
prove he can be a responsible father. Gaz 
is forced to confront his worst fear. 

9.30 14/14. Jonny goes for an interview, 
while Janet gets a crack at stardom. 
10.00 1/10 Series 6. Janet gets ajob ona 
cruise ship and Louise learns the truth. 
10.30 2/10. Donna's career falters and 
Louise gets a letter from her mother. 

A box set is on iPlayer. (S) (AD) (HD) 


11.00 The Fast and the Farmer-ish 
1/6 Series 2. Six more teams compete to 
be the best tractor drivers in the UK. Their 
speed and precision is tested in a bale 
baton relay race before they take on 
super-sized bowling. (S) (HD) 
11.30 2/6. The drivers need to be quick 
and nimble to avoid the wrecking ball in 
Xtreme Obstacles and slow and steady 
wins the race on the Load of Balls course. 
A box set is on iPlayer. (S) (HD) 
12 midnight The Fast and the Farmer-ish: 
four editions (S) (HD) 2.00-4,.00am Two Pints 
of Lager and a Packet of Crisps (S) (AD) (HD) 
F'view 23/HD 107 (not Scot/Wales) F'sat 179/HD 107 
Sky 115 (117 Wales; 121 Scotland) Virgin 107 (157 Scotland/Wales) 


5.00am CITV (HD) 9.00 Totally Bonkers 
Guinness World Records (S) (HD) 9.35 Dress 
to Impress: three editions (S) (SL) (HD) 
12.35pm Celebrity Catchphrase (S) (AD) (HD) 
1.40 Family Fortunes (S) (HD) 2.45 In fora 
Penny (S) (AD) (HD) 3.20 FILM Stuart Little 
ke Part-animated fantasy adventure (S) 
(W) (HD) 5.05 FILM Kung Fu Panda 3 &** 
Animated comedy adventure featuring 
the voice of Jack Black (S) (AD) (W) (HD) 
6.55pm FILM Knight and Day *** Action 
adventure starring Tom Cruise and Cameron 
Diaz. A chance encounter at an airport with 
spy Roy Miller embroils mechanic June 
Havens in a frantic and life-threatening chase 
across the globe. But can June really trust 
this man of mystery? (S) (AD) (W) (HD) 
9.00 FILM Bad Neighbours 2 **** 
Comedy sequel starring Seth Rogen, Zac 
Efron and Rose Byrne. When Mac and Kelly 
Radner discover that the new folks next door 
are wilder and more out of control than the 
last lot, in desperation they turn to an 
unlikely source for help. (S) (W) (HD) 
10.50 Family Guy Series 17. After a mishap 
at work, Peter decides to take his health 
more seriously and goes on a diet. (S) (AD) (HD) 
11.20 Peter and Brian compete to be crowned 
the new face of Pawtucket Ale. (S) (AD) (HD) 
11.50 American Dad! Series 13. Klaus ends 
up getting transferred into the sat-nav 
system in Stan's car. (S) (AD) (HD) 
12.20am Roger tricks Stan into thinking 
he has had a heart attack. (S) (AD) (HD) 
12.50 The Sex Lives of College Girls: double bill 
(S) (HD) 2.00 lain Stirling's CelebAbility: with Luke 
Kempner (S) (HD) 2.40=3.00am Unwind (S) (HD) 
Freeview 6 Freesat 113 Sky 118 Virgin 115 
Freeview 29 Freesat 114 Sky 218 Virgin 315 


Carry On Follow That Camel /0.55am 
Chaos descends on Fort Zuassantneuf 


6.00am Bless This House (S) 6.40 Inspector 
Morse: Series 3. The Last Enemy. The master 
of a prestigious college asks Morse to investigate 
the disappearance of a colleague (S) (SL) (AD) 
(HD) 8.50 Agatha Christie's Marple: Nemesis. 
The spinster sleuth is sent on a mysterious 
mission (S) (SL) (AD) (HD) 10.55 FILM Carry 
On Follow That Camel ** Comedy. In 1906, 
a disgraced English gentleman joins the 
Foreign Legion to restore his honour (S) (AD) 
12.55pm Agatha Christie's Marple: Towards 
Zero. A gathering at a Devon estate leads to 
murder (S) (AD) 3.00 Agatha Christie's 
Poirot: Five Little Pigs. The sleuth reopens a 
14-year-old murder case (S) (AD) (HD) 


5.00pm Lewis 

3/4 Series 4. Your Sudden Death 
Question. An empty Oxford college plays 
host to a weekend of competitions for 
professional quizzers. Lewis and 
Hathaway are called in when the standout 
competitor is found dead. (S) (AD) (HD) 


7.00 Midsomer Murders 

Series 20. Drawing Dead. Carver Valley's 
comic book convention is in full swing 
when the village is shocked by the murder 
of a former model. With a comic book 
shaming several villagers as the only lead, 
Barnaby and DS Winter are left trying to 
separate fact from fiction. (S) (AD) (HD) 
9.00 The Lions of Causton. Barnaby 
relives his younger days of sporting glory 
when a death at the local rugby club sends 
him and Winter into a muddle of rucks, old 
grudges and new romances. (S) (AD) (HD) 


11.05 Maigret 
Maigret in Montmartre. When Maigret 
investigates the seemingly random 
murders of a countess and a showgirl, he 
discovers a dark secret that points him 
towards their past experiences in Nice. 
Starring Rowan Atkinson. (S) (AD) (HD) 
1.05am Scott & Bailey: 4/8 Series 4. When 
a woman is found dead in a hotel room, it 
seems that the personal ads on a website 
could be the key to unlocking the crime (S) 
(SL) (AD) (HD) 2.05=2.30am Unwind (S) (HD) 
Freeview 10 Freesat 115 Sky 119 Virgin 117 
F'view 59 (9pm-4am) F'sat 116 Sky 219 Virgin 317 


6.00am The Best of the 80s (S) (HD) 6.15 
The Protectors (S) (SL) (HD) 6.45 New. 
Extreme E: Electric Odyssey (S) (HD) 7.20 
Minder (S) (SL) (AD) 8.25 The NFL Show (S) 
(HD) 9.30 New. Racing: the Opening Show: 
from Ascot (S) (HD) 10.30 The Big Match 
Revisited (S) (HD) 11.25 Lost Car Rescue (S) (HD) 
12.20pm FILM The Longest Day **k*** 
(BW) (S) (W) (HD) 3.55 LIVE Racing: coverage 
of Champions Day at Ascot (S) (HD) 4.45 
FILM Lawman ** Western (S) (AD) (W) (HD) 
6.45pm LIVE Rugby World Cup Pre-match 
build-up to the second semi-final. (S) (HD) 
7.15 World of Sport A look back at the 
glory days of British wrestling. (S) (HD) 

7.25 River Monsters Jeremy Wade encounters 
an extraordinary monster in Japan. (S) (HD) 
8.00 The Grand Fishing Adventure Ali 
and Bobby are in northern France. (S) (HD) 
9.00 New. EFL Highlights Including Norwich 
City v Leeds United. Repeated 1.50pm ITV1 (S) (HD) 
10.30 FILM Taken 2 *** Action sequel 
starring Liam Neeson. (S) (AD) (W) (HD) 
12.25am Motorsport UK (S) (HD) 1.25 Auto Mundial 
(S) (HD) 1.55 Motorsport Mundial (S) (HD) 2.25 The 
Protectors (S) (SL) (HD) 2.55=3.00am Unwind (S) (HD) 


Freeview 26 Freesat 117 Sky 120 Virgin 118 


PD James: The Murder Room 9.00pm 
Adam Dalgliesh sees a family at war 


7.10am Jonathan Creek Repeated 1.20pm (S) 
(AD) 8.20 Dalziel & Pascoe: 3/4 Series 3. A 
husband is suspected of shooting his wife (S) 
(AD) 10.20 Father Brown: 15/15 Series 3. The 
Owl of Minerva. A surprising fugitive takes 
sanctuary in St Mary's; 11.20 1/10 Series 4. The 
Mask of the Demon. The priest investigates 
the murder of a director Rptd 8pm (S) (AD) (HD) 
12.20pm New Tricks: 2/10 Series 11. The team 
investigate the unsolved death of a brilliant 
young doctor (S) (AD) (HD) 1.20 Jonathan 
Creek: 1/6 Series 4. A policewoman is murdered 
Shown 710am; 2.40 2/6. A composer wonders 
how his new lover has managed to regrow a 
full head of hair in two days (S) (AD) 4.00 

Mrs Sidhu Investigates: 3/4 Series 1. Killer App 
Mrs Sidhu is asked to be an in-house caterer 
for a software company (AD) (HD) 


6.00pm The Brokenwood Mysteries 
1/4 Series 6. The Power of Steam. Mike and 
his team are drawn into a world of Victorian 
dress-up when they investigate a murder at 
a Brokenwood steampunk event. (S) (AD) (HD) 


8.00 Father Brown 

1/10 Series 4. The Mask of the Demon 
The priest investigates the murder of a 
B-movie director when the production of 


Demon Brides comes to Kembleford. 
Shown 11.20am (S) (AD) (HD) 


9.00 PD James: The Murder Room 
1/2 Series 1. Crime drama starring Martin 
Shaw. Commander Adam Dalgliesh probes 
a case involving a family at war and a death 
that imitates a museum exhibition. (S) 


11.00 Whitechapel 
5/6 Series 3. When a babysitter is murdered 
and a dangerous patient escapes from a 
psychiatric unit, the area becomes the focus 
of a series of terrifying events. (S) (AD) (HD) 
12 midnight 6/6. Miles and Chandler have 
a difference of opinion about the direction 
the investigation should take. (S) (AD) (HD) 
1.00am Banished: 3/7 Series 1. Reverend 
Johnson blesses Elizabeth and Tommy's 
Marriage (S) (AD) (HD) 2.25=4.00am The 
Brokenwood Mysteries: 3/4 Series 4. A man 
dies after an altercation with his neighbour (HD) 
Freeview 20 Freesat 158 Sky 143 Virgin 116 
Freeview 60 Sky 243 Virgin 316 


7.00am The Real Housewives of Atlanta (S) 
(HD) 8.00 The Big Bake: Halloween (S) (HD) 
9.00 LittleBe: children’s programmes (HD) 
12 noon The Only Way Is Essex (S) (HD) 
1.05pm Ferne McCann: My Family and Me (S) 
(HD) 2.05 Fletcher's Family Farm (S) (AD) (HD) 
3.05 Abbey Clancy: Celebrity Homes (S) (HD) 
4.05 Chloe Madeley: a Family Affair (S) (HD) 
5.00pm The Big Bake: Halloween Making 
Halloween romance themed cakes. (S) (HD) 
6.00 The bakers attempt to construct a 
haunted hotel cake, complete with foyer. (S) (HD 
7.00 The Big Bake Cakes that capture 
monsters on the open road. (S) (HD) 
8.00 Celebrity Dinner Date Reality TV star 
Chloe Brockett is given five menus, each put 
together by a potential blind date. (S) (AD) (HD) 
9.00 Botched A high-risk cancer patient 
fears that her original surgeon failed to 
remove all her breast tissue. (S) (HD) 
10.00 Ibiza Weekender Jordan comes face 
to face with another ex. (S) (HD) 
11.00-1.00am Vanderpump Rules Katie 
and Schwartz celebrate a big milestone. (S) (HD) 
11.55 Lala celebrates her birthday with an 
epic party in Los Angeles. (S) (HD) 

Freeview 28 Freesat 119 Sky 131 (132 Scotland) 
Virgin 119 +1 Virgin 319 


ay 


ALL PROGRAMMES ON THE ABOVE CHANNELS ARE REPEATS UNLESS OTHERWISE STATED 


‘1 Freesat 118 Sky 220 Virgin 318 
aa 
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24 Hours in A&E 9.00pm Ruth's 
heart isn't beating at a normal rate 


8.55am Food Unwrapped Investigates (AD) 
9.30 A Place in the Sun: three editions 
12.30pm Location, Location, Location: 
double bill (AD) 2.40 Come Dine with Me 
5.20pm Four in a Bed In East Yorkshire, 
Lancashire, Lincolnshire and North Yorkshire. 
7.55 Little Trains and Big Names with 
Pete Waterman 1/4. The weird and 
wonderful world of miniature model railways. 
Pete Waterman visits Jools Holland's loft to 
see a work of art 12 years in the making. 
9.00 24 Hours in A&E Ruth, aged 86, 
arrives at St George's A&E with her heart 
beating three times faster than the normal 
rate. Doctors are concerned it may not be 
pumping enough blood around her body, and 
quickly prescribe fast-acting medication. (AD) 
10.00 John, 84, arrives after crashing his 
car into a road sign and is given an emergency 
blood transfusion. The doctors discover he 
has also broken his pelvis and will need 
surgery. An x-ray reveals that seven-year-old 
Reggie has broken his arm while performing 
a celebratory cartwheel after England's 
victory over Wales during Euro 2016. (AD) 
11.05 Eight out of Ten Cats Does 
Countdown Sean Lock and Miles Jupp take 
on Jon Richardson and Sophie Duker. 
12.10am With Sean Lock, Kevin Bridges, Jon 
Richardson and Victoria Coren Mitchell 
1.15 24 Hours in A&E (AD) 3.20=3.50am Food 
Unwrapped: Jimmy Doherty dons a beer jacket in 
Iceland to see if booze can keep a person warm (AD) 
F'view 18 F'sat 124 Sky 136 (137 Scotland) 
Virgin 147 +1 Freesat 125 Sky 236 (237 Scot) Virgin 347 


6.00am Rude(ish) Tube Shorts 6.15 Lego 
Masters Australia (AD) 7.25 Made in Chelsea 
8.30 Modern Family: four episodes 10.30 
FILM Hotel for Dogs *** Comedy (AD) 


12.30pm The Great British Bake Off (SL) (AD) 
1.50 Young Sheldon (AD) 4.20 FILM 
Madagascar 3: Europe's Most Wanted *** 
Animated comedy adventure (AD) 
6.00pm The Big Bang Theory 5/24 
Series 9. The boys take up fencing. (AD) 
6.30 6/24. Leonard and Sheldon go to 
great lengths to secure liquid helium. 
7.00 7/24. Sheldon is interviewed for a 
Star Trek documentary by Wil Wheaton. 
7.30 8/24. Amy has a date with a mystery 
man. Stephen Merchant guest-stars. (AD) 
8.00 The Great British Bake Off: Best Bits 
The second of two highlights programmes 
features popular contestants Val and Liam. (AD) 
9.00 Celebrity Gogglebox A rolling cast 
of famous faces appraise Friends: the 
Reunion and The Masked Dancer. (AD) 
10.00 Gogglebox /'’m a Celebrity... and The 
Great British Bake Off are appraised. (AD) 
11.05 Programmes reviewed include The 
Crown and You Won't Believe This. (AD) 
12.05am First Dates: a young woman is stood up 
(SL) (AD) 1.10 First Dates: the Proposal (SL) (AD) 2.10 
Celebrity Gogglebox (SL) (AD) 3.10 Gogglebox 
(SL) (AD) 4.05=6.00am Modern Family 
Freeview 13 Freesat 122 Sky 135 (136 Scot) Virgin 106 
Freeview 30 Freesat 123 Sky 235 (236 Scot) Virgin 306 
F'view 31 F'sat 181 Sky 138 (139 Scot) Virgin 287 


6.00am Fantasy Homes by the Sea 7.00 Shopping 
8.00 Antiques Road Trip 10.00 Dr Pimple Popper 
1.00pm A Place in the Sun 3.00 The Great Antiques 
Challenge 4.00 Helicopter ER 8.00 Paramedics 
on Scene 9.00 New. The Dead Files: shadow 
figures and apparitions terrorise a couple in their 
Fresno, California, home 10.00 New. Conjuring 
Kesha: Kesha and Jojo Fletcher trek through the 
dark abyss of Mount Shasta 11.00 Spooked 
Ireland 12 midnight Ghost Adventures 2.00am 
Shopping 4.00-6.00am Animal Cops Houston 


Freeview 17 Freesat 160 Sky 142 Virgin 128 


Grand Ole Opry 8.00pm Luke Combs 
performs in Nashville, Tennessee 


6.00am Tchaikovsky, Swan Lake 8.30 
Tales of the Unexpected: five back-to-back 
episodes (AD) 11.00 Alfred Hitchcock Presents 
1.00pm FILM Sherlock Holmes in Dressed 
to Kill &* Crime mystery (BW) (W) 2.25 
FILM The Hound of the Baskervilles 
Classic mystery starring Basil Rathbone 
(BW) (W) 4.00 Portrait Artist of the Year: 
with Jay Rayner, Nihal Arthanayake and 
Susanna Reid 5.00 Discovering: Michelle Yeoh 
6.00pm Discovering: Eagles The lives and 
careers of the members of the American rock 
band best-known for their song Hote! California. 
6.30 Johnny Cash Live at Montreux 
A performance by the singer at the 1994 jazz 
festival, featuring 19 of his classic songs and 
an appearance by wife, June Carter Cash. 
8.00 New series. Grand Ole Opry 
Performances from the home of country music 
in Nashville, Tennessee, featuring Old Crow 
Medicine Show and Asleep at the Wheel. 
9.00 New. Performances by Luke Combs, 
Chris Janson and Zach Williams. 
10.00 The Hollies: Look through Any 
Window A profile of the band, including an 
interview with members Graham Nash, Allan 
Clarke, Tony Hicks and Bobby Elliott and 
archive TV performances by the group. (AD) 
12.30am California Dreamin’: the Songs of the 
Mamas and the Papas 1.45 Beach Boys: Good 
Vibrations Tour 2.45 Bob Dylan: Odds and Ends 
5.05 The Grateful Dead: Music Icons 
5.35-6.00am James Taylor: Music Icons 
Freeview 36 Freesat 147 Sky 130 (131 Scotland) 
Virgin 140/HD 123 BT 350/HD 365 


9.00am Couples Come Dine with Me 
11.00 Find It, Fix It, Flog It: three editions 


2.00pm A Place in the Sun: six episodes 


8.00pm The Great Pottery Throw Down 
The ten remaining contestants create a 

trio of flying birds for Retro Week. (AD) 

9.15 Grand Designs Kevin McCloud follows 
the progress of Nathan and Amye as they 
build a giant cathedral-like property 
modelled on Dutch barn-style houses, but 
featuring a contemporary twist. (AD) 

10.15 Stand Up to Cancer: Don't Look 
Down 2/5. The celebrities work on their 
focus at the top of Penken Mountain in 
Austria, but Chris Hughes gives in to fear and 
worries he can't complete the challenge. 
Shown last Wednesday Channel 4 (AD) 

11.35 24 Hours in A&E Lewis, who is 
18-years-old and has ADHD, is brought in to 
St George's after coming off a motorbike 
and colliding with two cars. The doctors are 
concerned about the extent of the injuries to 
his head, arm and pelvis and he is taken for 
an immediate full-body CT scan. (AD) 
12.40am Gogglebox: opinions on recent TV (AD) 
1.45 Celebrity SAS: Who Dares Wins (AD) 

2.50 Naked, Alone and Racing to Get Home (AD) 
3.45-4.45am The Great Amazon Heist (AD) 


F'view 49 F'sat 127 Sky 137 (138 Scot) Virgin 143 


6.00am Massive Engineering Mistakes 7.00 British 
Superbikes 8.00 Chasing Classic Cars 9.00 
Wheeler Dealers 2.00pm The Repair Shop 4.00 
Vintage Voltage 6.00 Wheeler Dealers 7.00 
Salvage Hunters: Drew and Tee explore three new 
territories 8.00 Who Do You Think You Are?: pop 
star Boy George explores his family tree 9.00 The 
Repair Shop 10.00 The Hotel Inspector: the Walkout 
(AD) 11.00 Mysteries of the Deep: Jeremy explores a 
technique that could identify the Loch Ness Monster 
(AD) 12 midnight New. Cycling: the UCI Track 
Champions League 1.00am Cooper's Treasure 
2.00 Border Control Sweden 3.00 Destroyed in 
Seconds 4.00-5.00am How It’s Made 


Freeview 12 Freesat 172/HD 167 Sky 144 Virgin 137 
Freeview 70 Freesat 168 Sky 244 Virgin 337 


Great American Railroad Journeys 
4.00pm Michael heads to Illinois 


6.10am Great British Landmark Fixers 
8.00 Bangers and Cash: five editions (AD) 
1.00pm Abandoned Engineering (AD) 
4.00 Great American Railroad Journeys 
6.00pm Great American Railroad 
Journeys Michael Portillo travels from Reno, 
Nevada to California's Napa County. 
7.00 Michael's journey through California 
takes him to San Francisco, where he travels 
through the city's streets by cable car, before 
heading across the bay to Sausalito. 
8.00 Visiting Yosemite National Park in 
California, where Michael beholds its granite 
cliffs, sequoia trees and waterfalls. 
9.00 |n Los Angeles, Michael visits the 
Warner Brothers studio on Sunset Boulevard. 
10.00 One Foot in the Grave Margaret 
comes into some money, and Victor tries to 
get a Dutch girl back on her feet. 
10.40 Victor receives an unlikely job offer 
that paves the way to disaster, and Margaret 
plays Cupid to Nick Swainey and a nurse. 
11.20 Porridge Fletcher tries to get back 
into the governor's good books by heroically 
solving a roof-top protest involving McLaren. 
12 midnight Bangers and Cash (AD) 
1.00=3.00am Forbidden History: double bill (AD) 
Freeview 27 Freesat 159 Sky 155 Virgin 129 
Sky 255 Virgin 329 


7.10am Exploration Volcano (AD) 8.00 Rick 
Stein's Cornwall: double bill 9.00 Train 
Truckers 11.00 Railroad Australia 
12 noon Celebrity Storage Hunters 1.00pm 
Storage Hunters UK: Celebrity Special 2.00 
Storage Hunters UK 2.30 Australian Ninja 
Warrior 4.00 Soapbox Race: triple bill 
7.00pm Top Gear Homeland star Damian 
Lewis is the Star in a Reasonably Priced Car. (AD) 
8.00 Not Going Out 3/8 Series 8. Lee, 
Lucy and the children set off to catch a ferry 
with plenty of time to spare — or so they think. 
8.40 4/8. Lee and Lucy play hot-tub 
fantasy date with Anna and Toby. 
9.20 5/8. Lee worries that Charlie is getting 
a reputation for being the class clown. 
10.00 David Mitchell's Outsiders 2/6 
Series 3. The Outsiders compete to create 
the best multi-tool using scrap rubbish. (AD) 
11.00 Mock the Week With guests Tom 
Allen, Ed Byrne, Rhys James, Milton Jones 
and Deborah Frances-White. 
11.40 QI XL Stephen Fry is joined by Ronni 
Ancona, Dave Gorman, Lee Mack and Alan 
Davies on the quiz with a difference. 
12.40am Have | Got a Bit More News for You 
1.40-4.00am Schitt's Creek: five episodes 
F'view 19 F’sat 157 Sky 111 (112 Wales) Virgin HD 127 
Freeview 57 Sky 211 (212 Wales) Virgin 327 


6.00am Nothing to Declare 11.00 UK 
Border Force (AD) 12 noon Highway Cops 
(AD) 1.00pm Motorway Patrol 2.00 Big Cats: 
An Amazing Animal Family (AD) 3.00 New. 
Malawi Wildlife Rescue First shown on Sky 
Nature 4,00 Impossible Animals (AD) 5.00 
Monkey Life 6.00 Attenborough's Journey: 
the making of David Attenborough’s series 
First Life (AD) 7.05 David Attenborough's 
Dragons and Damsels: the world of 
dragonflies and damselflies (AD) 8.10 FILM 
McLaren *** Motor-racing documentary 
charting the rise and tragic fall of Formula 
One racing star Bruce McLaren (W) 10.00 
i FILM Final Score ** Action thriller 
with Dave Bautista and Ray Stevenson (W) 
12 midnight Murder in Amish Country (AD) 
2.00am Border Security: America's Front Line 
4.00-6.00am Highway Patrol (AD) 


Freeview 11 Freesat 144 Sky 151 Virgin 135 


9.00am Murder, She Wrote (AD) 6.00pm 
Murder, She Wrote Series 2. Triple bill. 
Jessica investigates the death of a magazine 
publisher 7.00 Jessica discovers some 
disturbing information about a former pupil 
8.00 Jessica's cousin Calhoun is suspected 
of murder (AD) 9.00 Criminal Minds Series 4 
Double bill. A female serial killer preys on 
executives, then people begin to die while 
undergoing exorcisms 11.00 Law & Order: 
Special Victims Unit Series 6. Double bill. The 
detectives are taunted by a serial killer, then 
a teenager claims she has been raped 
12.55am NCIS 1.55 Criminal Minds 
3.35=-4.00am Criminals: Caught on Camera 

F'view 21 F'sat 129 Sky 141 Virgin 120 (162 Scot) 

Freesat 130 Sky 241 Virgin 320 


8.00am Criminals: Caught on Camera 
8.25 Dogs Behaving (Very) Badly (AD) 
11.20 FILM Jupiter Ascending ** Sci-fi 
adventure starring Mila Kunis and Channing 
Tatum 1.55pm FILM Innerspace *** Sci-fi 
comedy starring Dennis Quaid, Martin Short 
and Meg Ryan 4.15 FILM Six Days Seven 
Nights *** Romantic comedy adventure 
starring Harrison Ford and Anne Heche 
6.20pm FILM The Hobbit: the Battle of 
the Five Armies **** Fantasy adventure, 
the conclusion to Peter Jackson's trilogy, 
starring Martin Freeman and lan McKellen. 
Bilbo and his dwarf friends are facing 
enemies on all sides. Review, page 83. 
9.00 FILM The Holiday ** Romantic 
comedy starring Cameron Diaz. A Los 
Angeles workaholic and a Surrey-based 
journalist swap homes over Christmas. 
11.50 FILM Bridget Jones: the Edge of 
Reason *** Romantic comedy sequel 
starring Renée Zellweger and Hugh Grant. 
2.00am Ambulance: Code Red: a man goes into 
cardiac arrest 2.55=3.00am Entertainment News 
Freeview 32 Freesat 131 Sky 128 (129 Scotland) 
Virgin 126 +1 Freesat 141 Sky 228 (229 Scot) Virgin 326 


9.00am Trucking Hell: double bill 
11.00 Police Interceptors: two editions 
1.00pm FILM Kelly's Heroes *** Second 
World War action adventure starring Clint 
Eastwood and Telly Savalas 3.55 FILM 
Ocean's Eleven **x** Crime caper starring 
Frank Sinatra. Danny Ocean assembles a team 
to help him rob five Las Vegas casinos 
6.35pm FILM Escape to Victory *x* 
Second World War drama starring Sylvester 
Stallone, Michael Caine and Pelé. As a 
propaganda stunt, the Nazis arrange a football 
match between the national German team 
and a squad made up of prisoners of war. 
9.00 FILM Fire with Fire ** Action 
crime drama starring Josh Duhamel. A 
fireman is put in a witness protection scheme 
after witnessing a racist double murder. 
11.05 FILM Hard Target *** Action thriller 
starring Jean-Claude Van Damme. Hired by 
damsel in distress Nat Binder to find her vagrant 
father, out-of-work sailor Chance gets more 
than the missing persons case he bargained for. 
1.10am Sinkholes 2.15 999: Criminals Caught on 
Camera 2.45=3.00am Entertainment News 
Freeview 33 Freesat 132 Sky 150 Virgin 130 


9.00am GPs: behind Closed Doors (AD) 

12 noon Egypt's Sunken City: Drain the 
Oceans 1.00pm Drain the Oceans: Secrets of 
the Civil War 2.00 Nazi Megastructures 
6.00pm Nazi Megastructures The world’s 
largest battleship, built by the Japanese Navy. 
7.00 How Japanese forces created a network 
of inland defences on the island of Okinawa. 
8.00 The Pacific War in Colour A look at 
what happened at the Battle of Okinawa. 
9.00 The US drops atomic bombs on Japan. 
10.00 World War Il in Colour The story of 
the global conflict, beginning with its origins. 
11.00 Draining the North Sea: 
Submarines at War How the development of 
U-boats changed the shape of naval warfare. 
12 midnight Lost Nukes of the Cold War: Drain 
the Oceans 1.00=3.00am Britain's Favourite 90s 
Comedy: the funniest shows from the decade 


F'view (HD only) 46 F'sat 133 Sky 153 Virgin 138 


Freeview 231 Freesat 212 Sky 503 Virgin 601 
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Freeview 233 Freesat 202 Sky 501 Virgin 603 BT 313 
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The Catherine Tate Show 
9.00pm Bernie the nurse 


6.10am The Bill 11.00 Tipping 
Point 3.00pm My Family 


5.40 My Family Susan wants to 
renew her wedding vows. (AD) 
6.20 Michael's university 
interview proves a disaster. (AD) 


7.00 Miranda Penny threatens 

to cancel Christmas unless 
Miranda sorts her life out. 

7.40 Gary and Miranda both 
decide they need a date to bring 
to Stevie's birthday party. 

8.20 The shop owner's friends 
accuse her of being immature. (AD) 


9.00 The Catherine Tate Show 
Featuring Bernie the incompetent 
nurse and the foul-mouthed Nan. 
9.40 Nan visits a pound shop. 
10.20 A death row wife finds love 
with a convicted murderer. (AD) 


11.00 Nurses Down Under 
Witness medical dramas through 
the eyes of the nurses. (AD) 
12 midnight One Born Every 
Minute 1.00am Lives on Fire 
2.00-3.00am Stacey Dooley: 
inside Spain's Narco Wars (AD) 
F'view 25 F'sat 156 Sky 132 (133 Scotland) 
Virgin 125 +1 Sky 232 (233 Scotland) Virgin 325 


7.00am Escape to the Country 
11.00 My Lottery Dream Home 
3.00pm A Place in the Sun 
8.00 Escape to the Country: 
Jules Hudson is in North Wales 
helping a couple to find their first 
home together 9.00 Good Bones: 
Mina and the team have their work 
cut out for them as they create 
an eclectic mid-mod villa while 
upholding its historical integrity 
10.00 Escape to the Country: triple 
bill. A couple search for a rural 
home in Norfolk 11.00 Sonali Shah 
helps a couple searching for a 
home in Dorset 12 midnight 
Three generations of a family 
search for a home in rural Devon 
1.00am Luxe for Less: transforming 
a kitchen 2.00 Escape to the Country 
3.00-4.00am A Place in the Sun 
F'view 44 F'sat 166 Sky 158 Virgin 191 
Sky 258 Virgin 391 


Available in London area only. Other regional 
stations are available on Freeview 7 or 8 


6.00am London's Weekend 7.00 
The Prisoner 8.00 Revolution in 
Colour 9.00 Castle Builders 10.00 
Clive James 11.00 FILM Death of 
a Salesman *** 1.45pm FILM 
High Rise Donkey *** 3.00 FILM 
Penny Princess *** 4.50 FILM 
Black Jack *** 7,00 The World's 
Most Incredible Hotels 8.00 William 
and Mary 9.00 & FILM Amerika 
Square *** +subtitles. 10.45 
FILM Eden Lake &** Horror 
thriller starring Michael Fassbender 
12.35am FILM Nineteen Nineteen ** 
Drama starring Maria Schell 2.35 
London Districts 3.00 Tabernacle 
Choir: Music and Words 3.30 News 
Rewind 5.00-6.00am Talking Points 


F'view 8 Sky 117 Virgin HD 159 


Sophie Grigson: Slice of Italy 
8.00pm Dining in Puglia 


6.00am Diners, Drive-ins and Dives: 
Triple D Nation 8.00 The Pioneer 
Woman 1.00pm James Martin: 
Yorkshire's Finest 3.00 John 
Torode’s Korean Food Tour (AD) 
6.00pm John Torode's Korean 
Food Tour: double bill. John 
continues his adventure in the city 
of Busan, then returns to Seoul (AD) 
8.00 Sophie Grigson: Slice of Italy: 
double bill as the chef shares her 
new world in beautiful Puglia 
9.00 Secret Eats with Adam 
Richman 9.30 Man Finds Food: 
five episodes. Adam Richman 
samples a bacon-wrapped sandwich 
stuffed with cheese in Johannesburg 
10.00 Adam travels to Cape Town 
to seek out the city's best off-menu 
eats 10.30 In Manila, Adam samples 
ostrich salpicao, New York strip, 
soupless ramen and a 12-course 
lechon dinner 11.00 Adam explores 
Ho Chi Minh City, Vietnam, where 
he tries cashew smoked ribs 
11.30 Adam explores Hong Kong, 
where he visits a secret speakeasy 
hidden inside a stamp shop 
12 midnight Mystery Diners 2.00- 
3.00am Halloween Baking Championship 
F'view 43 F'sat 148 Sky 140 
(141 Scot) Virgin 190 +1 F'sat 149 Sky 240 (241 Scot) 


8.00am Diagnosis Murder 1.00pm 
FILM For the Love of Chocolate ** 
2.50 Movie News 3.00 FILM 
Love on the Menu ** 4.50 Movie 
News 5.00 FILM A Dash of Love 
** 6.50 Movie News 7.00 FILM 
Appetite for Love ** 8.50 Movie 
News 9.00 Lost Letter Mysteries: 
The Impossible Dream 10.45 Lost 
Letter Mysteries: Truth Be Told 
12.30am Movie News 12.40 Castle 
1.40 Movie News 1.50 Castle 2.50 
Movie News 3.00 Return of the Saint 
3.50 Movie News 4.00 Highway to 
Heaven 4.50=5.00am Movie News 
Freeview 50 (limited) Freesat 142 
Sky 157 Virgin 170 +1 Freesat 143 Sky 257 


9.00am Medical Detectives 12 noon 
Facing Evil: four episodes. The story 
of Charles Dean Hood 12.30pm 
A woman is left a quadriplegic as 
two millionaires accuse each other 
of attempted murder 1.00 A man 
is killed by his girlfriend's mother 
1.30 Sylvilla Humphrey shoots Ercell 
Minix in the neck 2.00 Medical 
Detectives 5.00 Judge Judy 
12.30am World's Most Unexplained 
1.00 Something's Killing Me 3.40 Facing 
Evil 5.25-6.00am Medical Detectives 
Freeview 68 Freesat 134 
Sky 147 Virgin 172 


6.00am Westminster Hall 11.00 PMQs 
11.35 Welsh First Minister's Questions 
12.35pm House of Lords 1.20 House 
of Commons 1.55 House of Lords 2.30 
House of Commons 3.30 Senedd Cymru 
4.30 House of Lords 6.00 Select 
Committees 12 midnight PIMQs 12.35am 
Welsh FMQs 1.35 House of Lords 2.20 
House of Commons 2.55 House of 
Lords 3.30 House of Commons 
4.30-6.00am House of Lords 


Jurassic Cash 8.30pm 
An auctioneer asks for calm 


8.00am Beautiful Serengeti 8.30 
as 6.10pm 9.35 as 7.15pm 10.45 
Jurassic Cash 11.55 Bonnie and 
Clyde 1.00pm Beautiful Serengeti 
1.30 as 10.50pm 2.40 Wyatt Earp 
3.50 Annie Oakley 5.00 Billy the Kid 


6.10pm Peru, Sacrifices in the 
Kingdom of Chimor Scientists 
investigate a potential mass- 
sacrifice during the 15th century. 


7.15 Pompeii: Buried Secrets 
of the Villa Giuliana The story 
behind the Roman ceremonial 
chariot found in Pompeii. 


8.30 Jurassic Cash The 
debate over whether fossils 

are commodities to be traded or 
relics to be studied by experts. 


9.40 Bonnie and Clyde How the 
criminal couple's gang evolved 
from petty thieves to bank robbers. 


10.50 Butch Cassidy and the 
Sundance Kid Documentary 
about the 1890s Wild West duo 
who robbed trains and banks. 


12 midnight Wyatt Earp 
1.15-2.00am Beautiful Serengeti 

F'view 84 (Ipm-12 midnight only) 
Freesat 155 Sky 174 Virgin 187 


6.00am Wicked Tuna 8.00 Swamp 
People: Serpent Invasion 9.00 
Monsterquest 10.00 Pawn Stars 
12 noon Storm Stories 2.00pm 
Ancient Aliens: four episodes 
6.00pm Ancient Aliens: double 
bill. The locations chosen for sacred 
temples, then Giorgio Tsoukalos 
looks at the most compelling UFO 
investigations of all 8.00 Al Murray: 
Why Do the Brits Win Every War? 
9.00 Mafia Killers 10.00 New. Cops 
Uncensored: double bill. Police 
officers pursue a speeding car being 
driven erratically, then confront a 
man brandishing a knife 11.00 New. 
Homicide: Hours to Kill: the deaths 
of a funeral director and his intern 
12 midnight Secrets in the Ice 

1.00am Evidence of the Unexplained 
2.00 Believers: Extreme Hauntings 
5.00-6.00am Hardcore Pawn 


F'view 64 F’sat 162 Sky 164 Virgin 174 


7.00am The Chase 9.00 Through 
the Keyhole 11.00 Family Fortunes 
1.00pm All Star Family Fortunes: 
double bill. With Carol Vorderman 
and Russell Grant, then with June 
Brown and Simon Webbe 3.00 
Strike It Lucky: Michael Barrymore 
hosts the madcap game show 
4.00 Tenable: double bill. A team 
of five family members from 
Coventry attempt to win a cash 
prize, then five firefighters from 
Lincoln take part 6.00 The Chase: 
three editions of the quiz show 
hosted by Bradley Walsh (AD) 
9.00 The Chase Celebrity Special: 
Adam Garcia, Carol Decker, Holly 
Walsh and Rylan take on quiz 
genius the Chaser and secure a 
cash prize for charity 10.00 The 
Chase 11.00 Bullseye: ten editions 
4.00am The Chase Celebrity Special 
5.00-6.00am The Chase 


5.40am Peppa Pig 5.45 Paw Patrol 
6.00 Peppa Pig 6.05 Blue's Clues & 
You 6.25 Sesame Street Mecha 
Builders 6.40 New. Pirata & Capitano 
6.50 Thomas & Friends 7.15 Paw 
Patrol 7.25 Pip and Posy 7.40 Peppa 
Pig 8.00 The Adventures of 
Paddington 8.15 Ben and Holly's Little 
Kingdom 8.30 Chip and Potato 8.45 
New. Pop Paper City 9.00 Meet the 
Experts 9.10 New. Reu & Harper's 
Wonder World 9.20 New. Santiago of 
the Seas 9.35 Baby Shark's Big Show! 
9.45-9.50am Sunny Bunnies 


Full listings for Channel 5 are on p50 


6.00am Baby Jake 6.10 Twirlywoos 
6.20 Bing 6.30 Love Monster 6.40 
Chuggington: Tales from the Rails 6.50 
Go Jetters 7.00 Postman Pat: SDS 7.15 
Bing 7.35 Hey Duggee 7.50 Go Jetters 
8.00 Peter Rabbit 8.15 Octonauts: 
Above & Beyond 8.25 Chuggington: 
Tales from the Rails 8.35 Bitz & Bob 
8.50 The Furchester Hotel 9.00 
Something Special: We're All Friends 
9.25 Bluey 9.40 New. Halloween in 
the CBeebies House 9.55 Supertato 
10.00 Justin's House 10.25 Pfffirates 
10.35 Get Set Galactic 11.00 The 
Game Catchers 11.05 Patchwork Pals 
11.10 Love Monster 11.20 Vegesaurs 
11.25 Kiri & Lou 11.30 Colourblocks 
11.35 Let's Go for a Walk 11.50 JoJo & 
Gran Gran 12 noon My World Kitchen 
12.15pm Old Jack's Boat 12.30 Hey 
Duggee 12.45 Octonauts 1.00 Bitz & 
Bob 1.10 Love Monster 1.25 Go Jetters 
1.35 Messy Goes to OKIDO 1.45 Dog 
Loves Books 1.55 Roots and Fruits 
2.00 Something Special: We're All 
Friends 2.20 Get Well Soon 2.35 Molly 
and Mack 2.50 Alphablocks 2.55 
Baby Jake 3.05 Supertato 3.15 JoJo 
& Gran Gran 3.25 Fred & Pete's 
Treasure Tales 3.40 GiggleQuiz 3.55 
Alphablocks 4.05 Magic Hands Black 
History Songs 4.10 Treasure Champs 
4.30 Supertato 4.35 Bluey 4.43 My 
Petsaurus 4.45 The Game Catchers 
4.55 Steve and Aneeshwar Go Wild 
5.00 Andy's Prehistoric Adventures 
5.15 Katie Morag 5.30 JoJo & Gran 
Gran 5.45 Sarah & Duck 5.50 Charlie 
and Lola 6.05 Tee and Mo 6.10 
Clangers 6.20 In the Night Garden... 
6.48 Sarah & Duck 6.50-7.00pm 
CBeebies Bedtime Stories 


F'view 202 F'sat 608 Sky 608 Virgin 702 


7.00am Shaun the Sheep 7.05 
Sketchy Comedy 7.10 Danger Mouse 
7.20 Dennis & Gnasher Unleashed! 
7.35 Boy Girl Dog Cat Mouse Cheese 
7.45 New. Newsround 7.55 Ninja 
Express 8.05 Odd Squad 8.20 Oswaldo 
8.35 OOglies Funsize 8.40 Pokémon: 
Sun and Moon - Ultra Adventures 9.00 
New. Saturday Mash-Up! Live 11.30 
Blue Peter 12 noon The Next Step 
12.20pm Sketchy Comedy 12.25, 
Grizzy and the Lemmings 12.30 
Dragons: The Nine Realms 1.15 New. 
Total Dramarama 1.35 So Awkward 
2.35 Malory Towers 3.00 Home 
Sweet Rome 3.25 Jamie Johnson 
3.55 Gym Stars 4.15 Transformers 
EarthSpark 5.00 The Deep 5.25 
Dragons: Riders of Berk 5.45 Danger 
Mouse 5.55 Grizzy and the Lemmings 
6.10pm Total Drama Island: Reboot 
6.35-7.00pm Summer Camp Island 


F'view 201 F'sat 607 Sky 607 Virgin 701 


Streamed on ITVX Kids, plus on ITV2 
5am-9.00 and on ITVBe 9am to 12 noon 


ITV2 


5.00am Dodo 5.15 Scooby-Doo! 
Mystery Incorporated 5.35 Craig of the 
Creek 6.10 Teen Titans Go! 6.35 
Looney Tunes Cartoons 7.30-9.00am 
Scooby-Doo! Pirates Ahoy 


ITVBe 

9,00am Wildwoods 9.15 New. Minibods: 
Newt rides her bike 9.20 Lily's 
Driftwood Bay 9.30 The Hive 9.45 
Percy's Tiger Tales 10.00 Oddbods 
10.10 Happy the Hoglet 10.20 The 
Sound Collector 10.25 Sooty 10.40 
Pingu in the City 10.50 Bob the Builder 


11.00am Animal Farm **** 
This provocative political satire is 
an all-too-rare attempt to make 

an intelligent animation for 

adults. Maurice Denham (1954, U) (S) 
12.35pm Charlotte's Web kx* 
A clever spider called Charlotte 
ingeniously uses her web-spinning 
talents to save a small pig from the 
chop in this warm, part-animated 
fantasy. Julia Roberts, Dakota Fanning (2006, U) (S) 
2.30 Dunston Checks In *** 
Appealing comedy about an 
orangutan running riot in a snooty 
hotel. Jason Alexander, Faye Dunaway (1996, PG) (S) 
4.15 A Dog's Purpose ** 
Schmaltzy family adventure with 
lots of cuteness but little substance. 
Britt Robertson, Dennis Quaid (2017, PG) (S) 


6.15pm Midway *** 

The Second World War battle 
gets blockbuster treatment from 
Roland Emmerich in this war 
drama that favours spectacle 
over subtlety. Ed Skrein (2019, 12) (S) 


9.00 The Departed **x** 
Oscar-winning crime drama in 
which Boston's cops and robbers 
plant a mole in each other's 
organisation. Review, right. 
Leonardo DiCaprio, Matt Damon (2006, 18) (S) 


12 midnight & Crawlspace **x* 
A plumber fights for his life when 
killers come looking for hidden loot. 
Review, right. Henry Thomas (2021, 15) (S) 
1.45-3.40am Slender Man ** 
Three young women go looking for 
a friend and disturb a legendary 
bogeyman. Joey King (2018, 15) (S) 
Freeview 14 Freesat 300 

Sky 313 Virgin 428 

F'view 47 F'sat 301 Sky 314 Virgin 430 


6.00am Blind Spot ** Stolid 
British crime yarn about a soldier 
going after the villains who framed 
him. Robert MacKenzie (1958, U) (S) 7230 Cat 
and Mouse *** Claustrophobic 
B-movie thriller that generates a fair 
amount of suspense. Lee Patterson, Ann 
Sears (1958, PG) (S) 9.00 Saturday 
Morning Pictures Classic serials 
plus The Monster of Highgate Ponds 
(1961). ($)12 noon Battle beyond the 
Sun * Cult sci-fi movie, cannibalised 
from an earlier Soviet film. Edd Perry, 
Arla Powell (1962) 1.25pm One Step 
Beyond TV sci-fi series. (S)2.00 The 
Outer Limits TV sci-fi. (S) 3.00 
Thunderbirds TV sci-fi series. 

4.05 The Adventures of Robinson 
Crusoe **** Director Luis 
Bufiuel's exceptional yet relatively 
restrained take on Daniel Defoe's 
classic novel. Dan O'Herlihy (1952, U) (S) 
6.00pm At the Earth's Core ** 
Chintzy adaptation of the Edgar 
Rice Burroughs novel. Doug McClure, 
Peter Cushing, Caroline Munro (1976, PG) (S) 

8.00 Maigret TV detective series. (6) 
9.00 Firewalker * Truly awful 
western adventure. Chuck Norris, 

Louis Gossett Jr, Melody Anderson (1986, 15) (S) 
11.05 Spanish Fly ** Silly British 
sex farce with Leslie Phillips and 
Terry-Thomas. Graham Armitage (1975, 15) 
12.50am Trapped ** x Well-made 
film noir starring Lloyd Bridges as a 
hard-boiled counterfeiter who is 
sprung from prison by the treasury 
department. Barbara Payton (1949, PG) (S) 
2.25 Half-Human: the Story of 
the Abominable Snowman * 
Botched US recut of a Japanese 
horror from the director of the 
original Godzilla. John Carradine (1957) (S) 
3.45-5.45am The Captive Heart 
+k *k*& Michael Redgrave gives an 
excellent performance in this classic 
PoW drama. Rachel Kempson (1946, PG) (S) 


Freeview 232 Freesat 201 Freeview 48 Freesat 146 11.20 Postman Pat 11.35 Mumfie Freeview 82 
Sky 504 Virgin 605 Sky 145 Virgin 139 11.45-12 noon Pip Ahoy! Freesat 306 Sky 328 Virgin 445 
ALL PROGRAMMES ON THE ABOVE CHANNELS ARE REPEATS UNLESS OTHERWISE STATED Redidines = ss 
| 


Radiolimes Five Star Film Guide From Alien to Zulu, discover the best-rated films in RT's history 


U- suitable for all; PG Parental Guidance - for general viewing, but some scenes may be unsuitable for young or sensitive children; 12, 15, 18 - for viewers of these ages and over. 


9.00am Sun, Sea and Murder ** 
Passable TV-movie thriller. Christie Burson 
(2019) 10.40 An Aurora Teagarden 
Mystery: A Very Foul Play 12.25pm 
Garage Sale Mysteries: Murder Most 
Medieval 2.15 You Don't Mess 
with the Zohan ** Heavy-handed 
comedy. Adam Sandler, Rob Schneider (2008, 12) 
4.30 Annie ** Haphazard update 
of the hit musical. Jamie Foxx (2014, PG) 
6.55pm Night at the Museum 2 
%*** Ben Stiller tries to rescue his 
exhibit buddies from storage in this 
fun sequel. Review, right. (2009, PG) 
9.00 Immortals *** Fearsome 
warriors are unleashed to battle 
Greek gods in this spectacular (and 
rather camp) fantasy. Henry Cavill (2011, 15) 
11.15 The Forgotten ** 
Psychological mystery thriller with 
little tension but some effective 
jolts. Julianne Moore, Dominic West (2004, 12) 
1.05am The Operative ** Rookie 
agent Diane Kruger goes under cover 
in this complex spy thriller. (2019, 15) 
3.30 Wild West Chronicles 4.00= 
5.40am The Wedding Stalker ** 
Melodramatic thriller. Heather Morris (2017) 
Freeview 34 Freesat 302 

Sky 321 Virgin 425 

Freeview 61 (/imited 10pm-5am) Sky 322 


8.00am Wild West Chronicles 10.10 
King of Texas ** Ambitious but 
unpersuasive drama. Patrick Stewart (2002, 12) 
12.10pm Massacre at Buffalo 
Valley ** Caught between natives 
and settlers. Kelly Greyson (2013, 12) 2.20 
Cowboy *** Grim but gripping 
western. Glenn Ford (1958, PG) 4.15 The 
Last Posse ** Riding out after a 
trio of thieves. Broderick Crawford (1953, U) 
5.45 The Phantom Stagecoach 
** Agent William Bishop investigates 
armed robbers on the road. (1957, U) 
7.15pm Gun Fury *** Moody 
western with Rock Hudson as the 
rancher who chases down the gang 
that's abducted his fiancée. (1953, U) 
9.00 Double Team ** 
Jean-Claude Van Damme plays an 
anti-terrorist agent on the trail of a 
master criminal. Dennis Rodman (1997, 18) 
10.55 Kill 'Em All ** Typically 
bruising Jean-Claude Van Damme 
action thriller. Peter Stormare (2017, 15) 
1.00am Bombers of the Second 
World War 2.00 Wild West 
Chronicles: double bill 3.00= 
5.00am Battle Honours: double bill 


Freeview 42 (limited) 
F'sat 305 Sky 323 Virgin 426 +1 Sky 324 


8.00am A Christmas Kiss ** 
Predictable but fun romance. Laura 
Breckenridge (201!) 10.00 Another 
Christmas Kiss ** Easy-going 
sequel. (2014)12 noon Finding Father 
Christmas ** Searching for the dad 
she never met. Erin Krakow (2016) 2.00pm 
A Family for the Holidays ** 
A secret brings heartache. Erin Krakow 
(2017) 4.00 My Christmas Dream 
** Will love triumph over ambition? 
Danica McKellar, David Haydn-Jones (2016) 
6.00pm Hearts of Christmas 
%** A woman clashes with her new 
manager over a party. Emilie Ullerup (2016) 
8.00 Hats Off to Christmas ** 
Undemanding drama. Haylie Duff (2013) 
10.00 My Christmas Love **x* 
A woman tries to find out who is 
sending her gifts. Meredith Hagner (2016) 
12 midnight Mr Christmas ** 
Predictable romantic drama. Sam Page, 
Tara Holt (2017) 2.00am Highway to 
Heaven 3.00-5.00am Lucky 
Christmas ** Sweet story starring 
Elizabeth Berkley. Jason Gray-Stanford (201!) 
Freeview 52 

Freesat 303 Sky 319 Virgin 424 

F'view 63 (limited 10pm-5am) F'sat 304 Sky 320 


Sky Premie 2 


6.45am Mob Land ** Crime-by- 
numbers heist drama. Shiloh Fernandez, 
John Travolta (2023, 15) 8.35 Sky Cinema 
Preview 9.00 Sick *** Slick 
slasher thriller. Gideon Adlon (2022) 10.40 
Shrapnel ** No nonsense action 
thriller. Jason Patric (2023, 15) 12.25pm As 
6pm 2.20 Cocaine Bear *** 
Oddball, gleefully deranged thriller. 
Keri Russell (2023, 15) 4.10 65 *& 9% 
Derivative sci-fi romp. Adam Driver (2023, 12) 
6.00pm Puss in Boots: the Last 
Wish **** The fearless cat sets 
out to restore his vitality in this fun 
animated sequel. Antonio Banderas (2022, PG) 
8.00 Dd Pearl **** Vibrant 
horror prequel to X, in which Mia 
Goth's dancer falls for a cinema 
projectionist. Review p43. (2022, 15) 
9.45 The Fabelmans 
Late-career coming-of-age 
masterpiece from Steven Spielberg. 
Michelle Williams, Paul Dano, Gabriel LaBelle (2022, 12) 
12.25am Unwelcome ** Creepy 
comedy horror. Hannah John-Kamen (2022, 15) 
2.10 Swallowed *** Smart horror. 
(2022, 18) 3.50 Maggie Moore(s) 
4% Wry comedy thriller. Jon Hamm, 
Tina Fey (2023) 5.35 Sky Cinema Preview 
Sky Premiere Sky 301 Virgin 401 

BT 501/HD 515 +1 Sky 312 


7.00am World's Most Unexplained 
8.00 Ice Quake ** Over-talky 
Alaska-set disaster thriller with a few 
nice touches. Brendan Fehr (2010, 12) 10.00 
The Six Million Dollar Man: five 
episodes 3.00pm All Quiet on the 
Western Front *** Worthy 
remake of the classic First World War 
drama. Richard Thomas, Ernest Borgnine (1979, PG) 
6.05pm Instrument of War 
k**® A PoW makes a violin in this 
stirring true-story wartime drama. 
Jack Ashton, Elliot James Langridge (2017, 12) 
7.50 The Twilight Zone TV sci-fi. 
9.00 Dl Forsaken **>* Solid, old- 
fashioned western with Donald and 
Kiefer Sutherland as a father and 
son battling a land baron. (2015, 15) 
10.55 In a Valley of Violence 
k&k*& Ethan Hawke's drifter gets 
into trouble in a sleepy town in this 
underrated western. John Travolta (2016, 15) 
12.55am Hostel ** Gory tale 
about a trio of backpackers falling 
prey to a snuff ring. Jay Hernandez (2005, 18) 
2.45-4.30am Office Uprising 
4% Bloody action horror in which 
an energy drink turns people into 
homicidal maniacs. Brenton Thwaites (2018, 15) 


F'view 41 F'sat 137 Sky 148 Virgin 149 


8.00am Lord of the Elves ** 
Lord of the Rings-style mockbuster 
about an enslaved tribe that turns to 
humans for help. Christopher Judge (2012, 12) 
10.00 Martian Land ** Humanity 
has made a thriving community on 
Mars, until a giant sandstorm 
threatens everything. (2015, PG) 

12 noon Super Cyclone ** 

An engineer and a scientist must 
save the world from the storm to 
end all storms in this low-budget 
movie. Ming-Na (2012)2.0O0pm End of 
the World * Awful disaster drama 
following a family fleeing a series of 
natural calamities. J Jney Castles (2018, 15) 
4.00pm Farscape Five episodes 
of the TV sci-fi starring Ben Browder. 
9.00 The Final Wish *** 
Well-crafted psychological horror 
about a wishing urn that turns 
malevolent. Lin Shaye, Michael Welch (2018, 15) 
10.55 Open 24 Hours ** 
Blood-soaked slasher movie in 
which a woman fears her serial-killer 
boyfriend is back from the dead. 
Vanessa Grasse, Brendan Fletcher (2018, 18) 
1.00-3.00am As 9pm 


F'view 69 F'sat 138 Sky 317 
F'sat 139 Sky 318 Virgin 371 


Virgin 171 


@ Dream Horse «*x*x* 
9.25-11.40pm C4 


PG) 


DRAMA A racehorse runs against much fancier 
competition in this Welsh underdog drama. Based on a true 
story (as told in the 2015 documentary Dark Horse), it casts 
Toni Collette (above) as bartender/clerk Jan, who, along 
with her dutiful, unemployed husband (a skilful turn from 
Owen Teale) and tax expert Howard (Damian Lewis), sets 
out to breed a thoroughbred via a racing syndicate funded 
by local people. Like The Full Monty on four legs, it's a 
rousing, emotional film that earns its cheers and its tears. 
KAREN KRIZANOVICH (UK 2020, some swearing, sexual references, HD) 


© @ Spider-Man: Into the 
WPA Spider-Verse kx 
11.55am-2.10pm C4 PG) 


ADVENTURE This animated 
spin for the webslinging 
superhero sees young Miles 
Morales (voiced by Shameik 
Moore) gaining superpowers 
from the bite of a radioactive 
spider. He then teams up 
with other spider folk from 
across the multiverse to stop 
villain Kingpin. The film is 
bursting with colour and 
in-jokes, and it deservedly 
won an Oscar. STEPHEN 
CARTY (US 2018, violence, HD) 


The Cruel Sea kK ** 
1.00-3.00pm BBC2 PG| 


WAR Captain Jack Hawkins 
and his inexperienced crew 
take on the German fleet in 
the Battle of the Atlantic in 
this stirring drama. Director 
Charles Frend offers precious 
insight into the conditions and 
emotions experienced by the 
sailors, and there are fine 
performances from Hawkins, 
Donald Sinden, Stanley Baker 
and Denholm Elliott. DAVID 
PARKINSON (UK 1952, BW, HD) 


© @ Harry Potter and the 
BFA Philosopher's Stone 


tok 

4.05-6.55pm ITV1 PG| 
ADVENTURE This charming 
adaptation of the first of 


JK Rowling's bestselling books 
turned the series into a 


full-blown phenomenon. 
Daniel Radcliffe makes a 
likeable Harry, who is whisked 
off to Hogwarts School of 
Witchcraft and Wizardry. 

A scene-stealing Robbie 
Coltrane is among a host of 
familiar faces among the 
cast. ANDREW COLLINS 

(US 2001, may be edited for violence, HD) 


Battle of the Bulge 
tot 4.20-7.25pm C5 


WAR Director Ken Annakin's 
all-star Second World War 
epic depicts the last German 
offensive in 1944, when tanks 
smashed their way through 
the pine forests of the 
Ardennes. It's a study of 
resolve on both sides, but 
dominating the film is Robert 
Shaw's portrayal of a German 
colonel, a military genius 
plagued by paranoia. ADRIAN 
TURNER (US 1965, violence, HD) 


© o Night at the Museum 2 
fal kk 6.55-9.00pm 
Great Movies P| 


COMEDY This snappy sequel 
sees Ben Stiller's former 
night watchman return to 
New York's Museum of 
Natural History, only to find 
his exhibit pals are headed 
for permanent storage in 
Washington. The film has a 
broader scope and more 
imagination than the original, 
but it's the delightful special 
effects that impress the most. 
KK (US/Can 2009, some violence) 


The Departed kx * * 
9.00pm-12 midnight 
Film4 


CRIME Martin Scorsese won 
the best director Oscar for 
this Boston-set crime saga. 
Leonardo DiCaprio is the cop 
who goes under cover to help 
catch Jack Nicholson, the 
Mob boss who has groomed 
Matt Damon to be his spy on 
the force. DiCaprio also stars 
in Scorsese's Killers of the 
Flower Moon, in cinemas this 
weekend. LESLIE FELPERIN 
(US 2006, violence, swearing, sex 
scenes, nudity, drug abuse, HD) 


Collateral x ***« 
11.40pm-1.45am C4 15 


THRILLER Tom Cruise stars 
as aruthless hitman in Heat 
director Michael Mann's edgy 
thriller. After hijacking a taxi, 
Cruise embarks on a series 
of assassinations across Los 
Angeles, while hapless cabbie 
Jamie Foxx tries to work out 
ways to escape. Cruise is well 
cast against type, but it's 
Mann's visual style that really 
marks the film out. ADAM 
SMITH (US 2004, violence, swearing, HD) 


Poltergeist k* ** 
1.50pm-1.40am BBC1 
(starts 1.05am in Scotland) 


See review, page 83. (US 1982, 
violence, swearing, drug abuse, HD) 


fd Crawlspace *** 
12 midnight-1.45am Film4 


THRILLER In this effective 
survival movie, kindly plumber 
Henry Thomas is trapped in 
the crawlspace of a remote 
cabin by robbers looking for 
a stash of cash. Wounded, 
scared and incommunicado, 
he resorts to the tools of his 
trade to fight back. Director 

L Gustavo Cooper leavens the 
bloody action with plenty of 
humour. JEREMY ASPINALL (US 
2021, violence, swearing, drug abuse, HD) 


Sky Cinema picks 


Minions: the Rise of Gru 
kK 2.20-4.00pm 

Sky Animation 

Funky 7Os-set sequel. (2022, U) 
Sky 305; Virgin 412; BT 500/514 
A Beautiful Mind ** * 
5.40-8.00pm Sky Drama 
Oscar-winning biopic. (2001, 12) 
Sky 310; Virgin 410; BT 510/524 
Notting Hill ** *«* 38.00- 
10.10pm Sky Cinema Comedy 


Light-hearted romcom. (1999, 15) 
Sky 308; Virgin 408; BT 508/522 


Over a century of cinema covered in 250 reviews from the Radiolimes film team 


Order on page 13 
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LIVE Boxing 700pm 
Joshua Buatsi is in action 


6.00am Monkey Life 8.30 FILM 
Monster Family * Animated comedy 
with the voice of Emily Watson (AD) (W) 
10.30 New. Saturday Social 

12 noon David Attenborough's 
Wild City: the veteran broadcaster 
examines the wildlife of Singapore 
(AD) 1.00pm Viking Quest: America: 
constructing the largest sea-going 
Viking-type ship in 1,000 years 
2.00 Truth and Lies: the history of 
scandals 3.00 Soccer Saturday 5.00 
Football's Funniest Moments (AD) 


6.00pm New. Cricket World Cup 
Action from the Netherlands v 

Sri Lanka group match, which 

was staged at the BRSABV Ekana 
Cricket Stadium in Lucknow, India. 


7.00 LIVE Boxing Coverage of 
Joshua Buatsi v Dan Azeez, the 
light-heavyweight bout in London, 
plus the undercard. Both fighters 
enter the contest with unblemished 
professional records, and they will 
put their friendship to one side as 
they look to move a step closer to 
earning a shot at a world title. 


11.30 New. Cricket World Cup 
Action from the England v South 
Africa group match from 
Wankhede Stadium, Mumbai. 
12.30am Cobra: Rebellion 1.30 
Formula One: the US Grand Prix 
sprint race 2.30 Brassic 3.30 
Never Mind the Buzzcocks (AD) 
4.15-6.00am Nothing to Declare 
Sky Showcase Sky 106 Virgin 109 

BT 340/HD 355 +1 Sky 206 


ky Sci-Fi 


6.00am Most Haunted 8.00 
Home Shopping 11.00 Stargate 
SG-1 4.00pm Stargate Atlantis 


6.00pm Stargate Atlantis 
13/20 Series 4. The ancient city 
goes into lockdown, isolating 
various members of the crew and 
putting friendships to the test. 
7.00 14/20. Sheppard and McKay 
come to the aid of a child princess 
who must undergo a gruelling rite 
of passage to claim her throne. 
8.00 15/20. Sheppard is asked 
to help track down a dangerous 
human-form Replicator that has 
escaped from a research facility. 


9.00 True Blood 9/12 Series 4 
Eric's mind is altered by another 
spell. Debbie plots to ensure 
Sookie will not steal Alcide's 
affections, and a possessed 
Lafayette ends up in a stand-off 
with the Bellefleurs. 

10.05 10/12. Sookie manages to 
reverse Eric's memory loss. Sam 
turns his anger on brutal alpha 
werewolf Marcus, and Terry takes 
Andy to their favourite childhood 
haunt for an intervention. 


11.10 The A to Z of Horror 
Movies An alphabetical trip, 
featuring special guests watching 
some of the genre's most 
terror-inducing clips. 

12 midnight Jason Blum's Horror 
Movie Picks 12.20 Stargate SG-1 
3.15 Star Trek: the Next Generation 
5.05-6.00am Most Haunted 

Sky Sci-Fi Sky 139 (140 Scotland) Virgin 122 
BT 348/HD 363 #1 Virgin 229 


Game of Thrones 750pm 
Ramsay makes a risky move 


6.00am Urban Secrets: triple bill 
9.00 Penny Dreadful: City of 
Angels: five episodes (AD) 


2.30pm Ray Donovan 11/12 
Series 5. Ray searches for Frank 
in an attempt to get Bridget out 
of jail, and Bunch is hit with a 
heartbreaking confession. 

3.30 12/12. Ray goes to 

New York to arrange a surgery 
that may save Smitty. 

4.35 Vi2 Series 6. A suicidal Ray 
is pulled from the East River. 
5.40 2/12. A witness with answers 
could rock Mac and Ray's worlds. 
6.45 3/12. Ray begins working 
or Sam Winslow again. (AD) 


7.50 Game of Thrones 9/10 
Series 6. As the Starks prepare to 
ight, Davos loses something dear. 
9.00 10/10. As Cersei awaits 
judgement, Walder Frey and 
Jaime celebrate at Riverrun. 
10.15 1/7 Series 7. Jon organises 
he defence of the North, Cersei 
ries to even the odds, and 
Daenerys comes home. 

11.25 2/7. Daenerys receives 

an unexpected visitor, Jon faces 

a revolt and Tyrion plans the 
conquest of Westeros. 

12.30am 3/7. Daenerys holds 
court, Cersei returns a gift and 
Jaime learns from his mistakes. (AD) 
1.40 The Gilded Age (AD) 3.10 Urban 
Secrets 5.00-6.00am Fish Town 
Sky Atlantic Sky 108 (109 Wales) 

BT 342/HD 357 +1 Sky 208 (209 Wales) 


Sky Witness 


6.00am Motorway Patrol 8.30 
Border Patrol 12 noon The Force: 
Manchester 1.00pm Caught Red 
Handed 2.30 Caught on Dashcam 


3.30pm Nothing to Declare 
Nine back-to-back editions of 
the documentary accessing 
the work of national security 
at Australia’s biggest airports. 


8.00 FBI 10/23 Series 5 

The team are forced to jump into 
immediate action when a Joint 
Operations Centre analyst, Kelly 
Moran, is taken hostage. 


9.00 FBI: International 10/22 
Series 2. When a young US 
basketball player for a Lithuanian 
team goes into cardiac arrest, the 
Fly Team — along with new agent 
Zoey McKenna — investigate. 


10.00 FBI: Most Wanted 10/22 
Series 4. The team discover that 
the abductor of a state police 
detective is connected to an 
individual from a recent case. 


11.00 Law & Order: Special 
Victims Unit 22/22 Series 24. In 
the search for a revenge-for-hire 
crime ring, Benson and Stabler 
join forces. Meanwhile, Jet's plan 
to hack the dark web backfires. 

12 midnight Law & Order: Organized 
Crime: Stabler and Benson are 
benched by the US Attorney 
1.00am The Rookie: a prison bus 
crashes, giving some inmates a 
chance to flee (AD) 2.00 FBI (AD) 
4.00-6.00am Nothing to Declare 
Sky Witness Sky 107 Virgin 110 

BT 341/HD 356 +1 Sky 207 Virgin 310 


Teen Wolf 700pm Teenager 
Scott has growing pains 


6.00am The Flash 11.00 Merlin (AD) 


3.00pm Hawaii Five-O 21/25 
Series 9. A murder may hold the 
key to a 20-year-old case. 

4.00 22/25. Adam investigates 
the murder of an undercover agent. 
5.00 23/25. McGarrett helps his 
sister Mary spy on her neighbours. 
6.00 24/25. Fugitive Aaron 
Wright resurfaces to ask for help. 


7.00 Teen Wolf *** 
Comedy starring Michael J 
Fox. Everyone suffers growing 
pains, but when high-school 
student Scott discovers that he is 
turning into a werewolf, he turns 
his inheritance to his advantage. (W) 


9.00 Never Mind the Buzzcocks 
9/9 Series 3. featuring guests 

Kiell Smith-Bynoe, Danny Goffey 
and Freya Ridings. (AD) 


9.45 Cobra: Rebellion 2/6 
Series 3. Robert and Rachel travel 
to the site of the sinkhole. 


10.45 Brassic 4/8 Series 5 
Erin's dad dies, taking her back to 
the town where she grew up. (AD) 


11.45 Warrior 8/10 Series 3 

Li Yong receives a grim warning. 
12.55am The Force: North East 
2.00 New. The Blacklist 18/22 
Series 10. Repeated Sunday 10pm 
3.00 Road Wars 4.00-6.00am 
Sun, Sea and A&E: two episodes 


Sky Max Sky 113 (114 Wales) Virgin 111 
BT 346/HD 361 


Sky Replay 


7.00am Dragons: Rescue Riders 9.05 
Four Weddings 11.00 DC's Legends of 
Tomorrow (AD) 4.00pm Quantum 
Leap: five episodes. Sam occupies the 
body of a suicidal divorcee 5.00 Sam 
becomes an undercover cop in 1969 
6.00 Sam jumps into his teenage self, 
and tries to avert a series of disasters 
about to strike his family 700 Sam 
ries to save his brother 8.00 Sam 
occupies the body of a priest 9.00 
Fantasy Island: double bill. A woman 
wants to go back in time and be a princess, 
hen Javier and Roarke finally have a 
conversation about their relationship 
11.00 Warrior: Hop Wei and Long Zii 
gather for Mai Ling's wedding, while 

Li Yong receives a grim warning from 
Kong Pak, and Bill returns to the force 
12 midnight The Blacklist 1.00am 

A League of Their Own US Road Trip 
(AD) 4.00-6.00am Four Weddings 


Sky Replay Sky 152 Virgin 156 


Sky Crime 


6.00am Highway Cops 7.00 Highway 
Patrol (AD) 10.30 Caught Red Handed 
12 noon How | Caught the Killer 
1.00pm Forensics: Catching the Killer 
(AD) 2.00 World's Most Evil Killers 
4.00 Britain's Most Evil Killers 

6.00 What the Killer Did Next: the 
disappearance of a student becomes 

a murder investigation (AD) 7.00 Killer 
in My Village 8.00 Britain's Most Evil 
Killers 9.00 Ireland's Most Evil Killers 
10.00 How | Caught the Killer: a 
20-year-old call girl who turned killer in 
Sacramento 11.00 Snapped: Notorious 
1.00am Snapped 2.00 New. The 
Murder of Grace Millane: a true-crime 
documentary about the murder of 
Grace Millane in 2018 4.00 Road Wars 
5.00-6.00am Motorway Patrol 


Sky Crime Sky 122 (123 Scotland) Virgin 121 


BT 349/HD 364 #1 Sky 222 (223 Scot) Virgin 321 


The Lenny Henry Show 
2.10am Comedy sketches 


7.05am Desmond's 7.45 Hi-de-Hi! 
8.20 Still Open All Hours 9.00 
Chef! 10.15 Only Fools and Horses 


6.40pm Only Fools and Horses 
Feature-length episode, guest 
starring Jim Broadbent. The 
Trotters dabble in the diamond 
import business — with old foe 
Inspector Slater hot on their trail. 
8.40 Rodney's plans to make 

a community film are spoiled 

by Del, who begins offering 

roles to anyone who wants one. 
9.20 An old friend returns from 
Australia flushed with success 
and offers Del a share in his 
business empire Down Under. (AD) 


10.00 Mrs Brown's Boys 
Agnes tries to solve son Dermot's 
relationship problems, and 
Grandad ends up in hospital after 
Dr Flynn's attempt to read his 
temperature goes awry. 

10.35 When Cathy refuses to 
introduce her boyfriend and Mark 
will not reveal why his wife threw 
him out, Agnes worries that her 
family is too secretive. 


11.10 Only Fools and Horses 

As 6.40pm. 

1.10am Lenny Henry's Race 
through Comedy: black and Asian 
stand-up over five decades (AD) 
2.10 The Lenny Henry Show 
2.55-4.00am Chef! 

Gold Sky 110 (111 Wales) Virgin 124 

BT 344/HD 359 +1 Sky 210 (211 Wales) Virgin 324 


Comedy 


8.00am The Fresh Prince of Bel-Air 


10.30 Crashing (AD) 1.30pm Will 
& Grace (AD) 4.00 Silicon Valley 


6.30pm The Office US: five episodes. 
Michael has trouble adjusting to Dunder 
Mifflin's acquisition 7.00 A visit from 
the Sabre CEO brings bad news for 
either Michael or Jim 7.30 Pam 
prepares to give birth 8.00 The office 
staff try to distract Pam during her 
contractions 8.30 Jim returns from 
paternity leave 9.00 Curb Your 
Enthusiasm: triple bill. Larry is 
blackmailed 9.35 Larry invites a sex 
offender to a Passover meal 10.15 
Larry makes a new friend 11.00 Saturday 
Night Live: American sketch show 
12.15am New. The Tonight Show 
Starring Jimmy Fallon: chat show 1.15, 
Enlightened 2.35 Camping (US) (AD) 
3.05-5.00am House of Lies: triple bill 


Sky Comedy Sky 114 (115 Wales) 
Virgin 112 BT 347/HD 362 


Comedy Central 


8.00am Blockbusters: double bill of the 
quiz. Dara O Briain hosts 9.00 Friends 
(AD) 3.00pm FILM Nacho Libre 
**&k& Sports comedy starring Jack 
Black 4.45 Friends: eight episodes (AD) 
9.00 FILM Scary Movie 2 * Horror 
parody sequel that sends up moments 
from The Exorcist and other films. 
10.30 FILM Beavis and Butt-head Do 
America *** Animated comedy. MTV 
couch potatoes Beavis and Butt-head 
wake up to find that their beloved TV 
has been stolen. Their attempts to get 
a replacement result in a series of 
adventures across America 12.05am 
South Park: the Streaming Wars 1.15 
Jimmy Carr: Being Funny 3.25 South 
Park 4.15=5.00am The Middle 


Comedy Central Sky 112 (113 Wa 
Virgin 132 BT 345/HD 360 
#1 Sky 212 (213 Wales) Virgin 332 
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Inspector George Gently 
6.00pm Bacchus and Gently 


7.10am Murdoch Mysteries: triple 
bill 10.00 Hudson & Rex (AD) 
2.00pm Father Brown (AD) 


6.00pm Inspector George 
Gently 1/4 Series 7 Bacchus and 
Gently investigate the rape of a 
prostitute, leading to animosity 
from their colleagues as they 
unravel the way the crime is 
handled by the force. (AD) 


8.00 Death in Paradise 2/8 
Series 2. As DI Poole and his 

team struggle with the mystery 
surrounding a fatal fire at a convent, 
DS Bordey tries to get to the bottom 
of the inspector's nun phobia. (AD) 


9.00 Shakespeare & Hathaway: 
Private Investigators 1/10 
Series 7. Frank Hathaway finds 

an unlikely partner in Luella 
Shakespeare when they are 
thrown together to catch a 

killer and clear her name. (AD) 


10.00 Father Brown 5/10 
Series 7. The Church of Apollo 
comes to Kembleford and Susie 
is immediately drawn to Kalon, 
its charismatic leader. (AD) 


10.00 Dark Winds 1/6 Series 1 
Two Navajo police officers 
investigate a series of crimes 
near Monument Valley. (AD) 

12 midnight Pretty Hard Cases 
(AD) 1.00-4.00am Hudson & Rex: 
three episodes (AD) 
Alibi Sky 109 (110 Wales) Virgin HD 114 

BT 343/HD 358 +1 Sky 209 (210 Wales) Virgin 191 


Discovery 


6.00am Blowing Up History 12 noon 
Wheeler Dealers 1.00pm Goblin Works 
Garage: five editions 6.00 Gold Rush: 


after years of not speaking, Rick asks 
Parker for a favour 7.00 Richard 
Hammond's Big: double bill. Richard 
joins the crew of the Marie Maersk 
container ship, then ventures into the 
world's longest underground railway 
connection, the Brenner Base Tunnel 
9.00 Gold Rush: the Dirt Presents: 
Christo looks at the past and on to the 
future, discussing new miners and 
ongoing conflicts 10.00 Expedition 
Bigfoot: strange sounds lead to a 
disturbing discovery for Ronny and 
Mireya 11.00 Monster Mako: Fresh 
Blood: Dr Austin Gallagher and his team 
get up close with predators in the shark 
dome 12 midnight Alaska: Homestead 
Rescue 4.00=5.00am How It's Made 


Discovery Sky 125 (126 Scotland) Virgin 177 
BT 320/HD 325 +1 Sky 225 (226 Scot) Virgin 377 


Discovery History 


6.00am How It's Made 9.00 Salvage 
Hunters: the Restorers (AD) 12 noon 
Salvage Hunters 3.00pm Shed and 
Buried 6.00 Combat Dealers: double 
bill. Bruce buys and sells various items of 
German hardware, then Bruce spends 
£40,000 on a Second World War army 
uniform 8.00 Greatest Events of World 
War Il: double bill. Colourised footage 
retelling the story of the Battle o' 
Stalingrad, then the story of the D-Day 
invasion 10.00 Estonia: a team examines 
the wreck of the Estonia 11.30 Bloody 
Britain: Rory McGrath looks back at 
one of Britain's most famous military 
victories, the gory and glorious Battle 
of Trafalgar 12 midnight Comba 
Dealers: triple bill 3.00-5.00am 
Salvage Hunters: double bill 


Discovery History Sky 177 Virgin 181 
#1 Sky 277 Virgin 381 


ALL PROGRAMMES ON THE ABOVE CHANNE! 


LS ARE REPEATS UNLESS OTHERWISE STATED 


Sky Documentaries 


When We Were Kings 7/5 pm 
Ali's 1974 comeback story 


6.00am Discovering: Frances 
McDormand 7.00 Discovering: Meg 
Ryan 8.00 The Directors (AD) 10.00 
Saviour Complex 1.15pm My Icon: 
Johnny Nelson (AD) 1.40 GoldenEra 
(AD) 3.40 SIC: Prince of MotoGP 
5.25 | Am Patrick Swayze: a 
tribute to the American actor (AD) 


7.15pm When We Were Kings 
The story of 
Muhammad Ali's fight to 
regain the world heavyweight title 
from George Foreman in Zaire in 
1974. Combining archive footage 
and interviews, the film explores 
the significance of the “Rumble in 
the Jungle”, both for Ali's career 
and African-American politics, 
capturing the excitement of a 
special moment in history. (AD) (W) 


9.00 New. The Insurrectionist 
@ Next Door Profiling people 
who stormed the US Capitol on 
6 January 2021, through a series 
of candid interviews conducted 
over the last two years. See p47. 


10.30 Belushi The life story 
of comedy star John Belushi, 
who captured the hearts and 
funny bones of audiences 
worldwide before his tragic and 
untimely death aged 33. (AD) 


12.30am Stockton on My Mind 
2.15 The Ibiza Affair: Uncovered 
4.05-6.00am The Donut King (AD) 


Sky Documentaries Sky 121 (122 Scotland) 
Virgin 188 BT 352/HD 367 


Nat Geographic 


8.00am Bid and Destroy: double bill 
9.00 Two Million Year Old Boy 10.00 
Lost Cities with Albert Lin (AD) 11.00 
Air Crash Investigation: seven episodes 
6.00pm Air Crash Investigation: five 
episodes. A plane that burst into flames 
on the runway 7.00 Experts investigate 
why Alitalia Flight 404, which crashed 
into a hill on its way into Zurich in 
November 1990, was flying so low 
8.00 A plane ends up at the wrong end 
of a runway, leading to a fatal collision 
9.00 A private jet slams into an 
apartment building, killing all nine 
passengers 10.00 Why a Boeing 737 
Max 8 plunged into the Java Sea (AD) 
11.00 Airport Security: Rome: police 
stop a father and son travelling with 
fake passports 12 midnight Banged 
Up Abroad 2.00am Abandoned 
2.55-5.00am Prairie Dog Dynasty 


Nat Geographic Sky 129 (130 Scotland) 
Virgin 183 #1 Sky 229 (230 Scot) Virgin 383 


Sky History 


6.00am Pawn Stars Do America 

7.00 Storage Wars 8.00 Hardcore 
Pawn 11.00 History's Greatest Myths 
2.00pm Pawn Stars 5.00 Viking 
Quest: America 6.00 Truth and Lies: 
Liam O'Rinn reveals how scandals are 
not a modern phenomenon and have 
actually accompanied human history 
since ancient times 7.00 Great Escapes 
with Morgan Freeman: interviews and 
re-creations bring some of history's 
most daring jailbreaks to life, detailing 
every step of the way 9.00 The Hunt: 
in Search of Australia's Big Cats 10.30 
Sex: a Bonkers History: Amanda Holden 
and Dan Jones focus on sexual 
behaviour in the 20th century 11.30 
Hardcore Pawn 12 midnight Pawn 
Stars 3.00-6.00am Hardcore Pawn 


Sky History Sky 123 (124 Scotland) Virgin 131 
BT 353/HD 368 +1 Sky 223 (224 Scot) Virgin 331 


Sky Nature 


Deadly Australians 9.00pm 
The life of a monitor lizard 


6.00am Hope for Wildlife 11.00 
Nature's Mass Attacks 1.00pm 
Africa's Claws and Jaws (AD) 


5.00pm Great Barrier Reef with 
David Attenborough Following 
his visit to the reef in 1957, the 
broadcaster returns and uses the 
latest filming techniques to unlock 
the secrets of the natural wonder. 
6.00 David Attenborough continues 
his exploration in the shark- 
infested waters of Osprey Reef. 
7.00 The naturalist uncovers the 
remarkable ways in which scientists 
are trying to preserve this complex, 
beautiful and vital ecosystem. 


8.00 Big Cat Country 
With the Hollywood lionesses 
hiding in the north, the four 
nomadic males turn south. 


9.00 Deadly Australians A peek 
behind the facade of Australia’s 
dramatic desert scenery. 


10.00 World's Most Toxic Animals 
Lethal little killers, including the 
deadly nature of marine creatures 
that share tropical waters. (AD) 
11.00 A look at the tiny frog that's 
packed with poison in the South 
American rainforest and the world’s 
most venomous spider. (AD) 


12 midnight Big Cat Country 
1.00am Deadly Australians 
2.00 Weird, Wild and Wonderful 
3.00-6.00am Arctic Secrets 


Sky Nature Sky 124 (125 Scotland) 
Virgin 189 BT 354/HD 369 


9.00am The Architecture the Railways 
Built: double bill (AD) 11.00 Restoration 
Workshop 3.00pm The Architecture 
the Railways Built (AD) 5.00 
Restoration Workshop: four episodes. 
Tired and unloved items are turned 
into objects that will turn a large profit 
9.00 The Architecture the Railways 
Built: double bill. Tim Dunn visits the 
popular Victorian holiday resort 
Saltburn-by-the-Sea, exploring the 
North Yorkshire town that owes its very 
existence to the railways, then heads 

‘o Bishopstone in Sussex, a seaside 
station with a difference (AD) 11.00 
Restoration Workshop: four episodes 
presented by Gary Wallis 3.00am The 
Architecture the Railways Built (AD) 
4.40 Restoration Workshop 
5.30-6.00am The Zoo: a male western 
owland gorilla arrives at Dublin Zoo 


Eden Sky 166 Virgin HD 176 
#1 Sky 266 Virgin 376 


Animal Planet 


8.00am Insane Pools: off the Deep End 
9.00 Amanda to the Rescue (AD) 
10.00 Saved by the Barn 11.00 Dr Jeff: 
Rocky Mountain Vet 12 noon Insane 
Pools: off the Deep End 1.00pm 
Amanda to the Rescue (AD) 2.00 
Sharks of the Badlands 3.00 Shark 
Vortex 4.00 Dr Jeff: Rocky Mountain 
Vet 6.00 Insane Pools: off the Deep 
End 7.00 How Do Animals Do That? 
8.00 Swimming with Monsters with 
Steve Backshall: the naturalist swims 
with the voracious Humboldt squid 
9.00 Rugged Justice 10.00 Alaska: 

he Last Frontier 11.00 Intruders 

12 midnight Monsters inside Me 1.00am 
Alaska: the Last Frontier 2.00 Dr Jeff: 
Rocky Mountain Vet 4.00-5.00am 
nsane Pools: off the Deep End 


Animal Planet Sky 162 (178 Nl) Virgin 178 
#1 Sky 262 (278 NI) Virgin 378 


Sky Main Event ff 


Sky 401 Virgin 511/HD 501 BT 420/HD 440 
5.30am Cricket World Cup 
Netherlands v Sri Lanka in Lucknow; 
9.00 England v South Africa. 
5.00pm Premier League 
Football Chelsea v Arsenal; 

7.45 Sheffield Utd v Manchester Utd. 
10.00 Boxing Joshua Buatsi 
v Dan Azeez at London's O2 Arena. 
11.00 Formula One The US 
Grand Prix sprint race (start 11.00). 
1.00am Sky Sports News 
4.00-6.00am PGA Tour 
Golf Zozo Championship in Japan. 
Coverage continues until 8am. 


Sky Football 


Sky 403 Virgin 513/HD 503 BT 422/HD 442 
6.00am Championship Highlights 6.15 
Classic Play-Off Finals 9.15 Championship 
Highlights 9.30 EFL Greatest Games 
(AD) 9.45 A Perfect Union: the Rise 

of Berlin's No 110.15 Championship 
Highlights 10.30 Saturday Social 

12 noon Championship 
Football Preston North End v 
Millwall (kick-off 12.30pm). 
3.00pm Soccer Saturday 

5.00 Championship Highlights 
5.15 German Football 

5.20 German Football FSV 
Mainz 05 v Bayern Munich (k-o 5.30). 
7.30 Championship Football 9.30 A 
Perfect Union: the Rise of Berlin's No1 
10.00 League Cup Best Goals (AD) 
10.30 Championship Highlights 11.00 
EFL Greatest Games (AD) 1.00am Classic 
League Cup 2.00 Classic Play-Offs (AD) 
3.00-6.00am Championship Highlights 


Sky Golf 


Sky 405 Virgin 515/HD 505 BT 424/HD 444 


6.00am PGA Tour Golf 
Zozo Championship, day three. 
8.00 European Tour 9.00 PGA 
Tour Champions 10.00 European 
Tour 11.00 Challenge Tour 11.30 
European Tour: Andalusia Masters 
12.30pm European Tour 
Golf Andalusia Masters, day three. 
5.00 Challenge Tour 5.30 PGA 
Tour Champions 6.30 The Life: 
Theegala 7.00 PGA Tour 11.00 
European Tour 12 midnight US 
Open Official Films (AD) 1.00am 
European Tour 2.00 Playing 
Lessons 3.00 European Tour 
4.00-6.00am PGA Tour 
Golf The Zozo Championship, day 
four. Coverage continues until 8am. 


Sky 406 Virgin 516/HD 506 BT 425/HD 445 
6.00-8.00pm US Grand 
Prix Sprint shootout race (start 6.30). 
10.15-1.00am Grand 
Prix The sprint race (start 11.00). 


Sky 416 Virgin 510 BT 429/HD 449 
5.30am-2.00pm Cricket 
World Cup Netherlands v Sri Lanka. 
3.35-6.50am Women's Big 
Bash Cricket Perth v Brisbane. 


Sky 413 Virgin 521 BT HD 412 

6.00am Sailing 7.00 Freestyle Skiing 
8.00 Cycling 8.30 Triathlon: in Malibu 
9.30 Trail Running Golden 
Trail World Series women's action. 
11.30 Mountain Biking 

12 noon Triathlon The Super 
League meeting in Saudi Arabia. 
2.30pm Triathlon 3.00 Snooker 
5.00 Cycling The UCI Track 
Champions League event in Majorca. 
8.00 Trail Running 9.00 Triathlon 
10.00 Speedway 11.00 Olympics 

12 midnight Triathlon 1.00am Trail 
Running 2.00 World Superbikes: from 
Portugal 4.00-6.00am Snooker 


Premiership Rugby Union 
3.00pm TNT Sports 1 Tigers’ 
star winger Ollie Hassell-Collins 


Sky Premier League 
Sky 402 Virgin 512/HD 502 BT 421/HD 441 
6.00am Greatest Games 7.00 Years 
(AD) 9.00 The Big Interview 9.30 Stories 
10.00 Soccer Saturday 10.30 Saturday 
Social 12 noon Soccer Saturday 
5.00pm Premier League 
Football Chelsea v Arsenal; 

7.45 Sheffield Utd v Manchester Utd. 
10.30 Premier League Highlights 
3.00am Greatest Games 4.00 Best 
Goals 5.30-6.00am 100 Club (AD) 


Sky 404 Virgin 514/HD 504 BT 423/HD 443 


5.30am Cricket World Cup 
Netherlands v Sri Lanka in Lucknow; 
9.00 England v South Africa. 
5.30pm The Fletcher Years (AD) 
6.00 Classic World Cup 7.00 Cricket 
World Cup Highlights 12 midnight 
Capturing the World Cup 1992 (AD) 
1.00am Cricket World Cup 
Highlights 3.00 Classic World Cup 
3.35-6.50am Women's 
Big Bash Cricket Perth v Brisbane. 


Sky 407 Virgin 517/HD 507 BT 426/HD 446 
6.00am Bitesize 9.00 Gameday 9.30 
Jaguars Weekly UK 10.00 Review Show 
11.00 Highlights 12 noon 49 Hours 
12.30pm Her Huddle 1.00 Highlights 
2.00 Gameday 2.30 One Jets Drive 
3.15 49 Hours 3.30 Her Huddle 4.00 
Pro-Football Talk 6.00 49 Hours 6.30 
Bitesize (AD) 7.15 Highlights 8.15 49 
Hours 8.30 Her Huddle 9.00 NFL 360 
10.15 One Jets Drive 11.00 Highlights 
12 midnight Bitesize 1.00am Highlights 
4.00 Her Huddle 4.30 Jaguars 
Weekly UK 5.00=6.00am Highlights 


Sky 408 Virgin 518/HD 508 BT 427/HD 447 


6.00am International Rugby 
League New Zealand v Samoa. 
8.00 Boxing 11.30 British 
Basketball League 2.00pm Boxing 
2.30 WNBA 4.30 Boxing 

7.00 Boxing Buatsi v Azeez. 
11.30 Bruno v Tyson (AD) 1.30am 
Super League 2.30 Women's 
Super League 3.30 Rugby League 
3.45 International Rugby 
League PNG Orchids v Cook Islands, 
the women’s match (kick-off 4.00). 
5.15 Rugby League 5.45-6.00am NRLW 


Sky 414 Virgin 522 BT HD 413 


6.00am British Superbikes 7.00 Snooker 
9.00 World Superbikes 11.00 Hall of 
Fame 12 noon Snooker 2.00pm Climbing 
3.00 Freestyle Skiing 4.00 Motor Racing 
5.00 Sailing 6.00 Freestyle Skiing 
7.00 Breakdancing Coverage 
of the BC One World Final in Paris. 
8.45 Olympics 9.00 Formula E 10.00 
Cyclo-Cross 12 midnight Motor Racing 
1.00am Freestyle Skiing 2.00 Triathlon 
3.00 Trail Running 4.00 Olympics 
5.00-6.00am World Superbikes 


Sports 1 


Sky 410 Virgin 527 BT 408/HD 430 
5.30am Australian Football 
Macarthur v Brisbane Roar; 

7.30 Melbourne City v Western Utd. 
9.30 The Fantasy Show 10.00 
Premier League Preview 10.30 
Around The Block: double bill 
11.00 Premier League 
Football Liverpool v Everton. 
3.00pm Premiership 
Rugby Union Leicester Tigers v 
Sale Sharks (kick-off 3.05). 

5.15 National League 
Football Coverage of Wealdstone 
v Boreham Wood (kick-off 5.30). 
7.45 French Football 

Nice v Marseille (kick-off 8.00). 
10.00 French Football 11.00 
National League Football 11.30 
Italian Football: Verona v Napoli 
12.30am Major League 
Baseball A post-season match. 
4.00 Down the Clubhouse (AD) 
5.00-7.00am Australian 
Football Western Sydney 
Wanderers v Wellington Phoenix. 


TNT Sports 2 


Sky 411 Virgin 528 BT 409/HD 431 
6.00am MotoGP (AD) 8.00 Fantasy 
Show 8.30 Premier League Preview 
9.00 Australia Rules 
Football Melbourne Demons v 
North Melbourne Kangaroos. 
11.00 French Football 12 noon 
Wrestling 2.30pm Reload 2.45 
Xtra Time 3.15 MotoGP 3.45 
Boxing 4.30 Rio Ferdinand Meets 
5.00 UFC UFC 294. 
10.30 Match Officials Mic'’d Up 
11.00 MotoGP: from Australia 
11.30 MotoGP The Australian 
Grand Prix warm-up session. 

12 midnight MotoGP Rewind (AD) 
12.15-6.15am MotoGP 
The Australian Grand Prix Moto3 
race on Phillip Island (start 1.00); 
2.00 The Moto2 race (start 2.15); 
3.30 The MotoGP race (start 4.00); 
5.15 Analysis and interviews. 


TNT Sports 3 


Sky 417 Virgin 529 BT 410/HD 432 
6.00am Australian Football 
Brisbane v Sydney, women's match. 
8.00 Badminton Denmark 
Open semi-finals in Odense. 
5.15pm Italian Football 
Torino v Inter Milan, joining the 
action 15 minutes after kick-off. 
7.00 Champions League Magazine 
7.30 Italian Football 
Sassuolo v Lazio (kick-off 7.45). 
9.45 Wrestling 11.15 Europa League 
Magazine (AD) 12.30am Poker (AD) 
3.30 Premiership Rugby Union 
5.00-7.00am Australia 
Rules Football Fremantle v St Kilda. 


TNT Sports 4 


Sky 421 Virgin 530 BT 411/HD 434 
6.45am Badminton Weekly (AD) 7.00 
Premier League Preview 7.30 Inside 
Serie A 8.00 Wrestling: WWE action 
9.30 TNT Sports Reload (AD) 

9.45 Australian Football 
Sydney FC v Melbourne Victory. 
11.45 Sign Up: into Football 
12.30pm Major League Baseball 
3.30 Squash Grasshopper 
Cup men's and women's semi-finals. 
6.00 TNT Sports Reload 

6.30 Squash Grasshopper 
Cup men's and women's semi-finals. 
9.00 Australian Rules Football 11.00 
Premiership Rugby Union 12.30am 
UFC 5.30=-6.00am Joe Cole Cast 


Viaplay Sports 


7.30-11.00pm Spanish 
Football Coverage of Celta Vigo v 
Atlético Madrid (kick-off 8.00). 
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Television SUNDAY 


NATURE 
Planet Earth Ill 


6.15pm BBC1 Catch up via iPlayer 
It's alovely opening. 
NEW _ Sir David Attenborough 
SERIES addresses us from an 
English flower meadow, 


bathed in sunshine. The fact that he’s 


our most beloved broadcaster and 


that this is the same meadow where 


Charles Darwin strolled as he 
developed the theory of evolution 
all adds to the sense of occasion. 
We know what to expect. Hans 
Zimmer's music ebbs and flows as 


Attenborough's seasoned voice talks us 
through arun of closely observed animal 


dramas. Some are surprising, like a 


wandering garter snake catching fish in the 
waters off Canada, or the desert lions in 
Namibia who hunt cormorants along the 


shoreline at night. 


They're hardly in their element, but 
they're managing, and that's the running 
theme: how different species are adapting 
— just about — to changing habitats and 
climate. For the nesting green turtles 
of Raine Island, on the outer edges of 


the Great Barrier Reef, where 
Attenborough first filmed in the 


1950s, it's a big ask. DAVID BUTCHER 


See feature: page 14 


A free Open University poster will be 


available to accompany this series 
from today. To order, visit connect. 
open.ac.uk/planetearth3 or call 


ENTERTAINMENT 
Mamma Mia! 


| Have a Dream 
6.00pm ITV1 Catch up via ITVX 
Remember those BBC 
series from the noughties 
that were presented by 
Graham Norton, starred 
Andrew Lloyd Webber and sought a 
Joseph, Dorothy, Maria and Nancy? 
This is cut from the same (albeit much 
glossier and bigger-budgeted) cloth. 
Fourteen talented youngsters 
(many fresh from drama school) are 
vying to wina year's contract to play 
Mamma Mia!’s leads Sophie and Sky 
inthe West End. Flown out to Greece, 
they sing, dance and act to impress 
judges Amber Riley, Jessie Ware, 
Alan Carr and Samantha Barks. The 
wannabes zing and the backdrop is 
glorious. If you like this kind of show, 
it's a truly solid slice of sunshine. 
FRANCES TAYLOR 


0300 303 8797 (national rates apply). 


FOOD 
Eva Longoria: 


Searching for Mexico 
7.20pm BBC2 Full series on iPlayer 
What a delight it is to watch Eva 
Longoria as she gets stuck into the 
messier aspects of cooking or licks 
her fingers as she greedily samples 
some sauce-laden delicacy. | just 
worry about her laundry bills because 
she's always dressed in white. 

In tonight's episode she visits the 
south-eastern state of Yucatan, 
where a turbulent history has heavily 
influenced the cuisine and locals 
continue to practise the ancient 
Mayan technique of underground 
cooking. There's a lot of slow-cooked 
pork and ancient spicy pastes 
(recados) to taste. “It’s so good I’m 
going to cry!” Longoria sighs after 
one dish, but she’s as enthusiastic 
about street food as she is fancy 
restaurant dishes. JANE RACKHAM 


NATURAL WONDERS 
Sir David Attenborough 
brings us more stories of 
our planet's most amazing 
animals, including (inset) 
Raine Island's green turtles 


FOOD 
Gino's Italy: Secrets 
of the South 


7.30pm ITV1 Catch up via ITVX 
Gino D'Acampo is 
irrepressibly exuberant, 
but he’s firmly put in 
his place when he meets 
an 89-year-old grandmother in 
Basilicata. Accompanied by a few 
haughty looks, raised eyebrows 
and tuts, she shows him how to make 
meatballs, but she absolutely refuses 
to let him into her kitchen. She 
deserves her own series. 

The chef is uncovering the hidden 
gems of the area, so we get a strange 
hybrid of travelogue and cookery 
show. James Bond-like, he roars 
into Matera and explores the 
famous cave houses before, against 
a gloriously scenic backdrop, rustling 
up a steak and chicory dish and 
making the local crusty bread. JR 


we 
Om 7% 
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ATTENBOROUGH 
THROUGH 
THE AGES 


Zoo Quest 1954, iPlayer 
After two months filming in 
Sierra Leone, Attenborough 
has enough footage for the first 
six episodes of this TV series. 
And so it begins... 


Life on Earth 
1979, iPlayer 
In 1973, after eight years as 
head of BBC2 and then the 
BBC's director of programmes, 


Attenborough returns to full- >>< 


time film-making. The 13-part 
Life on Earth reinforces his 
position as our foremost 


naturalist andcontinuesto 4 


define the genre to this day. 


The Blue Planet 
2001, iPlayer 
Shot mostly underwater, this 
is the first major series 
Attenborough narrates but 
doesn't appear in. 2002's 
The Life of Mammals (also 
iPlayer) provides one of his most 
memorable sequences as he's 
filmed in a speeding inflatable 
alongside a surfacing blue whale. 


Frozen Planet 
2011, iPlayer 
Attenborough, now in his 80s, 
undertakes gruelling trips to 

both the North and South Poles 
for scene-setting sequences for 
Frozen Planet. Frozen Planet II 
(also iPlayer) followed last year. 


NATURE 
Big Little Journeys 


8.00pm BBC2 Catch up via iPlayer 
Half of this final episode is 

Sm devoted toa very small 

gy and beautiful chameleon. 

The female Kirindy Forest 

chameleon we meet is the size of a 
matchstick but still makes you want 
to mute the TV, put on some sitar 
music and soak up the strangeness of 
acreature put together when Mother 
Nature was wasted. 

The strangeness doesn't end with 
how she looks. The life cycle of her 
species means that for half the year 
there are no adults at all, just 
thousands of eggs buried in the soil 
of western Madagascar. Our hero's 
mission is to grow (to the size of a 
human finger), mate and do her bit by 
laying eggs. Also featured tonight is a 
water vole in the Cairngorms looking 
for anew home to raise her pups. DBu 
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ALSO ON TODAY 


Scotland's Sacred 
Islands with Ben 
Fogle 10.30am BBC1 
Ben Fogle (right) visits 
Arran and Holy Isle and 
learns how both area 
haven for diverse faiths. 
Your RT Travel: p142 


DRAMA 
Boiling Point 
9.00pm BBC1 Full series on iPlayer 
A strong stomach has 
been required to 
withstand the stress, 
tension and trauma 
across these four heavy hours, but 
the reward has been an assured, 
absorbing series that surely will 
receive second helpings from the 
BBC. Here's hoping. 

For now, there’s no let-up as Carly 
(Vinette Robinson) and the team 
cater for a wedding (it's almost 
impossible not to grimace as a tiered 
cake is wheeled through the chaos of 
the pass), while there are rumblings 
that all might not be well with the 
restaurant's balance sheets. And 
will we finally get the long-awaited 
téte-a-téte between Carly and Andy 
(Stephen Graham)? FT 


NEW ARRIVALS 
Yazmin Belo, Rochelle 
Neil and Saffron 
Coomber star in a new 
™~ drama written by 
Lenny Henry 


~~ 


DRAMA) a 


DOCUMENTARY 
The Devil's Confession: 


the Lost Eichmann Tapes 


9.00pm BBC2 

Catch up via iPlayer 

It was at the trial of Nazi fugitive 
Adolf Eichmann in 1961 that historian 
Hannah Arendt coined her phrase 
“the banality of evil”. There's plenty 
of that on display here, not only in 
footage of the bland answers he gave 
in the dock, which you may have seen 
before, but in this two-parter’s newly 
unearthed material. 

A few years before the trial, 
Eichmann had been interviewed at 
length on tape in Buenos Aires. It's 
chilling to hear him bragging about 
his role as logistics boss of the 
Holocaust. At his trial he would pose 
as a bureaucratic nobody. The tapes 
make clear that he was far more. DBu 


4 


ays Little E D aN 8. Oopm ITV1Catchup via ITVX 


At Ebrington Square in 
Derry-Londonderry, 
highlights include an 
amethyst pendant anda 
paddle from the Pacific. 


SUNDAY 22 OCTOBER 


Antiques Celebrity SAS: 
Roadshow Who Dares Wins 
8.00pm BBC1 9.00pm C4 


The eight remaining 
celebs face three brutal 
challenges designed to 
test their physical and 
mental grit. 


DRAMA 


Six Four 
9.00pm ITV1 Full series on ITVX 
The daughter of Scottish 
detective Chris O'Neill 
(Kevin McKidd) and his 
wife Michelle (Vinette 
Robinson) is missing. While Michelle, 
who clearly has “a past”, hightails it 
to London to look for her, Chris is 
increasingly struck by similarities 
with an unsolved case where another 
girl, Julie, went missing. Julie's dad 
(James Cosmo, suitably gruff) roars 
that she was murdered because he 
knew about “six four”, but don't 
expect to find out what that is yet. 
Loosely based on a novel by Hideo 
Yokoyama and first shown earlier 
this year on ITVX, this is a tense, 
complex thriller that weaves together 
corruption, politics, police work and 
an awful lot of dark secrets. JR 


LIVE SPORT 


Cyclo-Cross 
2.00pm Eurosport 2 
Look out for Mathieu van der Poel 
(above) as the Superprestige 
season gets under way in Belgium. 


Cricket: ICC Men's 
World Cup 
India v New Zealand 
9.am Sky Sports Main 
Event/Cricket 
Action from Dharamsala. 


Football: Premier League 
Aston Villa v West Ham United 
3.30pm (k/o 4.30pm) Sky 
Sports Premier League; 
4.30pm Sky Sports Main Event 
Both claret-and-blue teams have 
made a strong start to the season. 


FILM OF 
THE DAY 


Ja, AVaNNS 


UOISIAS 


Julius Caesar LU 
12 noon BBC2 (Thursday BBC4 
at 8pm in Wales) 
Director Joseph L Mankiewicz 


rr anew country failing to meet expectations, 

but this story is very much about the Windrush 
generation and the prejudice encountered from 

the moment that passports were stamped. However, 
its powerful message is delivered lightly and with 
Henry's natural comic sensibilities intact. 

To hear more about the development of Three 
Little Birds, catch Lenny Henry: One of a Kind 
(Thursday 9pm ITV1) in which its writer reveals 
his inspirations. DAVID BROWN See feature: page 26 


oy This 1950s-set drama about three women 
NEW = arrivinginthe UK from Jamaica ought to 
SERIES beasnapshot from a bygone time when 
attitudes towards immigration were 
noxious. But with the issue now being weaponised 
once again, Lenny Henry's heartfelt chronicle of the 
period ends up feeling rather pertinent. 
On the surface at least, the six-part series shares 
some thematic similarities with BBC1’s Ten Pound 
Poms, thanks to a narrative about the realities of life 


assembled an all-star cast for 


this Shakespeare adaptation. 
Headliner Marlon Brando (above) 
enthrals as Mark Antony, while 
Louis Calhern is pitch-perfect as 
the ill-fated emperor. (1953) 


FILM REVIEWS 
page 63 
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DAYTIME 
BBCI 


6.00am Breakfast Luxmy Gopal, Ben Thompson. s) (HD) 
7.30 Match of the Day Shown yesterday 10.20pm (S) (HD) 
9.00 Sunday with Laura Kuenssberg Interviews. (5) (HD) 
10.00 Politics England Regional reports. (s) (HD) 
10.30 New series. Scotland's Sacred Islands with 
Ben Fogle 1/4 Series 2. Ben travels to more of Scotland's 
remotest islands, beginning with Arran. Rptd Fri 7am BBC2 
Shown last Tue BBC Scotland (S) (HD) Your RT Travel: p142 
11.30 Homes under the Hammer Properties in 
Forest Hill, London and Nantwich, Cheshire. (R) (S) (AD) (HD) 
12 noon Bargain Hunt From Ballinderry. (R) (S) (AD) (HD) 
1.00pm BBC News Weather for the Week Ahead (S) (HD) 
1.15 Songs of Praise Sean Fletcher marks Black History 
Month at one of Britain's biggest Baptist churches. (s) (HD) 


1.50 Points of View Viewers’ comments. (s) (HD) 
CONTACT email: pov@bbc.co.uk; telephone 0370 908 3199; 
or write to Points of View, 40 Pacific Quay, Glasgow G51 1DA 


2.05-4.50 LIVE International Rugby League 
England v Tonga The first test in a three-match series 
at Totally Wicked Stadium, St Helens (kick-off 2.30). (s) (HD) 


BBC2 


6.30am Countryfile The Snettisham Spectacular. 
Signed repeat tomorrow 12.40am Shown last Sunday BBC1 (S) (HD) 


7.30 Breakfast News and weather reports. (S) (HD) 
9.00 Weatherman Walking From Cilgerran. (s) (HD) 
9.30 Landward Plans to provide affordable homes 
for locals in Argyll. Shown last Thursday BBC Scotland (S) (HD) 
10.00 Saturday Kitchen Best Bites Highlights. (s) (HD) 
11.30 Rick Stein's Seafood Odyssey Thailand. (R) (S) (HD) 
12 noon Julius Caesar Drama based on 
William Shakespeare's play starring James Mason, 
Marlon Brando and John Gielgud. Available on 


iPlayer for 30 days. Film of the Day: p63. Director Joseph 
L Mankiewicz (1953, U) (BW) (S) (W) (HD) Also showing Thu 8pm BBC4 


2.00pm An Ideal Husband **** Comedy adapted 
from Oscar Wilde's play, with Cate Blanchett, Minnie 
Driver and Rupert Everett. On iPlayer for 12 months. 
Review p63. Director Oliver Parker (1999, PG) (S) (AD) (W) (HD) 
@BBC iPLAYER 2.55-5.05 Football Live coverage of the 
SWPL match between Hearts and Motherwell (kick-off 3.00) 
3.30-4.30 Fake or Fortune? 4/4 Series 17. A potential 
painting by Arshile Gorky. Shown last Tue BBCI (S) (AD) (HD) 


ITV1 


6.00am Ainsley's Food We Love Ainsley Harriott and 
Jeremy Pang re-create takeaway dishes. (R) (S) (AD) (HD) 
6.30 James Martin's French Adventure The chef 
visits a famous food market in Lyon. (R) (S) (HD) 
7.30 James Martin's Saturday Morning Peter 
Andre is among the guests. Shown yesterday 9.30am (S) (HD) 
9.25 ITV News (Ss) (HD) 
9.30 Love Your Weekend with Alan Titchmarsh 
The presenter is joined by guests Lynda La Plante, 
Gareth Malone and Kelvin and Liz Fletcher. (s) (HD) 
11.30 Fletcher's Family Farm 2/8. The family host 
their first public event. signed repeat 5.05am (S) (AD) (HD) 
12.25pm Love Your Garden Alan Titchmarsh and 
the team head for Northamptonshire. (R) (S) (AD) (HD) 
1.25 ITV News Weather; Regional Weather (S) (HD) 
1.40-3.25 Babe: Pig in the City *** Fantasy 
comedy sequel starring James Cromwell. Review 
page 63. Director George Miller (1998, U) (S) (AD) (W) (HD) 


Channel 4 


6.10am Cheers Two episodes of the sitcom. (R) (S) (HD) 
7.10 The Simpsons Double bill. R) (S) (AD) 
8.00 Formula One: United States Grand Prix 
Qualifying — Highlights Action from qualifying, 
the sprint shootout and the sprint race. Race 
highlights 12.30am and Monday 8.25am. (Ss) (HD) 
9.30 Sunday Brunch With guests Ben Miller, Corinne 
Bailey Rae, Ross Noble and Javone Prince. (S) (HD) 
12.30pm The Simpsons Homer sells his soul. (R) (S) (AD) 
1.00 Monster House **** Animated comedy horror 
Bee the voices of Steve Buscemi, Maggie 
Gyllenhaal and Kathleen Turner. Available to 
stream for 7 days. Director Gil Kenan (2006, PG) (S) (AD) (W) (HD) 
2.50-4.35 Hotel Transylvania ** Animated comedy 
with the voice of Adam Sandler. Available to stream 
for7 days. Director Genndy Tartakovsky (2012, U) (S) (W) (HD) 


BBCI a 


=— 


Planet Earth Ill 
6.15pm David 
Attenborough 
makes a return 
visit to California's — 
Mojave Desert 


4.50pm BBC News 
Regional News; Weather (s) (HD) 


5.15 Countryfile 

In Cambridgeshire, Adam Henson and Charlotte 
Smith visit the site of Europe's largest agricultural 
machinery auction. In Northern Ireland, Tom Heap 
investigates the factors contributing to the “death” of 


Lough Neagh. Includes Weather for the Week Ahead. 
Series producer Gavin Ahern; Series editor Mark Beech (S) (HD) 


6.15 Planet Earth Ill 

New series. 1/8 Series 3. Coasts. David 

Attenborough returns with another exploration 
of the wildest places and our planet's most amazing 
inhabitants. On South Africa's Robberg peninsula, 
cape fur seals face off against unprecedented numbers 
of great white sharks and in the lagoons of Mexico's 
Yucatan, young Caribbean flamingos are at risk from 
tropical storms. Stream tonight's episode in Ultra HD 
on iPlayer, which also has series one and two. See p56. 
Producer Nick Easton; Series producers Jonny Keeling and Matt Brandon 


(S) (AD) (HD) 
Planet Earth Podcast: episode 1 available on BBC Sounds from today 


See feature: page 14 


7.15 Strictly Come Dancing: the Results 
After a performance by Bastille, the two lowest-scoring 
couples will battle it out for a place in the Halloween 


special. /t Takes Two is on weekdays 6.30pm BBC2. 
Signed repeat Thursday 3.05am BBC2 (S) (AD) (HD) 


8.00 Antiques Roadshow 

Fiona Bruce and the experts are at Ebrington Square 
in Derry-Londonderry. Lennox Cato discovers a table 
made from gifts bestowed by a Chinese emperor, while 


an amethyst pendant catches Susan Rumfitt's eye. 
Series producer Rae Gilder Cooke; Series editor Robert Murphy (S) (HD) 


9.00 Boiling Point 

@ 4/4. Point North caters its first wedding, and 
the team are soon feeling out of their depth. Carly 

learns some important news about the future of the 

restaurant. The whole series is on iPlayer. See p57. 


Carly Vinette Robinson Bolton Shaun Fagan 
Andy Stephen Graham Musa Ahmed Malek 
Emily Hannah Walters Kit Missy Haysom 
Camille Izuka Hoyle Nadia Hala El Aki 
Vivian Cathy Tyson Henry Joe Frost 
Johnny Bale Stephen Odubola Liam Astrid Joel MacCormack 
Robyn Aine Rose Daly Sol Sok-Ho Trinh 
Jamie Stephen McMillan Oliver Astrid Alexander Cobb 
Billy Taz Skylar Dana Hannah Ellis Ryan 
Jake Daniel Larkai Nick Steven Ogg 
Dean Gary Lamont Darren Ben Bailey Smith 
Holly Hannah Traylen Sol Sok-Ho Trinh 


Writer James Cummings; Producer Graham Drover 
Director Mounia AkI (S) (AD) (HD) 


10.00 BBC News Regional News; Weather (s) (HD) 


10.30 Match of the Day 2 
Mark Chapman and guests are at Villa Park with the 


action and talking points from Aston Villa v West Ham. 
Editor Jamie Gavin; Producer Helen Campbell (S) (HD) 


11.10 The Women's Football Show 
WSL highlights include Bristol City v Arsenal. 


Producer Emily Jamieson; Exec producer Anna Thompson (S) (HD) 


11.55 Testament of Youth k*x*x* 
Period biographical drama based on the memoirs 
of Vera Brittain, starring Alicia Vikander and Kit 
Harington. Spring, 1914: free-spirited Vera Brittain is 
determined to study at Oxford. But when war is declared, 
she volunteers as a nurse and is soon heading to the 
Front. Available on iPlayer for 30 days. Review p63. 
Director James Kent (2014, 12) (S) (AD) (W) (HD) 
1.55am Weather for the Week Ahead (S) (HD) 
2.00-6.00am BBC News (S) (HD) 


BBC1 Freeview 1/HD 101 Freesat 101 Sky 101 Virgin 101 


SUNDAY Main Channels 


BBC2 EZ] 


The Devil's 
Confession: the 
Lost Eichmann 
Tapes 9.00pm 
The search for 
vital recordings 


4.30pm Flog It! 
Charles Hanson and Philip Serrell value objects 
brought into Blackburn Cathedral. (rR) (S) (HD) 


5.20 Celebrity Race across the World 
5/6. |In the penultimate leg of the quest, the teams 


must make their way from Sarajevo to Berlin. 
Shown last Wednesday BBC1 (S) (AD) (HD) 


6.20 Britain's Housing Crisis: What Went 
Wrong? 

1/2. Key figures from government and the fields of 
finance and campaigning uncover the roots of the 


housing crisis and whose decisions led us here. 
Shown last Tuesday Signed repeat tomorrow 2.35am (S) (HD) 


7.20 Eva Longoria: Searching for Mexico 
3/6. Yucatan. The US actress continues her 
exploration of the country of her ancestors in 

the Yucatan, home of the ancient Maya. Here, she 

cooks in the shadow of the Uxmal pyramid and 
discovers the region's famous cochinita pibil, 

a pork dish that is slow-cooked over eight hours. 


The whole series is on iPlayer. See page 56. 
Director Lucia Gaja; Producer Andrea Cordoba (S) (AD) (HD) 


8.00 Big Little Journeys 
@ 3/3. More tiny animals undertake the biggest 
treks of their lives. In western Madagascar, a 
Kirindy Forest chameleon searches for food so she can 
grow big enough to mate. Scared by a snake, she falls 
to the forest floor and is forced to navigate dangerous, 
unfamiliar territory. Meanwhile, in the Highlands of 
Scotland, a female black vole flees her riverside home 
when she catches the scent of an American mink. 
Desperate to find a mate, she swims across a loch 
and ascends mountainous terrain, only to find herself 


in the hunting grounds of a golden eagle. See p56. 
Producer Paul Williams; Exec producer Rosemary Edwards (S) (AD) (HD) 


9.00 The Devil's Confession: the Lost 
Eichmann Tapes 
@ 1/2. The Hunt. Documentary drama exploring 
how Nazi war criminal Adolf Eichmann’s offences 
came to light through a series of recordings made in 
the 1950s. Escaping from postwar Europe, Eichmann 
establishes a new life in Argentina, where he meets 
fellow Nazi Willem Sassen. Together they record an 
account of his career. But the tapes disappear when 
Eichmann is captured in 1960 and taken to stand 
trial in Jerusalem. Narrated by Trevor Eve. From 


tonight, both episodes will be on iPlayer. See p57. 
Director Yariv Mozer Repeated Tuesday 12.40am (S) (HD) 


10.00 Blinded by the Light kx** 
Comedy drama. Luton, 1987: the disillusioned 
son of Pakistani immigrants is introduced to 

the music of Bruce Springsteen, through which his 

confidence and career aspirations grow. But there's 

one thing Javed craves: winning the approval of his 

father, Malik. On iPlayer for 30 days. Review page 63. 


Javed Viveik Kalra Ms Clay Hayley Atwell 
Malik, Javed's father Kulvinder Ghir Eliza Nell Williams 
Noor, Javed's mother MeeraGanatra Shazia, Javec's sister Nikita Mehta 
Roops Aaron Phagura Matt's dad Rob Brydon 
Matt Dean-Charles Chapman Mrs Anderson Sally Phillips 


Director Gurinder Chadha (2019, 12) (S) (W) (HD) 
Also showing Friday 9pm BBC3 


11.50 Uncanny 

2/3. Accounts of apparent supernatural encounters. 
Presented by Danny Robins. shown last Friday (S) (HD) 
12.50-3.35am Sign Zone 12.50 Question Time Fiona 
Bruce chairs from Lisburn. Shown last Thursday BBC1 (S) (HD) 
1.50 Claimed and Shamed: Most Shocking The conmen 
who deliberately cause car accidents. (R) (S) (AD) (HD) 

2.35 Ambulance 6/6 Series 17. Sam and Danny head to 

an accident involving a 65-year-old man. (R) (S) (HD) 


BBC2 Freeview 2/HD 102 Freesat 102 Sky 102 Virgin 102 


Six Four 9.00pm 
Chris O'Neill (Kevin 
McKidd) hunts for 
the truth when his 
daughter vanishes 
without a trace 


3.25pm The Chase Celebrity Special 
With Ortis Deley, Dr Maggie Aderin-Pocock, Sarah 
Millican and Graeme Hall. Bradley Walsh hosts. 


Executive producers Michael Kelpie and Martin Scott and 
Helen Tumbridge (R) (S) (AD) (HD) 


4.30 ITV News 
Weather; Regional News and Weather (s) (HD) 


5.00 Celebrity Catchphrase 
With Fiona Bruce, Josie Gibson and Scott Mills. 


Director Geraldine Dowd; Executive producer Sam Munday 
Repeated Tuesday 12.30am (S) (AD) (HD) 


6.00 Mamma Mia! | Have a Dream 
New series. 1/8. Zoe Ball presents as 14 
hopefuls head to Greece to compete for the 

roles of Sophie and Sky in London's West End 

production of Mamma Mia! See page 56. 


Executive producers Ashley Whitehouse, Charlie Irwin and 
Judy Craymer Repeated Friday 12.10am (S) (HD) 


7.30 Gino's Italy: Secrets of the South 
New series. 1/6. Gino D'‘Acampo goes ona 
journey to explore the food secrets of Italy's 

deep south in Puglia and Basilicata, beginning 


in the cave town of Matera. See page 56. 
Series Director/Producer Nadya Mahdi (S) (AD) (HD) 


8.00 Three Little Birds 
New series. 1/6. Lenny Henry's drama set 
in the 1950s. Leah, Chantrelle and Hosanna 
leave Jamaica for a new life in Britain, but Leah 
wonders if she’s made a mistake. See page 57. 


Leah Whittaker Rochelle Neil Chantrelle Brahms Saffron Coomber 
Aston Brahms Javone Prince Hosanna Drake Yazmin Belo 
Ephraim Whittaker Leemore Marrett Graham Cooper Cokey Falkow 


Writer Lenny Henry; Producer Stella Nwimo 
Director Charles McDougall (S) (AD) (HD) 
Lenny Henry: One of a Kind is on Thursday 9pm 


See feature: page 26 
9.00 Six Four 


New series. 1/4. Crime thriller. Glasgow 
detective Chris O'Neill is approached by a 
journalist about a cold case involving a missing 
girl. The whole series is on ITVX. See page 57. 
Chris O'Neill Kevin McKidd Tony Hughes Patrick Robinson 
Michelle O'Neill — Vinette Robinson PC McKenzie Jessica Hardwick 
Jim Mackie James Cosmo Olivia O'Neill Eubha Akilade 
‘obert Wallace Richard Coyle PC Burke Scott Fletcher 
Bill Martin Brian McCardie Bryony Davis Saskia Ashdown 
SShereen Rahman Nalini Chetty Cameron Peter Hannah 
Samantha Wishart Selin Hizli Mortuary assistant Eric Robertson 
Philip O'Neill Andrew Whipp Delivery driver Neil Leiper 
Annabel Wallace lona Anderson Pregnant woman Eimi Quinn 
Stuart Simpson Lorne MacFadyen News journalist Halla Mohieddeen 
Dramatised by Gregory Burke; Producer Clare Kerr 
Director Ben A Williams (S) (AD) (HD) 


10.00 ITV News 
Weather; Regional Weather (5) (HD) 


10.20 Fresh Cuts 
4/4. For Crown and Country. Former Royal 
Marine Ben McBean celebrates the contribution 


of black military heroes from the past. 
Director/Producer Jordan Thomas (S) (AD) (HD) 


11.15 Premiership Rugby Highlights 


David Flatman presents the weekend's action. 
Repeated tomorrow 7pm ITV4 (S) (HD) 


12.10am EFL Highlights Featuring Preston North End 
Vv Millwall. Shown yesterday 9pm ITV4 and 1.50pm ITV1 (S) (HD) 
1.25 Sorry, | Didn't Know 1/5 Series 3. Comedy panel 
show exploring black British history. (R) (S) (HD) 

1.50 Winning Combination Quiz show. (R) (S) (HD) 
2.35 Motorsport UK British F4 Championship 
highlights from Knockhill. Shown last Monday ITV4 (S) (HD) 
3.25 Unwind A sequence to calm the mind. (S) (HD) 
5.05-6.00am Fletcher's Family Farm 2/8. The family 
host their first public event. Shown 11.30am (S) (SL) (AD) (HD) 


ITV1 Freeview 3/HD 103 Freesat 103 Sky 103 Virgin 103 
+1 Freeview35 Freesat1I2 Sky 203 Virgin 303 


Handmade: 
Britain's Best 
Woodworker 
8.00pm Sophie 
Sellu is judging 
Welsh love spoons 


4.35pm The Addams Family *x** 
Comedy horror based on the TV series. The 
ghoulish but happy Addams family are tricked 
out of their fortune when an impostor claims 
he's their long-lost Uncle Fester. Review page 63. 
Morticia Addams Anjelica Huston Granny Judith Malina 
Gomez Addams Raul Julia Lurch Carel Struycken 
Uncle Fester Addams/Gordon Craven Wednesday Addams Christina Ricci 

Christopher Lloyd Pugsley Addams Jimmy Workman 
Tully Alford Dan Hedaya Margaret Alford Dana Ivey 
Abigail Craven Elizabeth Wilson Judge Womack Paul Benedict 
Director Barry Sonnenfeld (1991, PG) (S) (AD) (W) (HD) 


6.30 Channel 4 News Sport; Weather (s) (HD) 


7.00 Griff's Canadian Adventure 

4/6. Griff Rhys Jones explores the frozen wilds 
of Canada’s north, in the province of Manitoba. 
As he travels from the country's coldest city, 
Winnipeg, to Churchill — a town where polar 
bears sometimes outnumber humans — he 
discovers just what entices people to sucha 
cold environment and why the north is so 
important to Canada. For this week's challenge, 


Griff tries his hand at dog sledding. 
Series producer Portia Corman (R) (S) (AD) (HD) 


8.00 Handmade: Britain's Best 
Woodworker 

Ep 3 Series 3. Mel Giedroyc presents a big build 
that should be child's play for the remaining 
woodworkers, as they're asked to use their own 
childhoods as inspiration for a quality toy — but 
with only two days to create something magical, 
there's no time to waste. The contestants are 
also aiming to impress judges Sophie Sellu and 
Tom Dyckhoff with a modern take ona 
traditional Welsh love spoon, before the skills 
challenge gives one woodworker the chance 


of gaining immunity from elimination. 

Series director Emma Reynolds; Series producer Lucy Malins 
Repeated 1.25am and Monday 8pm 4seven 

Signed repeat Wednesday 1.20am C4 (S) (AD) (HD) 


9.00 Celebrity SAS: Who Dares Wins 
5/7 Series 5. The remaining celebrities must 
survive three brutal challenges designed to test 
their physical and mental strength. One by one, 
the recruits pull themselves across a ravine 
before facing a 160-foot drop to the extraction 
point. An early-hours beasting could help weed 
out the weakest, but grit is not just about physical 
strength and the recruits must prove they also 
have what it takes mentally when they're offered 
a phone call to their loved ones back home. 
Series director Ben Archard; Series producer Freddie Foss-Smith 


Repeated 12.20am 4seven 
Signed repeat Thursday 1.05am C4 (S) (AD) (HD) 


10.00 Gogglebox 

Ep 7. The armchair critics share their opinions 
on what they have been watching last week. 
Shown last Friday Repeated Tuesday 11.20pm (S) (AD) (HD) 
11.00 An edition from March 2022, with opinions 
on This Is Going to Hurt, Formula 1: Drive to 
Survive and Haunted Hospitals. (R) (S) (AD) (HD) 


12 midnight Travel Man: 48 Hours in Marseilles Asim 
Chaudhry joins Joe Lycett in the French city. (R) (S) (AD) (HD) 
12.30am Formula One: United States Grand Prix 

- Highlights Action from the 19th round of the season, 
which came from Circuit of the Americas in Austin, Texas. 
Lee McKenzie presents. Rptd tomorrow 8.25am (S) (HD) 
2.00 The Great British Bake Off: an Extra Slice 4/10 
A review of Chocolate Week. Shown last Thu (S) (SL) (AD) (HD) 
2.55 24 Hours in A&E David, 29, is airlifted to St 
George's following a high-speed car crash. (R) (S) (AD) (HD) 
3.50-6.00am Come Dine with Me From in and 
around Swindon and Marlborough. (R) (S) (AD) (HD) 


Channel 4 Freeview 4/HD 104 Freesat 104 Sky 104 Virgin 104 
+1 Freeview 15 Freesat 121 Sky 204 Virgin 304 


Henry V from 
Shakespeare's 
Globe 700pm 
Jamie Parker 
stars as the 
young monarch 


7.00pm Henry V from 
Shakespeare's Globe 

Jamie Parker takes the title role in this 
2012 performance of Shakespeare's play. 
The young king of England renounces 
his past and rallies the nation behind him 
as he reasserts his claim on French lands. 


Henry V Jamie Parker 
Chorus/Queen Isabel Brid Brennan 
Duke of Bourboun/Alexander Court Graham Butler 
Duke of Exeter Nigel Cooke 
Montjoy/Monsieur le Fer/Sir Thomas Grey Giles Cooper 
Pistol Sam Cox 
Louis the Dauphin Kurt Egyiawan 
Captain Gower Matthew Flynn 


King of France/Nym/Sir Thomas Erpingham David Hargreaves 


John Bates/Duke of York Beruce Khan 
Earl of Westmoreland/Captain Macmorris James Lailey 
Captain Fluellen/Bishop of Ely Brendan O'Hea 


Bardolph/Archbishop of Canterbury/Duke of Burgundy 


Paul Rider 

Princess Katherine/Boy Olivia Ross 
Michael Williams/Cambridge/Duke of Orleans/Jamy 

Chris Starkie 

Hostess Quickly/Alice Lisa Stevenson 


Constable of France/Governor of Harfleur. Roger Watkins 
Director Ross MacGibbon (S) 


9.45 Hugh Quarshie 
Remembers... Othello 

The actor looks back on his portrayal 
of Othello in the Royal Shakespeare 
Company's 2015 production, directed 
by Iqbal Khan, which follows at 10pm. 


Producer Shelley Talton 
Series producer Simon Goretzki (R) (S) (HD) 


10.00 Othello: Royal 

Shakespeare Company 

Iqbal Khan's acclaimed 2015 

production, starring Hugh Quarshie 

as Othello and Joanna Vanderham as 

Desdemona, was the first by the RSC 

to cast a black actor — Lucian Msamati 

— as lago. Othello is the greatest general 

of his age — but he is also an outsider 

whose victories have created enemies. 

As his foes plot in the shadows, Othello 

realises the greatest danger lies not 

in the hatred of others, but within 

His Owe fragile and destructive pride. 
el10 


Hugh Quarshie 
lago Lucian Msamati 
Desdemona Joanna Vanderham 
Montano David Ajao 
Duke of Venice Nadia Albina 
Bianca Scarlett Brookes 
Roderigo James Corrigan 
Emilia Ayesha Dharker 
Citizen of Venice Eva Feiler 
Gentleman of Cyprus Owen Findlay 
Cassio Jacob Fortune-Lloyd 
Soldier Guy Hughes 
Gratiano Gwilym Lloyd 
Citizen of Venice Rina Mahoney 
Gentleman of Cyprus Ken Nwosu 
Brabantio Brian Protheroe 
Gentleman of Cyprus Jay Saighal 
Lodovico Tim Samuels 


Producers Zoe Donegan and John Wyver 
Directors Iqbal Khan, Robin Lough (R) (S) (AD) (HD) 


1.00am The Making of Hamlet Behind 
the scenes of actor/director Kenneth 
Branagh's 1996 movie adaptation. (R) 
1.40 Why the Industrial Revolution 
Happened Here ProfessorJeremy Black 


examines the changes that made 19th-century 


Britain the strongest and richest nation 

on Earth. Shown last Monday (S) (AD) (HD) 
2.40-3.40am The Celts: Blood, Iron 

and Sacrifice with Alice Roberts and 

Neil Oliver 2/3. The golden age of La Téne 
warrior culture. Shown Sat 8pm (S) (SL) (AD) (HD) 


BBC4 F'view 9/HD 106 F'sat 108 Sky 116 Virgin 108 


SUNDAY 22 OCTOBER 


BBC1 
SCOTLAND 


10.00-10.30am 

The Sunday Show 
11.10pm Sportscene: 
Premiership Highlights: 
Hearts v Celtic 

11.40 The Women's 
Football Show 
12.25am FILM: 
Testament of Youth 
2.25 Weather for 

the Week Ahead 
2.30-6.00 BBC News 


BBC 
SCOTLAND 


7.00pm The Seven 
7.15 Sportscene: 
Premiership Highlights 
7.45 Grand Tours of 
Scotland's Lochs: 
exploring Wester Ross 
8.45 Beechgrove 
Repotted 9.00 The Firm 
10.00 Still Game 
10.30 Designing 

the Hebrides 

11.00-12 midnight 
Seven Days 


BBC1 WALES 


10.00-10.30am 
Politics Wales 

1.50pm Scrum V Live: 
Bulls v Scarlets 
(kick-off 2.00) 

4.00 Wales's Home of 
the Year: the south 
east of the country 
4.30-4.50 Nigel 
Slater's Simple Cooking 


BBC2 WALES 
11.30am FILM: 

An Ideal Husband 
1.05pm Flog It! 

1.50 Points of View 
2.05 Live International 
Rugby League: England 
v Tonga (kick-off 2.30) 
4.50 A to Z of 

TV Gardening 

5.00 Fake or Fortune? 
6.00 Scrum V Sunday 
7.00-7.20 

The Pembrokeshire 
Coast: a Wild Year 


ITV1 WALES 
7.30-8.00pm 
Backstage: with 
Rebecca Wilson 


STV 


3.25-5.05am 
Night Vision 


BBC1 
NORTHERN 
IRELAND 


10.00-10.30am 
Sunday Politics 
Northern Ireland 


BBC2 
NORTHERN 
IRELAND 


6.20pm The Fast and 
the Farmer-ish 
6.50-7.20 Make It at 
Market 10.00 Talkin’ 
Tay: Mark Thompson 
examines the history 
of tea 11.00 Sunday 
Politics Northern 
Ireland 11.30 FILM: 
Blinded by the Light 
kkk Comedy 
drama starring Viveik 
Kalra 1.20-1.50am 
BBC News 


Channel 5 


listings are overleaf 
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SUNDAY Freeview 


The Ex-Wife 9.00pm A worrying time 
for Tasha, Jack and baby Emily 


5.35am Milkshake! See page 62 
9.50 The Smurfs Farmer and Vanity unearth 
a chest containing a magic gem. (R) (S) (HD) 
10.05 SpongeBob SquarePants Mr Krabs 
takes his staff to a food convention. (R) (S) (HD) 
10.20 Entertainment News (S) (HD) 
10.30 NFL End Zone Action from the 
latest matches in the NFL. (S) (HD) 
11.00 Friends Series 8. Ross tries to catch 
the eye of an attractive woman. (R) (S) (AD) (HD) 
11.30 Joey proposes to Phoebe. (R) (S) (AD) (HD) 
12 noon Christmas Tree Lane ** 
Romance. Shop owner Meg fights to 
save her street from demolition, but 
finds herself falling for one of the developers. 
Director Steven R Monroe (2020) (S) (W) (HD) 
1.50pm Mrs Miracle ** Romantic drama 
mens Doris Roberts as nanny Mrs 
Merkle, who comes to the rescue of 
struggling widower Seth. Review page 63. 
Director Michael M Scott (2009) (S) (W) (HD) 
3.45 Christmas under the Stars ** 
| i Romance starring Jesse Metcalfe. A 
holiday-phobic takes a job in a Christmas 
tree lot, where he meets a single mother. 
Director Allan Harmon (2019) (S) (W) (HD) 


5.15pm A Timeless Christmas ** 
Romance starring Erin Cahill and 
Ryan Paevey. A magical clock 
transports Charles Whitley from 1903 to 
the present day, where he discovers his 
house has been made into a museum. 
Director Ron Oliver (2020) (S) (W) (HD) 

6.55 5 News (S) (HD) 


7.00 Poundland: How Do They 
Really Do It? 

Uncovering the secrets behind the 
scenes of the retail chain. (R) (S) (HD) 


8.00 New series. Rich House, 
Poor House 

Ep 1 Series 10. A millionaire and her three 
children swaps lives with a couple who 
work in low-paid jobs and have five kids. 
Directors Matthew Dolan and Darren Green (S) (HD) 


9.00 The Ex-Wife 


2/4. Tasha begins to believe that Jen is 
after Emily, and her fears are soon realised. 


fasha Celine Buckens 
jack Tom Mison 
len Janet Montgomery 
Sam Jordan Stephens 
ayley Clare Foster 
arren Amro Mahmoud 
johnny Sam Hoare 
Camilla Rebecka Johnston 
Nursery worker Sam Bell 


Writer Catherine Steadman; Producer Andy Morgan 
Director Brian O'Malley (S) (AD) (HD) 


10.00 How to Be a Swinger 

2/10 Series 3. Focusing on the partner- 
swapping practice of swinging. 

First shown on 5 Star (S) (HD) 

11.05 The Big Sex Scam 

6/8 Series 1. A woman who lent money to 
aman she matched with on Tinder. (S) (HD) 
12.05am Cricket World Cup (S) (HD) 1.05 
Casino (S) (HD) 3.00 Secrets of Pompeii's 
Greatest Treasures (R) (S) (HD) 4.40 Wildlife 
SOS (R) (S) (SL) 5.05 House Doctor (R) (S) (SL) 
5.30-5.35am Entertainment News (S) (HD) 


Freeview 5/HD 105 Freesat 105 Sky 105 Virgin 105 
Freeview 38 Freesat 128 Sky 205 Virgin 305 


BBC4 listings are overleaf 


The Babadook 9.00pm Samuel's 
behaviour causes concern for Amelia 


7.00pm EastEnders 

Ravi is struggling in the wake of recent 
events. Shown last Wednesday BBC1 (S) (AD) (HD) 
7.30 Cindy and lan's hopes look to be 


scuppered. Jay is overcome with guilt. Shown 
last Thursday BBC1 Cast Tue/Thu BBCI (S) (AD) (HD) 


8.00 Top Gear 

Jeremy Clarkson races the Jaguar XJ 
against something even more powerful - 
the rotation of the Earth. More tomorrow 
8pm. A box set is on iPlayer. (S) (HD) 


9.00 The Babadook **** 

i Psychological horror starring Essie 
Davis. A mother realises the monster 

in her son Samuel's book may be something 


more sinister. Available on iPlayer. 
Director Jennifer Kent (2013, 15) (S) (W) (HD) 


10.30 Man like Mobeen 

1/5 Series 3. After the attack on his best 
friends, Mobeen’s attempts to make up for 
past mistakes see him pulled back into the 
world of crime boss Uncle Khan. (S) (AD) (HD) 
10.55 2/5. Mobeen tries to do a good 
deed by helping out at the local food 
bank. A box set is on iPlayer (S) (AD) (HD) 


11.20 BBC New Comedy Awards 
3/6. A search for the best new stand-up 
talent in the UK. Shown last Wednesday (S) (HD) 


11.50 RuPaul's Drag Race UK 
4/10 Series 5. This edition sees the queens’ 
comedy skills tested to the max as they 
are asked to give a masterclass on “Werk, 
Love and Play”. Shown last Thursday (S) (HD) 
1.00-4.00am The Big Proud Party Agency: 
six back-to-back editions (S) (AD) (HD) 

F'view 23/HD 107 (not Scot/Wales) F'sat 179/HD 107 
Sky 115 (117 Wales; 121 Scotland) Virgin 107 (157 Scotland/Wales) 


5.00am CITV: children’s programmes (HD) 
9.00 Totally Bonkers Guinness World 
Records (S) (HD) 9.35 Dress to Impress (S) 
(SL) (HD) 11.35 Next Level Chef (USA) (S) (HD) 


12.35pm Supermarket Sweep (S) (HD) 1.35 
Celebrity Catchphrase (S) (AD) (HD) 2.40 In 
for a Penny (S) (AD) (HD) 3.40 FILM Stuart 
Little 2 *** Fantasy adventure based on 
the characters created by EB White, starring 
Geena Davis (S) (AD) (W) (HD) 5.25 FILM 
Shark Tale *** Animated comedy adventure 
featuring the voice of Will Smith (S) (W) (HD) 


7.15 FILM Tim Burton's Corpse Bride 

ke &k kx Animated fantasy directed by Tim 
Burton and featuring the voices of Helena 
Bonham Carter, Johnny Depp and Albert 
Finney. As he prepares for his arranged 
marriage to Victoria Everglot, Victor Van 
Dort goes into the woods to practise his vows 
and unwittingly slips the ring onto the finger 
of a corpse. How will he explain to his fiancée 
that he has married another — and that she 
happens to be dead? (S) (AD) (W) (HD) 

9.00 New. Big Brother A chance to catch 
up on what's been going on in the house. 
Expect clever tasks, nail-biting nominations 
and arguments from all involved. (S) (HD) 
10.00 New. Big Brother: Late and Live 
Hosted by AJ Odudu and Will Best. (S) (HD) 
11.05 Family Guy Series 21. Peter and his 
pals tell stories about their first true loves. 
11.35 Series 17, The guys volunteer to 
chaperone the high school prom. 

12.05am Peter's hair turns white. (S) (AD) (HD) 
12.35 American Dad!: two episodes (S) (AD) (HD) 
1.30 The Sex Lives of College Girls: two editions 
(S) (HD) 2.30=3.00am Unwind (S) (HD) 


Freeview 6 Freesat 113 Sky 118 Virgin 115 


Freeview 29 Freesat 114 Sky 218 Virgin 315 


Joanna Lumley's Great Cities of 
the World 9.00pm A tour of Paris 


6.00am Bless This House (S) 7.00 Inspector 
Morse: Series 4. Masonic Mysteries. Morse 
himself is arrested for murder; 9.15 Series 7 
Deadly Slumber. ls Morse's sympathy for a 
troubled murder suspect clouding his 
judgement? (S) (SL) (AD) (HD) 11.30 The 
Darling Buds of May 2/7 Series 2. Oh! to be 
in England 2/2. Preparations get under way 
for the christening; 3/7 Stranger at the 
Gates 1/2. Mariette is flattered by the 
attentions of a handsome Dane (S) (AD) (HD) 
1.45pm Wycliffe: Wild Oats. Thieves target 
an archaeological dig; 2.50 Breaking Point 
A surfer's near-fatal accident arouses 
suspicion (S) (HD) 4.00 Agatha Christie's 
Marple: A Pocket Full of Rye. Miss Marple 
investigates the murder of a business 
magnate, his wife and their maid (S) (AD) (HD) 


6.00pm Lewis 

1/4 Series 5. Old, Unhappy, Far Off 
Things. A college reunion takes a tragic 
turn when a guest is found murdered, and 
Lewis calls in a former colleague to help 
investigate a possible link to an attack that 
occurred ten years previously. (S) (AD) (HD) 


8.00 Long Lost Family 

2/10 Series 11. Debra Spark is longing to 
know what happened to her birth father 
Ernesto, who wanted to be part of her life 
but whose letters were intercepted by her 
English grandmother. (S) (AD) (HD) 


9.00 Joanna Lumley's Great Cities 
of the World 

1/3. Paris. The actress looks at the unusual 
aspects of three of the world’s greatest 
metropolises, beginning with a trip to Paris, 
where she takes a hot-air balloon ride and 
visits the damaged Notre-Dame. (S) (AD) (HD) 


RT TRAVEL Award-winning European river cruises, 
with destinations including Paris and Amsterdam: p32 


10.00 Endeavour 
1/5 Series 1. Girl. When a GP is found 
dead in a public lavatory, the young 
Morse's outlandish theories see him 
relegated to general duties. (S) (AD) (HD) 
12.05am Blue Murder (S) (SL) (AD) 1.45 Bless 
This House (S) 2.20=2.30am Unwind (S) (HD) 
Freeview 10 Freesat 115 Sky 119 Virgin 117 
F'view 59 (9pm-4am) F'sat 116 Sky 219 Virgin 317 


6.00am New. Motorsport Mundial (S) (HD) 
6.30 New. Auto Mundial (S) (HD) 700 
Motorsport UK (S) (HD) 8.00 MotoGP 
Highlights (S) (HD) 9.00 EFL Highlights (s) 
(HD) 10.30 New. SailGP Highlights (S) (HD) 
11.30 Cadfael: a goldsmith is robbed (Ss) 
1.10pm FILM Battle of Britain k***« 
Second World War epic starring Laurence 
Olivier (S) (AD) (W) (HD) 3.50 FILM The Longest 
Day ***«* Drama starring John Wayne 
English, German +subtitles. (BW) (S) (W) (HD) 
7.30pm LIVE Spanish Football Barcelona 
v Athletic Bilbao (kick-off 8.00). Semra Hunter 
presents all the action from the top-flight 
match at Estadi Olimpic Lluis Companys. (S) (HD) 
10.20 The Grand Fishing Adventure 
Ali Hamidi and Bobby Zamora’s tour takes 
them to northern France for a competition to 
catch the most colourful koi carp. (S) (HD) 
11.25 FILM Kull the Conqueror ** 
Fantasy action adventure starring Kevin 
Sorbo and Tia Carrere. Barbarian warrior 
Kull unexpectedly becomes ruler of Valusia 
when he slays the king in battle. (S) (W) (HD) 
1.20am Driving Force: with Dame Kelly Holmes 
(S) (HD) 2.30=3.00am Unwind (S) (HD) 

Freeview 26 Freesat 117 Sky 120 Virgin 118 

Freesat 118 Sky 220 Virgin 318 


Catherine Cookson's A Dinner of 
Herbs 4.55pm Kate has a visitor 


7.20am The Bill: five episodes. Kerry faces 
an explosive situation; 8.10 Smithy stands 

in line to blame for the explosion; 9.15 Gina 
falls for a new CPS lawyer; 10.15 Adam Okaro 
gives Lance Powell a telling-off; 11.15 Kerry 
decides to drop the rape allegation 

12.15pm Inspector George Gently: 1/2 Series 4 
When the body of missing schoolgirl Mary is 
discovered in a shallow grave, Gently and DS 
Bacchus are thrown into the world of pop 
music and media celebrity (S) (AD) (HD) 

2.15 Call the Midwife: 3/11 Series 9. Lucille 

is trapped in a lift with a woman in labour; 
3.35 4/11. Sister Julienne and Dr Turner 
hatch a plan they hope will save Nonnatus 
House from demolition (AD) (HD) 


4.55pm Catherine Cookson's 

A Dinner of Herbs 

1/2. Drama starring Billie Whitelaw as a 
herbalist who takes an 11-year-old orphan 
under her wing. The youngster soon 
makes friends with a local girl and the 
future looks rosy - but heartbreak is 
waiting just around the corner. (S) 


8.00 Inspector George Gently 

2/2 Series 4. Goodbye China. Gently and 
his sidekick John Bacchus investigate the 
suspicious death of a former informant 
who apparently died after a fall, leading 
him to suspect a police cover-up. (S) (AD) (HD) 


10.00 Jonathan Creek 
1/6 Series 4. The Coonskin Cap. The 
unconventional hero investigates the 
puzzling murder of a policewoman who 
was found strangled to death, but is 
distracted by an old acquaintance. (AD) 
11.20 2/6. Angel Hair. A composer 
wonders how his new lover has managed 
to regrow a full head of hair in two days 
— a puzzle Carla is eager to solve. (AD) 
12.40am Rebus: 1/4 Series 4. Resurrection 
Men. The detective is sent for retraining in a 
bid to save his pension, leaving DS Siobhan 
Clarke to investigate the murder of an art 
dealer (S) 2.20-4.00am The Brokenwood 
Mysteries: 4/4 Series 4. An ex-finance boss is 
found floating with a sword in his back (HD) 
Freeview 20 Freesat 158 Sky 143 Virgin 116 
Freeview 60 Sky 243 Virgin 316 


7.00am The Real Housewives of Atlanta (S) 
(HD) 8.00 The Big Bake: Halloween (S) (HD) 
9.00 LittleBe: children’s programmes (HD) 
12 noon Be Beautiful (S) (AD) (HD) 12.10pm 
The Real Housewives of Salt Lake City (S) (HD) 
5.00 The Only Way Is Essex (S) (HD) 
6.00pm Ferne McCann: My Family and 
Me Ferne is unnerved as Lorri heads off ona 
work trip before her due date. (S) (HD) 
7.00 Fletcher's Family Farm Emotions run 
high as Kelvin Fletcher and his family open 
their farm to the public. (S) (AD) (HD) 
8.00 Emergency Nurses: A&E Stories 
Emergency nurse Kat treats an air 
ambulance patient who's had a fall. (S) (HD) 
9.00 New. The Only Way Is Essex Things 
get complicated when Diags invites his new 
love interest on the group's mini break. (S) (HD) 
10.00 Abbey Clancy: Celebrity Homes 
Abbey visits the homes of Olivia Bowen and 
Emma Thynn, the Marchioness of Bath. (S) (HD) 
11.00 Chloe Madeley: a Family Affair 
Richard and Judy join the family celebrations 
for James's first Father's Day. (S) (HD) 
12 midnight-1.00am Million Dollar Matchmaker: 
Patti Stanger helps a poker player (S) (HD) 
Freeview 28 Freesat 119 Sky 131 (132 Scotland) 
Virgin 119 +1 Virgin 319 


: ALL PROGRAMMES ON THE ABOVE CHANNELS ARE REPEATS UNLESS OTHERWISE STATED 
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The Emergency Ward /0.00pm 
Dr Jonathan treats a footballer 


8.55am George Clarke's Amazing Caravans 
and Campervans (AD) 9.55 Ugly House to 
Lovely House with George Clarke (AD) 11.00 
George Clarke's Old House, New Home (AD) 
12 noon Come Dine with Me 2.40pm 
Four in a Bed: from Saltburn-by-the-Sea, 
Thrussington, Tewkesbury and Poole 
5.20pm Come Dine with Me A vegetarian 
menu, a fun dress code, a Thai menu and a 
Jewish-lrish fusion menu are provided in an 
effort to impress at dinner parties in Brighton. 
8.00 999: on the Front Line Paramedics 
respond to reports of a patient in cardiac 
arrest. Concerned that an elderly relative 
could be attempting CPR, they break down 
two sets of doors in order to gain entry. 
9.00 24 Hours in A&E Nicky, 61, arrives by 
helicopter after being run over by a car that 
mounted the pavement, and is sent for a CT 
scan to determine the extent of her injuries. (AD) 
10.00 The Emergency Ward A gunshot 
victim arrives under police guard and Dr 
Sarah fears that the patient could die from 
his injuries. Dr Jonathan treats a football 
player after an on-field collision. (AD) 
11.00 Emergency Helicopter Medics 
A mountain biker has a bad fall in a remote 
part of a forest, a four-year-old needs strong 
pain relief when he breaks his thigh bone, and 
a farmer fractures a replacement hip. (AD) 
12 midnight The Good Doctor (AD) 1.00am 999: 
on the Front Line 2.00 24 Hours in A&E (AD) 
3.05-3.35am Food Unwrapped (AD) 

F'view 18 F'sat 124 Sky 136 (137 Scotland) 
Virgin 147 +1 Freesat 125 Sky 236 (237 Scot) Virgin 347 


6.00am Hollyoaks: omnibus (AD) 8.25 FILM 
Christmas Encore ** Romantic drama 
starring Maggie Lawson 10.10 Ramsay's 
Hotel Hell (AD) 11.05 Married at First Sight UK 
3.20pm The Big Bang Theory (AD) 
6.10pm FILM Jumanji **** Fantasy 
adventure starring Robin Williams. In 1969, a 
young boy named Alan is trapped in a magical 
board game he has unearthed on a building 
site. Twenty-six years later, two children 
discover the game and unwittingly unleash 
its dangerous magic. They also release Alan, 
now an adult, who realises that to escape the 
game they must play it all the way to the end. 
8.10 FILM Pitch Perfect 3 ** Musical 
comedy starring Anna Kendrick and Rebel 
Wilson. Having graduated from college, the 
Bellas reunite for one last harmonised 
hurrah in the form of an overseas tour. (AD) 
10.00 FILM Terminator 3: Rise of the 
Machines *** Sci-fi action thriller starring 
Arnold Schwarzenegger. John Connor, now in 
his 20s, is visited by the same Terminator 
cyborg who came from the future to protect 
him ten years ago. This time his life is in danger 
from the TX, which takes female human form 
and can control other machines. (AD) 
12.05am Gogglebox (SL) (AD) 2.15 Below Deck 
Sailing Yacht (AD) 3.10 Modern Family 
3.35-6.00am Hollyoaks (SL) (AD) 

Freeview 13 Freesat 122 Sky 135 (136 Scot) Virgin 106 

Freeview 30 Freesat 123 Sky 235 (236 Scot) Virgin 306 

F'view 31 F'sat 181 Sky 138 (139 Scot) Virgin 287 


6.00am Fantasy Homes by the Sea 7.00 Home 
Shopping 8.00 Fantasy Homes by the Sea 10.00 
A Place in the Sun 3.00pm The Hotel Inspector 
4.00 Antiques Road Trip (AD) 7.00 The Great 
Antiques Challenge 8.00 Dr Pimple Popper 
9.00 Born with Three Arms: Body Bizarre: a 
two-year-old born with an extra arm growing out 
of his back 10.00 Sister Wives 12 midnight 
Conjuring Kesha 1.00am Ghost Adventures 
2.00 Home Shopping 4.00 Animal Cops Houston 
(AD) 5.00-6.00am Animal Cops (AD) 


Freeview 17 Freesat 160 Sky 142 Virgin 128 
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Grand Ole Opry 8.00pm American 
Idol contestant Lauren Alaina 


6.00am Beethoven's Fidelio by Christoph 
Waltz 8.25 Tales of the Unexpected (AD) 
11.00 Portrait Artist of the Year 2023 
12 noon Discovering: Michelle Yeoh 1.00pm 
FILM Sherlock Holmes and the Secret 
Weapon *** Mystery starring Basil Rathbone 
and Nigel Bruce (BW) (W) 2.20 The Agatha 
Christie Hour (AD) 3.20 BB King: Live in 
Concert at the Royal Albert Hall 5.00 Pink 
Floyd: a Technicolor Dream: a 1967 concert 
7.00pm The Joy of Painting Bob Ross puts 
a cabin in the middle of a snowy setting. 
7.30 A golden field of sparse pines inside 
the unique shape of a tapered rectangle. 
8.00 New. Grand Ole Opry Performances 
from Nashville, Tennessee, featuring Luke 
Combs, Lauren Alaina and Chris Young. 
9.00 New. Performances from the home of 
country music, with Craig Morgan. 
10.00 FILM Sherlock Holmes in Dressed 
to Kill ** Crime mystery starring Basil 
Rathbone, in his final appearance as Sherlock 
Holmes, with Nigel Bruce and Patricia Morison. 
When a music box is stolen from a friend of 
Dr Watson, Holmes investigates. (BW) (W) 
11.25 The Directors The work of David 
Lean, whose films include Great Expectations 
and who won Oscars for The Bridge on the 
River Kwai and Lawrence of Arabia. 
12.25am Discovering: Michelle Yeoh 1.25 Johnny 
Cash: Song by Song (AD) 4.25 Discovering: Tina 
Turner 5.00 Jefferson Airplane: Music Icons 
5.30-6.00am Joni Mitchell: Music Icons 
Freeview 36 Freesat 147 Sky 130 (131 Scotland) 
Virgin 140/HD 123 BT 350/HD 365 


9.00am Four in a Bed: ten editions 
2.00pm A Place in the Sun: four editions 
6.00pm A Place in the Sun Jean Johansson 
helps Joe and Kirsty exchange their house in 
Hampshire for a new home in Valencia, Spain. 
7.00 Leah Charles-King helps Lee and 
Louise from Warwickshire find a three- 
bedroom villa in Villamartin on Spain's Costa 
Blanca within their budget of £212,000. 
8.00 Grand Designs In Lincolnshire, Kevin 
McCloud meets Nathan and Amye, who have 
decided to build a cathedral-like home modelled 
on the area's Dutch barn-style houses, but 
with a sleek contemporary twist. (AD) 

9.00 Gogglebox Views on Coronation Street, 
Love Island, Sex Actually with Alice Levine, 
Starstruck, Dancing on Ice and Catfish UK. (AD) 
10.00 FILM Collateral **** Action crime 
thriller from the director of Heat, with Tom 
Cruise and Jamie Foxx. Hitman Vincent hijacks 
taxi driver Max and forces him to stop at a 
variety of locations in LA where he carries out 
his gruesome business. Max looks for means of 
escape. Review p53. Shown yesterday 1.40pm C4 
12.20am Celebrity SAS: Who Dares Wins (AD) 1.25 
Handmade: Britain's Best Woodworker (AD) 2.30 
The Great Pottery Throw Down (AD) 3.45-4.45am 
Castle Howard: through the Seasons (AD) 


F'view 49 F'sat 127 Sky 137 (138 Scot) Virgin 143 


6.00am Blowing Up History: Seven Wonders 8.00 
The Woodland Workshop 9.00 Salvage Hunters: 
the Restorers 10.00 Who Do You Think You Are? 
11.00 The Yorkshire Auction House 12 noon The 
Repair Shop 3.00pm John Torode's Ireland 

4.00 Michel Roux's French Country Cooking (AD) 
5.00 Find It, Fix It, Flog It 6.00 American Pickers: 
double bill 8.00 Salvage Hunters 9.00 The 
Repair Shop 10.00 Aussie Gold Hunters 11.00 
Tony Robinson's Victory In Europe: the last days of 
the Nazi regime 12 midnight Ancient Unexplained 
Files 1.00am Curse of the Bermuda Triangle 2.00 
How Trains Changed the World 3.00 Airplane 
Repo 4.00=5.00am How It’s Made 


Freeview 12 Freesat 172/HD 167 Sky 144 Virgin 137 
Freeview 70 Freesat 168 Sky 244 Virgin 337 


SUNDAY 22 OCTOBER 


‘Allo ‘Allo! 8.00pm Colonel Von 
Strohm is on his way to Geneva 


6.10am Hitler's Most Wanted 7.10 Meat Loaf: 
in and out of Hell 8.00 WW2: Battles for Europe 
12 noon Mediterranean with Simon Reeve 
4.00pm Bangers and Cash: double bill 
6.00pm Bangers and Cash A MG Midget, 
an Austin-Healey "frogeye” Sprite and an 
RS2000 come up for auction. 
7.00 Dave's son Jack heads to Cheshire to 
collect two cars with a 35-year age difference. 
8.00 ‘Allo ‘Allo! René bumps into Mimi, the 
Colonel and Gruber on the night train to Geneva. 
8.35 René hides his gold in the cuckoo clock 
then, at the Colonel's order, disguises himself 
and his friends as a string quartet at the chateau. 
9.05 Edith accepts Monsieur Alfonse's proposal 
of marriage, much to the dismay of René. 
9.40 Yvette and Edith both question René 
about the whereabouts of the gold. 
10.10 Bangers and Cash: Restoring Classics 
The team are on the hunt to restore one of 
the greatest names in motoring history - 
the Bugatti, but settle for a replica. (AD) 
11.10 The Architecture the Railways Built 
Tim Dunn tours the breathtaking stations of 
the Hungerbergbahn in Innsbruck. (AD) 
12.10am Bangers and Cash 1.10-3.00am 
Forbidden History: two editions (AD) 

Freeview 27 Freesat 159 Sky 155 Virgin 129 

Sky 255 Virgin 329 


7.10am Exploration Volcano (AD) 8.00 Rick 
Stein's Cornwall 9.00 Abandoned Engineering 
(AD) 11.00 Top Gear: Burma Special (AD) 
1.40pm Top Gear (AD) 3.00 Gino's Italian 
Coastal Escape: triple bill 4.30 Gino's 
Coastal Odyssey 5.00 Soapbox Race 
7.00pm The Lakes with Simon Reeve The 
adventurer explores the coast of Cumbria. 
8.00 New series. Border Force: America's 
Gatekeepers A large shipment of fake 
fentany! pills is intercepted and an automatic 
rifle is found inside a loudspeaker. 
9.00 Have | Got a Bit More News for You 
Broadcaster Steph McGovern and comedy 
writer Armando lannucci pair up with lan 
Hislop and Paul Merton. Martin Clunes hosts. 
10.00 Live at the Apollo Nish Kumar hosts, 
with Luisa Omielan and David O'Doherty. 
11.00 Big Zuu's Big Eats 4/8 Series 4. Zuu 
and the boys welcome comedian Ellie Taylor 
to Mandem HQ and give her a B&B-style 
breakfast buffet with a Peking duck twist. (AD) 
11.40 QI XL Stephen Fry is joined by Jack 
Dee, Chris Addison, Rich Hall and Alan Davies 
on an extended edition of the quiz. 
12.40am Mock the Week 1.20 Not Going Out 
2.30-4.00am Whose Line Is It Anyway? USA 
F'view 19 F'sat 157 Sky Til (112 Wales) Virgin HD 127 
Freeview 57 Sky 211 (212 Wales) Virgin 327 


6.00am Border Patrol 8.00 Highway Patrol 
(AD) 11.00 999 Frontline 12 noon 
Neighbourhood Blues 1.00pm Caught Red 
Handed 3.00 Star Trek: Voyager 5.00 V: 
double bill. The Visitors appear, promoting 

a message of peace, then Erica and Father 
Jack are tracked by an alien Seeker (AD) 
7.00 Agatha Raisin (AD) 9.00 HJ FILM SAS: 
Red Notice ** Action thriller starring Sam 
Heughan and Ruby Rose. Mercenaries led by 
the cold-blooded Grace Lewis attack a train in 
the Channel Tunnel and hold the passengers 
hostage. What they don't realise is that special 
forces soldier Tom Buckingham is also on 
board. Review p63 (AD) (W) 11.20 The Real 
Manhunter: the Dream City Cinema Club Fire 
12.15am Killing Mum and Dad (AD) 1.10 Brit Cops: 
Law & Disorder (AD) 2.00 Motorway Patrol 
4.00-6.00am Border Patrol 


Freeview 11 Freesat 144 Sky 151 Virgin 135 


9.00am Entertainment News 9.15 Columbo 
(AD) 7.05pm Columbo Series 10. The sleuth 
questions a smooth-talking funeral director 
about the murder of a Hollywood gossip 
writer 9.00 NCIS Series 17. The team must 
ascertain whether the murder of a navy 
officer was the result of a bar fight or 
because the dead man knew too much about 
an attack on a fellow female officer (AD) 
10.00 Law & Order: Special Victims Unit 
Series 6. Double bill. A boy is killed by a 
psychiatrist, then a cult leader is identified 
as the seducer of a 12-year-old girl 
12 midnight NCIS 1.55am Criminal Minds 
3.35-4.00am Criminals: Caught on Camera 

F'view 21 F'sat 129 Sky 141 Virgin 120 (162 Scot) 

Freesat 130 Sky 241 Virgin 320 


8.00am Car Pound Cops: Give Me My Car 
Back! 1.00pm Traffic Cops 
5.00pm Police Interceptors Twenty police 
cars and two helicopters pursue a driver. 
6.00 The search for an armed driver leads 
the officers into a graveyard. 
7.00 A man makes a feeble effort to hide his 
identity from the police, and an interceptor 
stands up to a pair of heavyweights. 
8.00 A drug dealer who has been driving 
dangerously reveals a surprising amount of 
information when he is pulled over. 
9.00 FILM Love Actually *** Ensemble 
romantic comedy featuring Hugh Grant, Emma 
Thompson, Alan Rickman, Keira Knightley 
and Bill Nighy. In London, during the weeks 
leading up to Christmas, people from various 
walks of life suffer the highs and lows of love. 
11.50 FILM Bridget Jones's Baby **** 
Romantic comedy starring Renée Zellweger, 
Colin Firth and Patrick Dempsey. Bridget 
discovers she's pregnant. All she has to 
do now is find out who the father is. 
2.15=3.00am Killer at the Crime Scene 

Freeview 32 Freesat 131 Sky 128 (129 Scotland) 
Virgin 126 +1 Freesat 141 Sky 228 (229 Scot) Virgin 326 


9.00am Trucking Hell (AD) 10.00 New. 
Wrestling 12 noon Entertainment News 
12.10pm Winter Road Rescue 12.45 Police 
Interceptors 1.50 FILM The Poseidon 
Adventure **«*%* Classic disaster movie with 
Gene Hackman and Ernest Borgnine 4.10 
FILM Waterworld **** Futuristic adventure 
with Kevin Costner and Dennis Hopper 
6.45pm FILM Demolition Man **** 
Sci-fi thriller with Sylvester Stallone, Wesley 
Snipes and Sandra Bullock. Villainous Simon 
Phoenix and LA Police sergeant John Spartan 
stand jointly accused of manslaughter and 
are frozen in a cryo penitentiary. When Phoenix 
escapes, Spartan is sent to apprehend him. 
9.00 FILM Blade *** Fantasy action 
adventure starring Wesley Snipes. In a 
world where vampires and humans co-exist, 
bloodsucker Deacon Frost threatens to unleash 
a powerful force that will take over the Earth. 
11.20 FILM The Punisher ** Action crime 
thriller, based on the Marvel Comic, starring 
Dolph Lundgren as the Punisher. 
1.15am Sinkholes 2.15 Criminals: Caught on 
Camera 2.50=3.00am Entertainment News 
Freeview 33 Freesat 132 Sky 150 Virgin 130 


9.00am GPs: behind Closed Doors (AD) 

12 noon Inside the Tower of London 
6.00pm Inside the Tower of London 

The new tower director starts work on the 
same day that Donald Trump visits London. 
7.00 The stories behind some of the most 
dramatic escape attempts from the tower. 
8.00 Only Fools and Horses: Britain's 
Favourite Sitcom Celebrity fans discuss 
why they love the classic comedy. 

9.30 Most Shocking TV Interviews The 
top 30 worst TV interviews of all time, including 
Prince Andrew's interview with Emily Maitlis. 
11.00 Eurovision: Secrets and Scandals 
Documentary uncovering what goes on 
behind the scenes at the song contest. 

12 midnight Buckingham Palace with Alexander 
Armstrong 2.00=3.00am Secrets of the Royal 
Palaces: the history of Kensington Palace 


F'view (HD only) 46 F'sat 133 Sky 153 Virgin 138 


FREEVIEW TV and film 
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Freeview 231 Freesat 212 Sky 503 Virgin 601 


Toast 100 years of Radiolimes with our exclusive mug 


Freeview 233 Freesat 202 Sky 501 Virgin 603 BT 313 


Order yours at radiotimes.com/shop43 
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Telev 


Stacey Dooley Sleeps Over: 
Family and Me 9.00pm 


6.10am Tipping Point 12 noon The 
Undateables (AD) 3.00pm My 
Family (AD) 5.00 Miranda (AD) 


7.00pm Nurses on the Ward 
Renal nurse Neil treats a dialysis 
patient and midwife Amy delivers 
a baby with a falling heart rate. (AD) 


8.00 Inside the Operating 
Theatre A young man is having 
his gall bladder removed. (AD) 


9.00 Stacey Dooley Sleeps 
Over: Family and Me Stacey 
Dooley reflects on whether 
becoming a mother has 
changed her perspective. (AD) 


10.00 Women behind Bars with 
Trevor McDonald A look at life 
inside two of Indiana's most 
dangerous women’s prisons. 


11.00 Stacey Dooley 
Investigates: Second Chance 
Sex Offenders The reporter 
examines rehabilitation for sex 
offenders in Florida. (AD) 
12 midnight Nurses Down Under 
(AD) 1.00am Lives on Fire 
2.00-3.00am Tipping Point 
F'view 25 F'sat 156 Sky 132 (133 Scotland) 
Virgin 125 #1 Sky 232 (233 Scotland) Virgin 325 


7.00am My Lottery Dream Home 
10.00 Love Your Garden (AD) 

12 noon The Great Interior Design 
Challenge 3.00pm A Place in the 
Sun 6.00 A Place in the Sun: two 
further editions. Searching for a 
retirement home in the Dordogne 
region of France with a budget of 
£175,000, then a couple seek to 
spend £45,000 on the perfect 
holiday apartment in Paphos 8.00 
Fixer to Fabulous: Welcome Inn: 
after a devastating construction 
setback, Dave and Jenny face 
unexpected costs at their inn, and 
come to the realisation that they will 
have to make major compromises 
9.00 A Place in the Sun: four 
editions of the property search 
1.00am Inn the Works 2.00-4.00am 
Love Your Garden (AD) 


F'view 44 F'sat 166 Sky 158 Virgin 191 
Sky 258 Virgin 391 


Available in London area only. Other regional 
stations are available on Freeview 7 or 8 


6.00am London's Weekend 7.00 

The Prisoner 8.00 The World's Most 
Extraordinary Families 9.00 The 
World's Most Incredible Hotels 10.00 
My Greek Odyssey 11.00 FILM High 
Rise Donkey *** 12.15pm FILM 
The Painted Smile * 1.30 FILM Gypsy 
Girl &** 3.40 FILM Mr Horatio 
Knibbles *** Fantasy comedy 4.55 
FILM The Clue of the Missing Ape ** 
Adventure (BW) 6.15 London Districts 
6.30 Tabernacle Choir: Music and 
Words 7.00 My Greek Odyssey 8.00 
The Avengers (BW) 9.15 Murder Maps 
10.15 FILM Detachment *** Drama 
12.15am FILM The Shape of Things to 
Come * 2.15 Muck and Brass 3.15 
London Districts 3.30 News Rewind 
5.00-6.00am Talking Points 


F'view 8 Sky 117 Virgin HD 159 


FREEVIEW channels 


continued from overleaf 


ALL PROGRAMMES ON THE ABOVE CHANNE 


Beat Bobby Flay: Holiday 
Throwdown 8.00pm Calhoun 


6.00am Diners, Drive-Ins and 
Dives 8.00 Delicious Miss Brown 
12 noon Jamie's Money Saving 
Meals 1.00pm James Martin: 
Yorkshire's Finest 3.00 The Great 
British Bake Off 8.00 Beat Bobby 
Flay: Holiday Throwdown: double 
bill. Chefs Scott Calhoun and David 
Feola try and take Bobby Flay 
down, then Alex Guarnaschelli and 
Randy Fenoli are saying "yes" 
9.00 Sophie Grigson: Slice of Italy: 
double bill as the chef shares her 
new world in beautiful Puglia 
10.00 Mystery Diners: five editions. 
The owner of Doffo Winery in 
Temecula, California notices barrels 
are missing 10.30 The owners of 
Hot Red Bus hear the restaurant is 
open on the one day that it should 
be closed 11.00 The owner of a 
restaurant in Las Vegas needs help 
11.30 Addressing concerns about 
unhealthy competition between 
two restaurants (AD) 12 midnight 
Kristy and Sarah from Moviesets in 
New Orleans are concerned about 
theft at their event centre (AD) 
1.00am Diners, Drive-ins and Dives 2.00= 
3.00am Halloween Baking Championship 
F'view 43 F'sat 148 Sky 140 
(141 Scot) Virgin 190 +1 F'sat 149 Sky 240 (241 Scot) 


8.00am Diagnosis Murder 11.00 
Murder, She Wrote 6.00pm Murder, 
She Wrote: three further episodes. 
An archaeological dig reveals a 
murder 7.00 Jessica is embroiled in 
a case in New York 8.00 Jessica's 
cousin Calhoun is suspected of 
murder 9.00 Lost Letter Mysteries: 
from the Heart 10.45 FILM Weep 
No More My Lady ** Thriller 
12.45am Castle 1.45 Movie News 
1.55 Castle 2.50 Movie News 
3.00 Return of the Saint 3.50 Movie 
News 4.00 Highway to Heaven 
4.50-5.00am Movie News 

Freeview 50 (limited) Freesat 142 
Sky 157 Virgin 170 +1 Freesat 143 Sky 257 


9.00am Medical Detectives 
12 noon Facing Evil: double bill. In 
separate incidents, Britney Gulley 
and her friend Jeremisha Adams 
murder two men in cold blood and 
blind another with a shotgun blast, 
then the body of Patrice LaBlanc 
surfaces in a Texas lake after she 
was stabbed 39 times 2.00pm 
Medical Detectives 5.00 Judge Judy 
12.05am World's Most Unexplained 1.00 
Something's Killing Me 3.40 Facing Evil 
5.25-6.00am Medical Detectives 
Freeview 68 Freesat 134 
Sky 147 Virgin 172 


6.00am Westminster Hall 11.00 House 
of Lords 12.30pm House of Commons 

1.30 Senedd Cymru: Welsh Parliamen 
2.30 House of Commons 3.05 House 
of Lords 3.40 PMQs 4.15 Welsh First 
Minister's Questions 5.15 House of Lords 
6.00 Select Committees 12 midnight 
House of Commons 12.35am House of 
Lords 1.10 House of Commons 2.10 
House of Lords 3.40 PMQs 4.15 Welsh 
FMQs 5.15-6.00am House of Lords 


Freeview 232 Freesat 201 
Sky 504 Virgin 605 


Pan Am: Crossing the 
Pacific 5.50pm A Clipper 


8.00am Beautiful Serengeti 
8.30 Mutant Weather 

9.30 Pan Am: Crossing the Pacific 
1.00pm The Long Road to War 
3.35 The Lafayette Squadron 


5.50pm Pan Am: Crossing the 
Pacific 1/3. Revealing the daunting 
technological challenges and 
setbacks that faced post-First 
World War aviation pioneers. 
7.00 2/3. As the airline develops, 
the aviators build larger flying boats 
and harness radio to navigate 
safely over long distances. 

8.15 3/3. Defying the sceptics, 
the airline grows and becomes 
global, introducing services to Asia 
and London with Leuteritz’s radio 
direction finders pointing the way. 


9.30 The Long Road to War 1/2 
An examination of the events that 
led to the First World War. 
10.45 2/2. How the causes of 
the First World War triggered 
every major contemporary 
conflict since, up to today. 
12 midnight Mutant Weather 
1.05-2.00am Beautiful Serengeti 
F'view 84 (Ipm-12 midnight only) 
Freesat 155 Sky 174 Virgin 187 


6.00am WW2 Treasure Hunters 
7.00 The Jesus Strand: a Search 
for DNA 9.00 The Proof Is Out There 
10.00 Evidence of the Unexplained 
11.00 Close Encounters 12 noon 
Ancient Aliens 1.00pm MysteryQuest 
3.00 Strange Evidence 8.00 River 
Hunters: Beau Ouimette and Rick 
Edwards seek artefacts in the River 
Wear 9.00 New. Al Murray: Why 
Do the Brits Win Every War?: Al 
meets “the Auld Enemy”, in the 
form of guest Sanjeev Kohli, as 

he explores the truth behind 
famous battles from the Wars 

of Scottish Independence 

10.00 The UnXplained with William 
Shatner 11.00 Strange Evidence 

12 midnight Strangest Things 1.00am 
What on Earth? 2.00 Paranormal Cops 
3.00 The Real Conjuring: Our Story 
5.00-6.00am Hardcore Pawn 


F'view 64 F'sat 162 Sky 164 Virgin 174 


7.00am Scrapheap Challenge 
10.00 Bullseye 12 noon Family 
Fortunes (AD) 1.00pm Dickinson's 
Real Deal 2.00 Play Your Cards 
Right (AD) 3.00 Lily Savage's 
Blankety Blank: presented by Lily 
Savage 5.00 Tenable: quiz hosted 
by Warwick Davis, in which five 
housemates from London answer 
questions about top ten lists 
7.00pm The Chase: double bill 
9.00 The Chase Celebrity Special: 
Bradley Walsh presents as celebrity 
contestants Russell Kane, Leonie 
Elliott, Kevin Clifton and Bonnie 
Langford pit their wits against 
ruthless quiz genius the Chaser in 
the hope of winning a potential 
prize pot worth thousands of 
pounds for charity 10.00 The 
Chase: six editions of the quiz show 
4.00am The Chase Celebrity Special 
5.00-6.00am The Chase 

Freeview 48 Freesat 146 
Sky 145 Virgin 139 


CHILDREN'S! 


5.35am Peppa Pig 5.45 Paw Patrol 
6.00 Peppa Pig 6.05 Blue's Clues & 
You 6.25 Sesame Street Mecha 
Builders 6.40 New. Pirata & Capitano 
6.50 Fireman Sam 7.00 Thomas & 
Friends 7.15 Paw Patrol 7.25 Pip and 
Posy 7.40 Peppa Pig 8.00 The 
Adventures of Paddington 8.15 Ben 
and Holly's Little Kingdom 8.30 Chip 
and Potato 8.45 New. Pop Paper City 
9.00 Meet the Experts 9.10 New. Reu 
& Harper's Wonder World 9.20 Santiago 
of the Seas 9.35 Baby Shark’s Big 
Show! 9.45=9.50am Sunny Bunnies 


Full listings for Channel 5 are on p60 


6.00am Baby Jake 6.10 Twirlywoos 
6.20 Bing 6.30 Love Monster 6.35 
Chuggington 6.50 Go Jetters 7.00 
Postman Pat: SDS 7.15 Bing 7.35 Hey 
Duggee 7.50 Go Jetters 8.00 Peter 
Rabbit 8.15 Octonauts: Above and 
Beyond 8.25 Chuggington: Tales From 
The Rails 8.35 Bitz & Bob 8.45 The 
Furchester Hotel 9.00 Something 
Special: We're All Friends 9.20 Bluey 
9.35 Hey Duggee: double bill 

9.55 Supertato 10.00 Justin's House 
10.25 Pfifirates 10.35 Get Set Galactic 
10.55 The Game Catchers 11.05 
Patchwork Pals 11.10 Love Monster 
11.20 Vegesaurs 11.25 Kiri & Lou 
11.30 Colourblocks 11.35 Let's Go for a 
Walk 11.50 JoJo & Gran Gran 

12 noon My World Kitchen 12.15pm 
Old Jack's Boat 12.30 Hey Duggee 
12.45 Octonauts 1.00 Bitz & Bob 1.10 
Love Monster 1.25 Go Jetters 1.35 
Messy Goes to OKIDO 1.50 Dog Loves 
Books 1.55 Roots and Fruits 2.00 
Something Special: We're All Friends 
2.20 Get Well Soon 2.35 Molly and 
Mack 2.50 Alphablocks 2.55 Baby 
Jake 3.05 Supertato 3.15 JoJo & Gran 
Gran 3.25 Fred & Pete's Treasure Tales 
3.40 GiggleQuiz 3.55 Alphablocks 
4.05 Magic Hands Black History Songs 
4.15 Treasure Champs 4.30 Supertato 
4.35 Bluey 4.40 My Petsaurus 4.45 
The Game Catchers 4.55 Steve and 
Aneeshwar Go Wild 5.00 Andy's 
Prehistoric Adventures 5.15 Katie 
Morag 5.30 JoJo & Gran Gran 5.45 
Sarah & Duck 5.50 Charlie and Lola 
6.05pm Tee and Mo 6.10 Clangers 
6.20 In the Night Garden... 
6.50-7.00pm CBeebies Bedtime 
Stories: a tale read by JB Gill 


F'view 202 F'sat 608 Sky 608 Virgin 702 


7.00am Shaun the Sheep 7.05 
Sketchy Comedy 7.10 Danger Mouse 
7.20 Dennis & Gnasher Unleashed! 
7.35 Boy Girl Dog Cat Mouse Cheese 
7.45 New. Newsround 7.50 Ninja 
Express 8.05 Odd Squad 8.15 
Oswaldo 8.30 The Dengineers 9.00 
Blue Peter 9.30 Octonauts Specials 
10.40 Boy Girl Dog Cat Mouse Cheese 
10.50 Danger Mouse 11.25 Grizzy and 
the Lemmings 11.40 Gym Stars 
12.05pm Deadly Mission Shark 12.35, 
Operation Ouch! 1.00 Horrible Histories 
1.30 Danger Mouse 2.20 Dennis & 
Gnasher Unleashed! 2.50 Sketchy 
Comedy 2.55 Shaun the Sheep 3.05 
Grizzy and the Lemmings 3.20 
Operation Ouch! 4.20 Deadly Mission 
Shark 4.50 Blue Planet Il: animals that 
live on the coast 5.45 Malory Towers 
6.10pm The Next Step 6.35-7.00pm 
Transformers EarthSpark 


F'view 201 F'sat 607 Sky 607 Virgin 701 


Streamed on ITVX Kids, plus on ITV2 
5am-9.00 and on ITVBe Yam to 12 noon 


ITV2 


5.00am Dodo 5.25 Scooby-Doo! 
Mystery Incorporated 5.45 Craig of 
the Creek 6.10 Teen Titans Go! 6.35 
Looney Tunes Cartoons 7.30-9.00am 
Scooby-Doo in Where's My Mummy? 


ITVBe 

9.00am Wildwoods 9.15 New. Minibods 
9.20 Lily's Driftwood Bay 9.30 The 
Hive 9.45 Percy's Tiger Tales 10.00 
Oddbods 10.10 Happy the Hoglet 10.20 
The Sound Collector 10.25 Sooty 
10.40 Pingu in the City 10.50 Bob the 
Builder 11.20 Postman Pat 11.35 
Mumfie 11.45=12 noon Pip Ahoy! 


SUNDAY Freeview & films 


11.00am Baby's Day Out *** 
Cosy take on Home Alone in which 
a baby wreaks havoc on the 
best-laid plans of three bungling 
kidnappers. Joe Mantegna (1994, PG) (S) 
12.55pm The Seeker: The Dark 
Is Rising ** Lacklustre adaptation 
of Susan Cooper's series of fantasy 
novels. Alexander Ludwig (2007, 12) (S) 

3.05 The Remains of the Day 
Impeccable period drama 
with Anthony Hopkins as a 
repressed butler and Emma 
Thompson as the housekeeper who 
loves him. Review p103. (1993, U) (S) 


6.00pm Independence Day 
kkk Spectacular sci-fi 
blockbuster that sees alien 
spacecraft hover above major 
cities and set about destroying 
everything below. will Smith (1996, 12) (S) (AD) 


9.00 Independence Day: 
Resurgence ** The interstellar 
invaders return in this strangely 
underpowered sci-fi sequel. Liam 
Hemsworth, Jeff Goldblum (2016, 12) (S) (AD) 


11.20 Indiana Jones and the 
Temple of Doom **** 

This thrilling second outing for 
Harrison Ford's intrepid hero sees 
him set out to return a magical 
stone to its village. (1984, 12) (S) (AD) 


1.40-4.00am And Then We 
Danced Moving tale of a 
Georgian teen practising to earn a 
place in the country’s prestigious 
dance ensemble, who finds himself 
falling for his rival. Levan Gelbakhiani (2019, 15) 


Freeview 14 Freesat 300 
Sky 313 Virgin 428 
F'view 47 F'sat 301 Sky 314 Virgin 430 


6.00am The Blue Parrot ** 
Routine crime drama starring Dermot 
Walsh. (1953, PG) (S) 720 The Sword of 
Monte Cristo ** A sword is the key 
to a fortune in this so-so swashbuckler. 
George Montgomery (1951, PG) (S) 8.55 | Was 
an Adventuress *** Rollicking, 
delightfully twisty comedy with Peter 
Lorre and Erich von Stroheim as con 
artists abandoned by their partner. 
(1940) (S) 10.35 Beneath the 12-Mile 
Reef ** Amiable adventure about 
warring fishing families. (1953, U) (S) 
12.40pm The Black Dakotas ** 
Average western starring Gary 
Merrill as a confederate spy. Wanda 
Hendrix (1954, U) (S) 2.00 The Adventures 
of Robin Hood TV adventure. ()2.30 
The Larkins TV sitcom. (5) 3.10 
Sapphire *** Socially conscious 
director Basil Dearden's drama about 
a murdered black woman. Nigel Patrick 
(1959, PG) (S) 5.00 The Footage 
Detectives Archive clips. (5) 
6.00pm Tell Me Another 
Vintage TV chat show. (S) 
6.30 Coaching Holiday in 1958 
TV travel documentary. 
6.55 Heaven Knows, Mr Allison 
eke wR A nun and a marine are 
stranded on a Japanese-occupied 
Pacific island during the Second 
World War in this sublime drama. 
Deborah Kerr, Robert Mitchum (1957, PG) (S) 
9.00 Van der Valk TV drama. (s) 
11.10 Dr Crippen ** Donald 
Pleasence is at his sinister best, but 
this biopic of the monstrous doctor 
is too straightforward. (1962, PC) (S) 
1.10am The Last Page ** 
Watchable but decidedly minor 
crime thriller from Hammer. George 
Brent (1952) (S)2.50 The Shakedown 
** Would-be sleazy crime tale. 
Terence Morgan (1959, 12) (Ss) 4.40-5.45am 
The Heritage Chart Show with 
Mike Read TV music clips. 

Freeview 82 
Freesat 306 Sky 328 Virgin 445 


LS ARE REPEATS UNLESS OTHERWISE STA 


The late 


ED 


series of The Radio Times Podcast — 


SCAN TO 
LISTE 


U - suitable for all; PG Parental Guidance - for general viewing, but some scenes may be unsuitable for young or sensitive children; 12,15, 18 - for viewers of these ages and over. 


9.10am Fatal Memories ** Glossy, 
predictable TV-movie thriller. (2015) 
11.15 Krull *** Ken Marshall must 
rescue Lysette Anthony from the 
Beast in this unjustly maligned fantasy. 
(1983, PG) 1.50pm After Earth ** Will 
and Jaden Smith crash-land ona 
future Earth.(2013,12)4.00 The 
Adjustment Bureau *** Action- 
packed mix of love story and high- 
concept sci-fi thriller. Emily Blunt (2010, 12) 
6.10pm Seven Years in Tibet 
*&*k* Magnificently shot adventure 
drama about an Austrian 
mountaineer. Brad Pitt, David Thewlis (1997, PG) 
9.00 In the Line of Fire k**** 
An ageing Secret Service agent is 
taunted by a would-be assassin in 
this slick thriller. Clint Eastwood (1993, 15) 
11.35 Reasonable Doubt ** 
Intriguing but implausible thriller in 
which an innocent man is prosecuted 
by a corrupt lawyer. Dominic Cooper (2014, 15) 
1.20am Ca$h! ** Watchable 
crime thriller. Sean Bean, Chris Hemsworth 
(2010, 15) 3.30 Wild West Chronicles 
4.00-5.40am Betrayed by Lies 
** Convoluted drama. Amy Nuttall (2018) 
Freeview 34 Freesat 302 

Sky 321 Virgin 425 

Freeview 61 (/imited 10pm-5am) Sky 322 


8.00am Battle for the Bulge 9.00 
Candlelight in Algeria ** Wartime 
romantic spy thriller. James Mason (1943, U) 
10.50 The Return of the Soldier 
%k%&*& Officer Alan Bates returns from 
the trenches and runs out on wife 
Julie Christie with old flame Glenda 
Jackson. Ann-Margret (1982, PG) 1.00pm 
The Quick and the Dead ** 
Effective, low-budget war drama. 
Victor French (1963) 2.55 Suicide Mission 
** Realistic if dry wartime refugee 
story. Leif Larsen (1954) 4.25 Sahara 
*k*& Army sergeant Humphrey 
Bogart leads a bunch of no-hopers 
across the desert. (1943, P6) 
6.30pm Lost Command ** 
A super cast elevates this so-so war 
drama. Anthony Quinn, Alain Delon (1966, 15) 
9.00 Kickboxer *** Jean- 
Claude Van Damme seeks revenge 
for his injured brother. (1989, 18) 
11.10 Kickboxer: Vengeance ** 
Routine remake of the well-liked 
1989 martial arts movie. (2016, 15) 
1.00am Battle for Warsaw 2.00 
Wild West Chronicles 3.00-5.00am 
Battle Honours: two episodes 
Freeview 42 (limited) 
F'sat 305 Sky 323 Virgin 426 +1 Sky 324 


8.00am The Christmas Cabin ** 
Two strangers share lodgings. (2019) 
10.00 Merry Kissmas ** Torn 
between two men. Karissa Staples (2015) 
12 noon Love You like Christmas 
%%& Stranded in a small town. Bonnie 
Somerville (2016) 2.00pm Christmas in 
Paris ** te about a former 
model and a French playboy. (2019) 
4.00 My Christmas Fiancé ** 
A young chef helps her boss avoid 
marriage. Jennifer Freeman (2022) 
6.00pm Christmas around the 
Corner ** A small-town bookshop 
is in trouble. Alexandra Breckenridge (2018) 
8.00 Deck the Heart ** 
Everyone needs some festive 
family sparkle. Ashley Brinkman (2021) 
10.00 The Christmas Cure xx 
Home is where the heart is. (2017) 
12 midnight Christmas with the 
Andersons ** Charming true- 
meaning-of-Christmas comedy. (2016) 
2.00am Highway to Heaven 3.00= 
5.00am Christmas Stars ** 
Neat, sweet romance. Christy Bruce (2019) 
Freeview 52 

Freesat 303 Sky 319 Virgin 424 

F'view 63 (/imited 10pm-5am) F'sat 304 Sky 320 


Sky Premiere 


6.00am Shrapnel ** No-nonsense 
action thriller. Jason Patric (2023, 15) 

7.40 As 9.45pm 9.40 As 11.30pm 
12.25pm As 6pm 2.25 Sick k*** 
An idyllic lake-house pandemic 
retreat turns deadly in this slick 
slasher thriller. Gideon Adlon (2022) 

4.10 65 *> Slick but derivative 
sci-fi romp with a fun turn from 
Adam Driver as an alien who crashes 
on a prehistoric Earth. (2023, 12) 
6.00pm Puss in Boots: the Last 
Wish **** The fearless cat sets 
out on a quest in this riotously fun 
animated sequel. Antonio Banderas (2022, PG) 
8.00 TJ The Pope's Exorcist ** 
Daft possession horror movie about 
a priest who is sent to save the soul 
of a young boy. Russell Crowe (2023, 15) 
9.45 Pearl **«** Vibrant horror 
prequel to X, in which a woman falls 
for a cinema projectionist. Review 
P43. Mia Goth, David Corenswet (2022, 15) 

11.30 The Fabelmans 
Late-career coming-of-age 
masterpiece from Steven Spielberg. 
Michelle Williams, Paul Dano, Gabriel LaBelle (2022, 12) 
2.10am As 6am 3.50 As 2.25pm 
5.30 Sky Cinema Preview 


Sky Premiere Sky 301 Virgin 401 
BT 501/HD 515 +1 Sky 312 


7.00am World's Most Unexplained 
8.00 3-Headed Shark Attack ** 
Cheap but fun sci-fi horror. Danny Trejo 
(2015, 15) 10.00 Star Trek: Deep Space 
Nine: five episodes 3.00pm Basilisk: 
the Serpent King * Ridiculous 
horror. Jeremy London, Yancy Butler (2006) 
4.45 Bigfoot * No-frills sci-fi 
adventure. Danny Bonaduce, Barry Williams (2012) 
6.40pm Ape vs Monster * Two 
CGI titans battle it out in this low- 
budget Godzilla vs Kong mockbuster. 
Eric Roberts, Arianna Scott, Katie Sereika (2021, 12) 
8.30 The Twilight Zone TV sci-fi. 
9.00 Blood from the Mummy's 
Tomb *** A woman is possessed 
by the spirit of an Egyptian queen 
in this horror. Review, right. (1971, 15) 
10.55 Lust for a Vampire ** 
Gothic horror set in a girls’ finishing 
school, where terror stalks the 
corridors. Ralph Bates, Yutte Stensgaard (1970, 18) 
12.45am The Exorcist Ill A** 
William Peter Blatty directs this 
high-class “official sequel to his 
original story. George C Scott (1990, 15) 
2.50-4.30am Bite ** Gory 
horror about a bride-to-be who is 
bitten by an insect. Elma Begovic (2015, 18) 


F'view 41 F'sat 137 Sky 148 Virgin 149 


8.00am Asteroid-a-Geddon * 
Low-budget, action-light disaster 
movie. Veronika Issa, Eric Roberts (2020, 12) 
10.00 Monster Island * A beast is 
disturbed on the ocean floor in this 
cheap Godzilla cash-in starring Eric 
Roberts. Toshi Toda (2019, 2) 12 noon 
The 7 Adventures of Sinbad ** 
Tacky adventure that sees a 
descendant of the legendary sailor 
given a series of seemingly 
impossible tasks. Patrick Muldoon (2010) 
2.00pm The Last Sharknado: 
It's about Time ** Wacky, time- 
travelling episode in the hit comedy 
horror series. lan Ziering, Tara Reid (2018, 15) 
4.00pm Star Trek Five episodes 
of the TV sci-fi adventure. 

9.00 Witch Hunt ** Well-played 
but clunky horror set in a time 
where magic exists, but witchcraft 
is illegal. Gideon Adlon, Abigail Cowen (2021, 15) 
11.00 The Cleaning Lady *** 
Twisted, occasionally gory thriller 
about a sex-addict beautician 

who takes on a scarred woman 

as her cleaner. Alexis Kendra (2018, 18) 
1.00-3.00am Witch Hunt As 9pm 


F'view 69 F'sat 138 Sky 317 
F'sat 139 Sky 318 Virgin 371 


Virgin 171 


SUNDAY 22 OCTOBER 


FILM REVIEWS 


i 


1 


Julius Caesar Ess 
12 noon-2.00pm BBC2 (not in Wales) U | 


HISTORICAL DRAMA Marlon Brando plays the 
pivotal role of Mark Antony in what is possibly the finest 
cinematic version of any of Shakespeare's plays. The cast 
assembled by MGM is mouthwatering: Brando is magnificent, 
particularly his oration at Julius Caesar's funeral; James 
Mason is beautifully spoken as Brutus, “the most noble 


Roman of them all’ 


"-and Louis Calhern was clearly born to 


play Caesar himself. Making the most a meagre budget, 
director Joseph L Mankiewicz wisely concentrates on the 
drama and not the spectacle. TONY SLOMAN (US 1953, BW, HD) 


© @ Babe: Pig in the City 
al kkk 
1.40-3.25pm ITV1 U 


ADVENTURE Danger awaits 
the delightful talking-pig hero 
Babe when he travels to the 
city to earn some money 
after Farmer Hoggett (James 
Cromwell) is injured. Mad 
Max maestro George Miller, 
who co-wrote the first Babe, 
directs this sequel with a 
quirky touch. The action is a 
little frantic, but the animal 
special effects are charming. 
TOM HUTCHINSON (US/Aus 1998, HD) 


Mrs Miracle ** 
1.50-3.45pm C5 


FANTASY Channel 5 begins 
its festive-themed films in 
earnest this weekend, and 
this stars Doris Roberts as 
the modern-day Mary 
Poppins who works magic on 
an emotionally wounded 
widower and his unruly twins. 
The film is predictable, but 
Roberts makes her mark with 
her dryly amusing delivery 
and general warmth. 

SLOAN FREER (US TVM 2009, HD) 


An Ideal Husband ** * * 
2.00-3.30pm BBC2 
(starts 11.30am in Wales) G 


COMEDY Writer/director 
Oliver Parker's adaptation of 
Oscar Wilde's 1895 comedy 
of manners is a visual treat 
and benefits from excellent 
casting. Rupert Everett is the 


Get exclusive insight into our star guests’ viewing habit 


standout as philandering 
Arthur Goring, while co-stars 
Cate Blanchett, Minnie Driver, 
Julianne Moore and Jeremy 
Northam are also splendid. 
DAVID PARKINSON (UK/US 1999, 
may be edited for nudity, HD) 


@ e The Addams Family 
al kkk 
4.35-6.30pm C4 PG| 


COMEDY HORROR This first 
movie outing for the creepy 
clan retains the black humour 
of Charles Addams's original 
cartoons. Anjelica Huston 
and Raul Julia are perfect as 
Morticia and Gomez, while 
Christina Ricci is wonderful 
as their daughter Wednesday. 
The witty plot sees a trickster 
posing as Fester (Christopher 
Lloyd) to steal the family 
fortune. JOHN FERGUSON 

(US 1991, violence, sex references, HD) 


Blood from the Mummy's 
Tomb x*** 
9.00-10.55pm Legend 15 | 


HORROR Valerie Leon is 
possessed by an ancient 
Egyptian queen in this cult 
Hammer horror based on 
Bram Stoker's The Jewel of 
Seven Stars. With hardly a 
bandage in sight, director 
Seth Holt radically rethinks 
the mummy genre and 
succeeds in creating a 
fascinating fantasy with 

a menacing atmosphere. 
ALAN JONES (UK 1971, violence) 


Gi SAS: Red Notice x * 
9.00-11.20pm Sky Mix 


ACTION It's Die Hard in the 
Channel Tunnel, but this 
adaptation of Andy McNab's 
novel is sorely lacking in wit. 
The hero is Tom Buckingham 
(Sam Heughan), a special 
forces operative on a train 
hijacked by mercenaries with 
political scores to settle. The 
ensuing hostage crisis makes 
for moderately tense viewing, 
but the prolonged final act is 
less engaging. CALUM BAKER 
(UK 2021, violence, swearing, HD) 


Blinded by the Light 
toktok 


10.00-11.50pm BBC2 
(starts 11.30pm in N Ireland) 12 


COMEDY DRAMA Viveik 
Kalra stars here as Javed, a 
Luton teen who goes against 
his Muslim upbringing by 
pledging allegiance to the 
music of Bruce Springsteen. 
Javed's relationship with his 
father (Kulvinder Ghir) is the 
story's beating heart, and 
director Gurinder Chadha 
balances schoolboy dilemmas 
with more weighty issues of 
race. ANDREW COLLINS (UK/US 
2019, some swearing, racist language, HD) 


Testament of Youth 
Kk 

71.55pm-1.55am BBC1 
(starts 12.25am in Scotland) 


DRAMA The futility of war 
is explored from a female 
perspective in this beautiful 
adaptation of the memoir by 
Vera Brittain. Alicia Vikander 
stars as the aspiring writer 
whose dreams are crushed 
by the outbreak of the First 
World War. When her fiancé 
(Kit Harington) joins the fight, 
she postpones her studies 

to serve as a nurse. STEPHEN 
CARTY (UK/Den 2014, violence, HD) 


Sky Cinema picks 


Just like Heaven *** 
4.35-6.15pm 

Sky Cinema Comedy 
Endearing romcom. (2005, PG) 
Sky 308; Virgin 408; BT 508/522 


The Railway Children 
Return K** 
5.20-7.05pm Sky Family 
Wholesome sequel. (2022, PG) 
Sky 306; Virgin 406; BT 506/520 


Jerry Maguire k*** 
8.00-10.20pm Sky Drama 
Tom Cruise stars. (1996, 15) 
Sky 310; Virgin 410; BT 510/524 


Films to stream from p38 
Netflix, Amazon, Disney+ and more 


Ja, AVaNNS 


UOISIAS 


ISION SUNDAY 
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SUNDAY 


Resident Evil 9.00pm 
Can Alice halt the outbreak? 


6.00am Where's Wally 6.25 Croods 
Family Tree 7.15 The Brilliant World 
of Tom Gates (AD) 8.00 Monkey Life 
8.30 Sunday Morning with Trevor 
Phillips 10.00 Formula One 11.00 
The Simpsons 12.30pm FILM 
Monster Family 2 ** Animated 
comedy adventure starring Emily 
Watson (AD) (W) 2.30 The Simpsons 
5.15 FILM Wallace & Gromit in The 
Curse of the Were-Rabbit **xk*«*« 
Animated comedy adventure 
starring Peter Sallis (AD) (W) 


7.00pm New. Cricket World Cup 
Action from India v New Zealand. 


8.00 David Attenborough's 
Wild City 2/5. The veteran 
broadcaster examines the wildlife 
of Singapore, showing the diversity 
of animals living in the city. (AD) 


9.00 Resident Evil «** 

| Sci-fi action horror starring 
Milla Jovovich. A commando 

team investigates a disaster at a 

top-secret research facility, which 

is overrun by hordes of zombies. (w) 


11.00 The Blacklist 18/22 
Series 10. Red attempts to mediate 
a meeting between rival families. 
12 midnight House of Kardashian 
1.00am New. Formula One: US 
Grand Prix highlights 2.00 Saturday 
Night Live 3.30 An Idiot Abroad 
(AD) 4.30 Nothing to Declare (AD) 
5.00-6.00am The Early Rundown 
Sky Showcase Sky 106 Virgin 109 

BT 340/HD 355 +1 Sky 206 


ky Sci-Fi 


6.00am Most Haunted 8.00 
Home Shopping 11.00 Fringe 
4.00pm Star Trek: Voyager 


6.00pm Star Trek: Voyager 
24/26 Series 7. Captain Janeway 
is taken hostage and the Doctor 
has to save her from execution. 
7.00 25/26. Janeway travels 
into the past in a bid to help the 
Voyager crew get home faster. 
8.00 26/26. Janeway journeys 
through time in an attempt to 
change the past, but she faces a 
tough challenge in trying to save 
the crew from the Borg queen. 


9.00 Carrie 

Brian De Palma's 

dramatisation of Stephen 
King's bestselling horror novel, 
starring Sissy Spacek and Piper 
Laurie. Shy Carrie White is 
repressed by her mother and 
ridiculed by her classmates, who 
make her life a misery with their 
taunting. But, unbeknown to 
them, Carrie has special powers. 


11.00 Reginald the Vampire 
9/10. The Assessment is 24 hours 
away and Reginald must use his 
brain to figure out a way to 
survive. Will he find a solution? 

12 midnight 10/10. After much 
anticipation, the Assessment has 
finally arrived. The only open 
question is whether or not 
Reginald will survive it. 

1.00am Chucky 3.00 Stargate 
SG-1 5.00-6.00am Most Haunted 
Sky Sci-Fi Sky 139 (140 Scotland) Virgin 122 
BT 348/HD 363 #1 Virgin 229 


The White Lotus 9.00pm 
The staff welcome the guests 


6.00am Fish Town 10.00 Penny 
Dreadful: City of Angels (AD) 
3.35pm Ray Donovan (AD) 


6.50pm Ray Donovan 7/12 
Series 6. With Anita's campaign 
getting in his way, Mac lays all of 
his cards on the table. Ray must 
choose where his loyalties lie. (AD) 
7.55 8/12. Ray works to make 
things right with Sam, but she has 
her own idea of damage control. (AD) 


9.00 The White Lotus 1/6 
Series 1. Rachel approaches Nicole 
for advice, Paula and Olivia lose 
track of their stash, and a revived 
Mark attempts to connect with 
Quinn. Murray Bartlett stars. (AD) 


10.05 Tin Star 6/9 Series 2 
Jack hunts down the bagman, 
Estuardo, who is circling the colony. 
Meanwhile, Denise has questions 
for Elizabeth about Jaclyn. (AD) 


11.10 True Detective 1/8 Series 3 
Nic Pizzolatto's crime anthology 
returns, following a retired 
detective as he revisits a case that 
has haunted him for 35 years. (AD) 
12.20am 2/8. Hays looks back at 
the aftermath of the 1980 Purcell 
case, including possible evidence 
that was left behind at an outdoor 
hangout for local kids. (AD) 

1.30 The Great Game 2.35 
Guerrilla (AD) 3.40 In Treatment 
4.10-6.00am Fish Town 

Sky Atlantic Sky 108 (109 Wales) 

BT 342/HD 357 +1 Sky 208 (209 Wales) 


Sky Witness 


6.00am Sun, Sea and A&E (AD) 
7.00 Border Security: America's 
Front Line 8.00 Border Patrol 11.00 
The Real A&E (AD) 12 noon Air 
Ambulance ER 1.00pm Stop, Search, 
Seize (AD) 2.00 Nothing to Declare 


6.00pm Nothing to Declare 
Four episodes of the fly-on-the-wall 
documentary following the work 
of customs officers in Australia. 


8.00 Caught on Dashcam Ep 10 
Series 3. A countdown of the 

most incredible and spectacular 
real-life crashes in the world — all 
caught on dashcam. 


9.00 Blue Bloods 4/16 Series 11 
Erin struggles with the weight of 
her authority in the sentencing of 
aman who is guilty of murder, 
Danny and Baez pursue a rapist, 
and Jamie and Eddie team up. (AD) 


10.00 FBI 10/23 Series 5 

The team are forced to jump into 
action when JOC analyst Kelly 
Moran is taken hostage. 


11.00 FBI: International 10/22 
Series 2. When a US basketball 
player for a Lithuanian team goes 
into cardiac arrest, the Fly Team 

— along with new agent Zoey 
McKenna — investigate. 

12 midnight FBI: Most Wanted: the 
team discover that the abductor of 
a state police detective is connected 
to arecent case 1.00am Departure 
(AD) 2.00 Lincoln Rhyme: Hunt for 
the Bone Collector 3.00-6.00am 
Nothing to Declare: six episodes 
Sky Witness Sky 107 Virgin 110 

BT 341/HD 356 +1 Sky 207 Virgin 310 


Satellite, cable 


Twilight 6.30pm Teenager 
Bella falls in love with Edward 


6.00am Highway Patrol 9.30 NCIS: 
Los Angeles 2.30pm Merlin (AD) 


6.30pm Twilight *** 
| Romantic horror fantasy 
starring Kristen Stewart and 
Robert Pattinson. Teenager Bella 
moves to a small town to live with 
her father and embarks on a 
passionate romance with the 
mysterious Edward, despite knowing 
he's a vampire. When more 
bloodsuckers arrive in town, Bella's 
life is placed in mortal danger. (w) 


9.00 Rob and Romesh vs Magic 
in Vegas Ep 1 Series 5. Invited to 
join Penn and Teller's show in Las 
Vegas, Rob Beckett and Romesh 
Ranganathan have just three days 
to pull their act together. (AD) 


10.00 The Blacklist 18/22 
Series 10. Red's attempt to mediate 
a meeting between rival families 
takes a deadly turn, and an elusive 
criminal is linked to the incident. 


11.00 An Idiot Abroad 6/8 
Series 2. Karl Pilkington travels 
along America's Route 66. 
Activities during the journey 
include performing with a 
high-school choir and a cuddle 
party with New Age therapists. (AD) 


12 midnight Never Mind the 
Buzzcocks (AD) 12.45am The 
Force: North East 2.35 Road Wars 
4.00-6.00am Sun, Sea and A&E 


Sky Max Sky 113 (114 Wales) Virgin 111 
BT 346/HD 361 


Sky Replay 


7.00am Sun, Sea and A&E 9.00 Four 
Weddings 12 noon DC's Legends of 
Tomorrow (AD) 5.00pm Quantum 
Leap: five episodes. Sam occupies the 
body of a fashion photographer to save 
a model who is in danger of taking a 
‘atal overdose 6.00 Sam occupies the 
body of a horror novelist 7.00 Sam 
materialises as a contestant in a 1959 
beauty pageant, where he is charged 
with saving a rival's reputation 

8.00 Sam baitles racial prejudice in 
1965 Los Angeles 9.00 Sam materialises 
as a stage magician locked in a custody 
battle with his estranged wife 

10.00 Never Mind the Buzzcocks: Kiell 
Smith-Bynoe, Danny Goffey and Freya 
Ridings join Noel Fielding, Daisy May 
Cooper and Jamali Maddix for the 
pop-music panel show, hosted by 

Greg Davies (AD) 10.45 Highway Patrol 
3.00-6.00am Four Weddings 


Sky Replay Sky 152 Virgin 156 


6.00am Motorway Patrol 8.30 Caught 
Red Handed 10.00 Caught on Dashcam 
11.00 Britain's Most Evil Killers 1.00pm 
Killing Mum and Dad (AD) 2.00 World's 
Most Evil Killers 3.00 Killer in My 
Village 4.00 Murders That Shocked 

he Nation (AD) 5.00 World's Most Evil 
Killers 7.00 Forensics: Catching the 
Killer: the case of a missing 22-year-old 
(AD) 8.00 Britain's Most Evil Killers: 
Anthony Arkwright, who murdered 
hree people in a 56-hour killing spree 
9.00 The Murder of Grace Millane: a 
look into the 2018 case 11.00 Ireland's 
Most Evil Killers 12 midnight Killer in 
My Village 1.00am How | Caught the 
Killer 2.00 World's Most Evil Killers 
3.00 Snapped 4.00 Road Wars 
5.00-6.00am Motorway Patrol 


Sky Crime Sky 122 (123 Scotland) Virgin 121 
BT 349/HD 364 #1 Sky 222 (223 Scot) Virgin 321 


Private Pike pass his medical? 


7.05am Desmond's 7.45 Chef! 
9.40 Only Fools and Horses (AD) 


7.10pm Only Fools and Horses 
Christmas special from 1993. 

A nagging toothache forces Del to 
visit the dentist, but the prospect 
of receiving a filling is the last 
thing on his mind when the 
receptionist falls for him. (AD) 


9.00 Dad's Army Private Pike 
receives his call-up papers and 
unexpectedly passes his medical, 
much to the horror of his mother. 


9.40 The Good Life Margo 
erects a new windbreak in her 
garden, but Tom and Barbara 
object as it will cast a shadow 
over their soft fruits. (AD) 


10.20 Mrs Brown's Boys 

When Cathy refuses to introduce 
her boyfriend, Mark will not reveal 
why his wife threw him out and 
Dermot lies about his job, Agnes 
worries her family is too secretive. 


11.00 Upstart Crow Greene 
alights on an ingenious way to 
destroy Will's reputation. (AD) 
11.40 Will and the players plan 
to do their bit to help those worse 
off than themselves. (AD) 


12.20am Lenny Henry's Race 
through Comedy (AD) 1.20 The 
Lenny Henry Show 2.00 Upstart 
Crow (AD) 3.15-4.00am 
Absolutely Fabulous (AD) 


Gold Sky 110 (111 Wales) Virgin 124 
BT 344/HD 359 #1 Sky 210 (211 Wales) Virgin 324 


Sky Comedy 


8.00am The Fresh Prince of Bel-Air 
10.30 Crashing (AD) 1.30pm Will & 
Grace (AD) 4.00 Silicon Valley 
6.30pm The Office US: five episodes. 
Michael tries to deflate salespeople's 
egos 7.00 Oscar plots to spend more 
time with Matt by setting up a Dunder 
Mifflin happy hour 7.30 Andy's plans 
to give Erin the perfect Secretary's 
Day are ruined when Michael reveals 
his past with Angela 8.00 Michael 
misunderstands Donna's body language 
8.30 Michael enlists Dwight's help 
when he thinks Donna is cheating 9.00 
New. Saturday Night Live 10.25 Mrs 
Fletcher: Eve celebrates a life-changing 
decision 11.00 Saturday Night Live 
12.30am Quincy Jones: Burning the 
Light 1.40 Silicon Valley: double bill 
3.00 Enlightened 3.40-5.00am 
House of Lies: two episodes 


Sky Comedy Sky 114 (115 Wales) 
Virgin 112 BT 347/HD 362 


Comedy Central 


8.00am Blockbusters 9.00 Friends 
(AD) 7.20pm FILM Police Academy 6: 
City under Siege * Comedy. The 
bungling cops attempt to bring LA's 
Wilson Heights gang to justice. But 
every time they're ready to pounce, 

the criminals make another getaway 
9.00 FILM National Lampoon's 
Vacation *** Comedy starring Chevy 
Chase. When accident-prone inventor 
Clark Griswold takes his family on holiday, 
their journey from Chicago to the Walley 
World amusement park in California 

is plagued by disaster. Review p103. 
11.00 Al Murray: a Glass of White Wine 
for the Lady 12.25am The Ricky 
Gervais Show 1.25 Digman! 1.55 South 
Park 4.15=5.00am The Middle 


Comedy Central Sky 112 (113 Wales) 
Virgin 132 BT 345/HD 360 
#1 Sky 212 (213 Wales) Virgin 332 


Miss Scarlet and the Duke 
8.00pm Eliza investigates 


7.10am Murdoch Mysteries 10.00 
Father Brown (AD) 2.00pm 
Inspector George Gently (AD) 4.00 
Frankie Drake Mysteries (AD) 


6.00pm Death in Paradise 3/8 
Series 3. Humphrey and the team 
investigate the shooting of Fidel's 
old school friend. (AD) 


7.00 Miss Scarlet and the Duke 
3/6 Series 3. Eliza tracks down 
aconman at a remote hotel, but 
she's not the only hotel guest who 
wants to claim the reward. (AD) 
8.00 4/6. When Detective Fitzroy 
sees one of his colleagues plant 
evidence on a suspect, he hires 
Eliza to look into a case involving 
police corruption. (AD) 


9.00 Death in Paradise 3/8 
Series 8. A TV presenter takes 

a midnight swim, only for her 
body to be washed up on the 
shore — and the evidence points 
towards accidental drowning. (AD) 


10.00 Father Brown 8/10 
Series 7. Tensions rise when a 
performance troupe of anarchists 
arrive in Kembleford, leaving Mrs 
McCarthy unimpressed. (AD) 
11.00 4/10 Series 8. Murder is no 
laughing matter when the priest 
visits a jesters’ convention. (AD) 
12 midnight Frankie Drake 
Mysteries (AD) 2,00-4.00am 
Miss Scarlet and the Duke (AD) 


Alibi Sky 109 (110 Wales) Virgin HD 114 
BT 343/HD 358 +1 Sky 209 (210 Wales) Virgin 191 


6.00am Wheeler Dealers (AD) 12 noon 
Alaskan Bush People (AD) 6.00pm 
Gold Divers: Shawn and Vernon embark 
on a harrowing, stormy rescue mission 
7.00 How the Universe Works: scientists 
examine a huge black hole that lies at the 
heart of the galaxy, 26,000 lightyears 
away 8.00 Richard Hammond's Big: 
Richard visits the Appomattox production 
platform in the Gulf of Mexico 9.00 
The Krays: the Prison Years: looking at 
the story of how London's infamous 
Kray twins prospered behind bars, 

after being incarcerated at the height of 
their power on the morning of 9 May, 
1968 10.00 Wheeler Dealers: to 
celebrate the series’ 20th anniversary, 
Mike and Elvis set out to restore a Ford 
Fiesta Mark 111.00 Bitchin’ Rides 

12 midnight Naked and Afraid 
4.00-5.00am How It's Made 


Discovery Sky 125 (126 Scotland) Virgin 177 
BT 320/HD 325 #1 Sky 225 (226 Scot) Virgin 377 


Discovery History 


6.00am Shed and Buried 9.00 Combat 
Dealers 12 noon Salvage Hunters: the 
Restorers (AD) 3.00pm Scandals of 
Ancient Egypt 4.00 King Tut's Mystery 
Tomb Opened 5.00 Combat Dealers (AD) 
6.00 Greatest Events of World War II 
8.00 Shed and Buried: four editions. 
A garage packed with hundreds of 
treasures 8.30 Henry and Sam 
seek collections in Northern Ireland 
9.00 The adventure in Northern Ireland 
continues 9.30 Henry and Sam visit a 
shed in the shadow of Windsor Castle 
10.00 Salvage Hunters: the Restorers: 
double bill. Globe restorer James works 
on a150-year-old masterpiece, then 
French polisher Alex struggles to restore 
a billiards table 12 midnight How It's 
Made 3.00=5.00am Salvage Hunters 


Discovery History Sky 177 Virgin 181 
#1 Sky 277 Virgin 381 


ALL PROGRAMMES ON THE ABOVE CHANNE! 


LS ARE REPEATS UNLESS OTHERWISE STATED 


¢ J fly 


Fatboy Slim: Right Here, Right 
Now 10.00pom Norman Cook 


6.00am Discovering: Angela 
Bassett 7.00 Discovering: Jeff 
Goldblum 8.00 The Directors (AD) 
9.00 | Am MLK Jr (AD) 11.00 Say 
Hey, Willie Mays! (AD) 1.00pm FILM 
Ferrari: Race to Immortality k** 
(AD) (W) 2.50 God is the Bigger Elvis 
3.30 FILM Dogtown and Z-Boys 
kk (W) 5.20 | Am Paul Walker 


7.10pm The Alpinist Following 
the elusive climber Marc-André 
Leclerc, who has made some 
of the boldest solo ascents in 
history, away from cameras and 
with no margin for error. (AD) 


9.00 New. House of Kardashian 
Kylie Jenner keeps the family 
relevant, but pressure mounts 

on the Kardashian dynasty to be 
socially responsible. Last in series. 


10.00 Fatboy Slim: Right Here, 
Right Now A look at the Big Beach 
Boutique II free event in 2002. 


11.50 Marathon: the Patriots 
Day Bombing Drawing from 
home videos, news clips and 
exclusive interviews, this film 
follows Boston Marathon attack 
survivors as they face recovery. 
2.00am New series. Navajo 
Police: Class 57: behind the scenes 
at the Navajo Nation's police 
academy 3.05 Michael X: 

Hustler, Revolutionary, Outlaw 
5.00-6.00am The Directors (AD) 


Sky Documentaries Sky 121 (122 Scotland) 
Virgin 188 BT 352/HD 367 


Nat Geographic 


8.00am Made in a Day (AD) 9.00 Lost 
World Underwater 10.00 Lost Cities 
with Albert Lin (AD) 11.00 Air Crash 
Investigation (AD) 5.00pm Drain the 
Sunken Pirate City 6.00 Ice Road Rescue 
7.00 New. Ultimate Supercar: Ferrari 
attempts to adapt to a greener era (AD) 
8.00 New. Border Protection Spain: 

a drug trafficker seems to be back in 
action, three patrol boats round up 
tobacco smugglers, and another unit 
tracks down human traffickers 9.00 Air 
Crash Investigation: the investigation 
into a plane that nosedived into a 
remote desert (AD) 10.00 Narco Wars: 
the Mob 11.00 America’s Hardest 
Prisons 12 midnight UFOs: Investigating 
the Unknown 1.00am Atlas of Cursed 
Places 2.00 Abandoned 2.55 Prairie 
Dog Dynasty 4.35=5.00am Secrets 
of the Zoo: Keeper Tales 


Nat Geographic Sky 129 (130 Scotland) 
Virgin 183 #1 Sky 229 (230 Scot) Virgin 383 


Sky History 


6.00am Truth and Lies 7.00 Great 
Escapes with Morgan Freeman 9.00 
Pawn Stars 12 noon Storage Wars 
3.00pm Beyond the Myth: the SS 
Unveiled 5.00 Secret Societies: in the 
Shadows: double bill. A look at the 
Knights Templar, then the enduring 
influence of the Illuminati secret order 
7.00 Egypt's Unexplained Files 
9.00 House in Between: a detailed 
look at what is claimed to be the most 
haunted house in America 11.00 Truth 
and Lies: Liam O'Rinn investigates 
how scandals are not a modern 
phenomenon and have accompanied 
human history since ancient times 

12 midnight Alone: Predator 
1.00am Storage Wars 4.00= 
6.00am Egypt's Unexplained Files 


Sky History Sky 123 (124 Scotland) Virgin 131 
BT 353/HD 368 +1 Sky 223 (224 Scot) Virgin 331 


Nature's Dress Code: Who 
Wears What and Why? 9.00pm 


6.00am Africa's Claws and Jaws 
(AD) 10.00 World's Most Toxic 
Animals (AD) 12 noon Ol! Pejeta 
Diaries 1.00pm Nature's Mass 
Attacks 3.00 Arctic Secrets 


6.00pm New. Wild Dogs: 
Pack vs Pride Julz embarks 

on a lion-collaring mission. 
6.30 New. The Kakumbi mourn 
the loss of two of their pups. 


7.00 Attenborough at 90: 
behind the Lens A profile of 
broadcaster and naturalist 
David Attenborough. (AD) 


8.00 Wild Crusades: the Monkey 
Diaries A look at the life of a toque 
macaque monkey hiding in the 
jungles of Sri Lanka. As its contact 
with humans increases, it begins 
to change in unexpected ways. 


9.00 Nature's Dress Code: 
Who Wears What and Why? 
Every living creature, from the 
amoeba to the blue whale, needs 
a suitable coat. Dive deep into the 
fashion styles of the natural world. 


10.00 My Garden of a Thousand 
Bees Martin Dohrn, the film-maker 
who spent the pandemic filming 
bees in his garden. 


11.00 Wild Dogs: Pack vs Pride 
As 6/6.30pm. 


12 midnight-6.00am 0! Pejeta 
Diaries: eleven editions 


Sky Nature Sky 124 (125 Scotland) 
Virgin 189 BT 354/HD 369 


9.00am Abandoned Engineering (AD) 
6.00pm Abandoned Engineering: 

six editions. Investigating a military 
stronghold in the Philippines 7.00 

A look at a ruined castle above a 
German village 8.00 Exploring a 
British fort that became a bizarre zoo, 
a brutalist school for Communist top 
brass and a lost world hiding secrets of 
a vanished people 9.00 A once lavish 
palace in Iraq, the Sathorn Unique, an 
epic ghost tower in Thailand, and a 
former sports stadium in Georgia, USA 
10.00 Exploring the remains of a 
pioneering industry town in Ohio 11.00 
The remains of a correctional facility 
in Atlanta, USA, forgotten remnants 

of fraud and fusion in Argentina, and 
an ancient complex in Cambodia (AD) 
12 midnight Abandoned Engineering 
(AD) 5.30-6.00am The Zoo 


Eden Sky 166 Virgin HD 176 
+1 Sky 266 Virgin 376 


Animal Planet 


8.00am Insane Pools: off the Deep 
End 9.00 How Do Animals Do That? 
10.00 Saved By the Barn 11.00 Dr Jeff: 
Rocky Mountain Vet 12 noon Insane Pools: 
off the Deep End 1.00pm Amanda to 
the Rescue (AD) 2.00 Guardians o' 
Rescue 4.00 Dr Jeff: Rocky Mountain 
Vet 6.00 Insane Pools: off the Deep 
End: Lucas Congdon creates a palatial 
pool on the Gulf of Mexico 7.00 Amanda 
to the Rescue (AD) 8.00 Crikey! It's the 
Irwins 10.00 Alaska: the Last Frontier: 
Otto and August radio Eivin for rescue 
after an emergency at sea 11.00 
Swimming with Monsters with Steve 
Backshall 12 midnight Rugged Justice 
1.00am Alaska: the Last Frontier 2.00 
Dr Jeff: Rocky Mountain Vet 4.00= 
5.00am Insane Pools: off the Deep End 


Animal Planet Sky 162 (178 NI) Virgin 178 
+1 Sky 262 (278 NI) Virgin 378 


Sky 401 Virgin 511/HD 501 BT 420/HD 440 


6.00am LIVE PGA Tour Golf 
Continued coverage of the fourth 
day of the Zozo Championship. 
8.00 Boxing: Buatsi v Azeez 
9.00 LIVE Cricket World Cup 
India v New Zealand in Dharamsala. 
1.00pm LIVE Scottish Women's 
Premier League Football 
Coverage of Celtic v Rangers from 
Excelsior Stadium (kick-off 12.00). 
2.00 LIVE Scottish Premier 
League Football Hearts v Celtic 
from Tynecastle (kick-off 2.15). 
4.30 LIVE Premier League 
Football Aston Villa v West Ham 
United from Villa Park (k-o 4.30). 
7.30 LIVE Formula One The US 
Grand Prix from the Circuit of the 
Americas in Texas (start 8.00). 
10.00 LIVE NFL A top game; 
12.30am Philadelphia Eagles v 
Miami Dolphins (kick-off 1.20). 
4.30-6.00am Sky Sports News 


Sky Football 


Sky 403 Virgin 513/HD 503 BT 422/HD 442 
6.00am League One and Two Goals 6.30 
Championship Highlights 8.0O League 
One and Two Goals 8.30 Championship 
Highlights 10.00 League One and Two 
Goals 10.30 Championship Highlights 
11.30 LIVE Scottish Women's 
Premier League Football 

Celtic v Rangers (kick-off 12.00). 
2.00pm LIVE Scottish Premier 
League Football Hearts v Celtic 
from Tynecastle (kick-off 2.15). 
5.00 League One and Two Goals 
5.30 Championship Highlights 
6.30 LIVE Women's Super 
League Football Bristol City v 
Arsenal from Ashton Gate (k-o 6.45). 
9.30 Scottish Women's Premier League 
Football 10.00 Scottish Premiership 
Highlights 10.15 Championship Highlights 
10.30 League One and Two Goals 11.00 
Scottish Premiership Highlights 11.15 
Championship Highlights 12 midnight 
Women's Super League Football 
12.30am EFL Greatest Games (AD) 1.00 
Classic Play-Off Finals 5.00-6.00am 
Championship Season Review (AD) 


Sky Golf 


Sky 405 Virgin 515/HD 505 BT 424/HD 444 


6.00am LIVE PGA Tour Golf 
Zozo Championship, day four. 
8.00 European Tour 9.00 Golf: 
action from the Simpson Cup 9.30 
Challenge Tour 10.00 PGA Tour 
Champions 11.00 European Tour 
12 noon LIVE European Tour Golf 
Day four of the Andalusia Masters. 
5.00pm Golf 5.30 Challenge Tour 
6.00 PGA Tour Champions 7.00 PGA 
Tour 11.00 European Tour 12 midnight 
The Open: Official Films (AD) 100am 
European Tour 2.00 Golf Academy 
3.00 European Tour 4.00 Golf 
Academy 5.00-6.00am PGA Tour 


Sky 406 Virgin 516/HD 506 BT 425/HD 445 
6.30-11.30pm LIVE US Grand 
Prix From the Circuit of the 
Americas, Texas (start 8.00). 


Sky Sports Mix 


Sky 416 Virgin 510 BT 429/HD 449 
7.20-10.25am LIVE Women's 
Big Bash Cricket Sydney Thunder 
v Sydney Sixers, the T20 match. 
11.30-2.00pm LIVE Scottish 
Women's Premier League Football 
Celtic v Rangers (kick-off 12.00). 
6.00-1.00am LIVE NFL 
Redzone The latest score updates. 


Viaplay Sports 


7.30-11.30pm LIVE Spanish 
Football Coverage of Barcelona v 
Athletic Bilbao (kick-off 8.00). 


Women’s Super League 
6.30pm Sky Football Bristol 
City hotshot Shania Hayles 


Sky Premier League 
Sky 402 Virgin 512/HD 502 BT 421/HD 441 
6.00am Premier League Highlights 
10.00 Matchday 12 noon Sports Sunday 
3.30pm LIVE Premier League 
Football Aston Villa v West Ham. 
7.30 LIVE Women's Super League 
Football Bristol City v Arsenal. 
9.30 Big Interview 10.00 Highlights 


3.00am Greatest Games (AD) 4.00 
Best Goals 5.30-6.00am 100 Club 


Sky Cricket 


Sky 404 Virgin 514/HD 504 BT 423/HD 443 
6.50am Women’s Big Bash Highlights 
7.00 Cricket World Cup Highlights 
9.00 LIVE Cricket World Cup 
India v New Zealand in Dharamsala. 
5.30pm The Fletcher Years (AD) 6.00 
Champagne Super Over 6.20 Classic 
World Cup 7.00 World Cup Highlights 
12 midnight Classic World Cup (AD) 
1.00am World Cup Highlights 2.00 Classic 
World Cup 3.00 World Cup Highlights 
4.00-6.00am Classic World Cup 


Sky 407 Virgin 517/HD 507 BT 426/HD 446 
6.00am Highlights 12 noon Bitesize 
1.00pm Highlights 2.00 Gameday 
5.00 LIVE NFL Coverage of a 
week seven match (kick-off 6.00); 
9.15 Another live game; 

12.30am Philadelphia Eagles v 
Miami Dolphins (kick-off 1.20). 
4.30-6.00am NFL Bitesize 


Sky 408 Virgin 518/HD 508 BT 427/HD 447 


6.00am LIVE International Rugby 
League Fiji Bati v Cook Islands. 
8.00 Boxing 9.00 Women’s Super 
League 9.15 Super League 9.30 
Unbeatable 10.00 Boxing 12 noon 
Super League 12.45pm Boxing 
1.45 Super League 2.00 Women's 
Super League 2.15 German Football 
2.20 LIVE German Football 

FC Cologne v Borussia 
Monchengladbach (kick-off 2.30); 
4.30 FC Heidenhiem 1846 v 

FC Augsburg (kick-off 4.30). 

6.30 Boxing 7.30 Super League 

7.45 Women's Super League 8.00 
Super League 9.00 Boxing 1.00am 
British Basketball League 3.30 Super 
League (AD) 5.00-6.00am Boxing 


Sky 413 Virgin 521 BT HD 412 

6.00am Triathlon 7.00 Olympics 8.00 
Mountain Biking 8.30 Trail Running 
9.30 LIVE Trail Running In Italy. 
11.30 Triathlon 

1.00pm LIVE Snooker Day one 
of the Northern Ireland Open. 
5.00 Trail Running 6.00 Snooker 
7.00 LIVE Snooker The evening 
session of the Northern Ireland Open. 
11.00 Snooker 1.00am Trail Running 
2.00 Snooker: Northern Ireland Open 
4.00-6.00am World Superbikes 


SUNDAY 22 OCTOBER 


Sky 410 Virgin 527 BT 408/HD 430 


7.00am LIVE Australian Football 
Perth Glory v Newcastle Jets, 

the A-League Women's match. 
9.00 Wrestling: WWE action (AD) 
11.00 National League Football (AD) 
11.30 LIVE Italian Football 

AS Roma v Monza (kick-off 11.30). 
1.30pm Europa League Magazine (AD) 
2.30 LIVE Premiership Rugby 
Union Harlequins v Exeter Chiefs 
at Twickenham Stoop (k-o 3.00). 
5.15 The Rugby Review (AD) 6.00 
World Rally (AD) 6.30 Champions 
League Magazine (AD) 7.00 Match 
Officials Mic'd Up: in-game audio 
7.30 LIVE Italian Football AC 
Milan v Juventus (kick-off 7.45). 
9.45 Back into the Sunshine (AD) 
11.30 National League Football (AD) 
12 midnight The WRC Magazine 
12.30am LIVE Major League 
Baseball An MLB post-season game. 
4.00-6.00am Classic Cricket (AD) 


Sky 411 Virgin 528 BT 409/HD 431 

6.15am Premier League: the Big Interview 
6.45 Europa League Magazine (AD) 
7.45 LIVE Australian Football 
Western Sydney v Wellington, a 
women's match (kick-off 7.45); 
9.45 Perth Glory v Newcastle Jets, 
a men's A-League match (k-o 9.45). 
11.45 Reload (AD) 12 noon MotoGP 
2.00pm LIVE Italian Football 
Salernitana v Cagliari (k-o 2.00). 
4.00 Italian Football 

5.00 LIVE Italian Football 
Atalanta v Genoa (kick-off 5.00). 
7.00 National League Football 
7.30 LIVE French Football Lyon 
v Clermont Foot (kick-off 7.45). 
9.45 UFC 4.45am What | Wore: Eric 
Cantona 5.00-6.00am Fishing (AD) 


Sky 417 Virgin 529 BT 410/HD 432 
7.00am National League Football (AD) 
7.30 Premier League Highlights 9.00 
Italian Football 11.00 French Football 
12 noon LIVE French Football 
Lorient v Rennes (kick-off 12.00); 
2.00pm Lille v Brest (kick-off 2.00); 
4.00 Monaco v Metz (kick-off 4.05). 
6.00 MotoGP 10.00 Wrestling 
12.45am Reload (AD) 1.00 French 
Football 5.00 National League Football 
(AD) 5.30-6.00am Reload (AD) 


TNT Sports 4 


Sky 421 Virgin 530 BT 411/HD 434 


6.00am LIVE Australian Football 
Western Utd v Melbourne Victory, 
the A-League Women's match. 
8.00 Premiership Rugby Union 
9.30 National League Football 
11.00 LIVE Badminton Coverage 
of the Denmark Open finals. 
4.30pm MLB 7.30 Wrestling: WWE 
9.00 Poker (AD) 11.00 Premiership 
Rugby Union 12.30am Poker (AD) 
3.30 Premiership Rugby Union 
5.00-6.00am What Went Down (AD) 


Sky 414 Virgin 522 BT HD 413 

6.00am World Superbikes: in Portugal 
7.00 Snooker 9.00 Speedway 10.00 
Motor Racing 10.30 Cyclo-Cross 
12.30pm LIVE Cyclo-Cross 
Women's Superprestige meeting. 
1.30 Mountain Biking: Roc d'Azur 
2.00 LIVE Cyclo-Cross Men's 
race in the Superprestige meeting. 
3.15 Cycling 4.15 Motor Racing 5.15 
Olympic Games 5.30 Olympic Games 
6.00 Cycling 7.00 Cyclo-Cross 9.00 
Premiership Speedway 10.00 Cycling 
11.00 Cyclo-Cross 1.00am Sailing 
2.00 Freestyle Skiing 3.00 Olympic 
Games: Story of Women at the Games 
4.00-6.00am Snooker: in Belfast 
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FOOD 


9.00pm BBC1 Catch up via iPlayer 


MasterChef: the lee 


Monica Galetti is back'alongside Marcus Wareing and Gregg Wallace 
to judge the work of another 32 professional chefs. 

As ever, we begin with the dreaded skills test (either filleting a brill or 
butchering a guinea fowl), where one contestant is so nervous that he 
keeps calling Wallace “chef”. Surely some mistake? 

They are all much more confident when cooking their own recipes, 
and the judges are served an incredible variety of dishes, including 
torched mackerel, whisky panna cotta, tandoori lamb chops and 


EastEnders 
7.30pm BBC1 Catch up via iPlayer 
Death is a tricky topic when it comes 
to soaps. Not the killing of characters 
(that sometimes seems to happen on 
awhim), but the aftermath can be 
tough to depict — particularly grief, 
which starts to feel dispiriting if it's 
too protracted. And yet if someone 
bounces back too quickly, viewers will 
complain they now lack believability. 
So, kudos to EastEnders for 
making Jay's current period of 
mourning credible but also 
genuinely surprising, particularly 
when it comes to the strategies 
he's employing to get himself 
through the day. His new-found 
reliance on alcohol and drugs is set 
to have major repercussions in the 
episodes ahead when it's revealed 
that he has been involved in a shock 
accident. DAVID BROWN 


Mastermind 

7.30pm BBC2 Catch up via iPlayer 
Who needs the local pub quiz when 
you can have a 90-minute brain 
workout without leaving your sofa? 
Kicking off proceedings tonight, 
Clive Myrie welcomes four more 
brave souls, whose specialist subjects 
are German military aircraft of the 
Second World War, the US sitcom 
Arrested Development, artist James 
McNeill Whistler and Peter Jackson's 
The Lord of the Rings trilogy. 

Only Connect follows at 8pm, 
where Victoria Coren Mitchell 
referees a tussle between the 
Isotopes and former Mastermind 
contenders the Also Rans, while 
University Challenge at 8.30pm 
features a highest-scoring-losers 
clash between the University of 
Southampton and Trinity College, 
Cambridge. MICHAEL HOGAN 


BACK ON BOARD 
Monica Galetti 
reunites with 
Marcus Wareing 
and Gregg Wallace 


falooda. One dessert in particular really surprises Wareing. “| thought 
there's no way this would work, but | was completely wrong,” he admits. 
Galetti and Wareing offer useful comments and explanations about 
food preparation and ingredient combinations throughout, while 
Wallace - who strides around the kitchen bellowing time-checks and 
looking anxious about his dinner being late — doesn't bother to hide his 
enthusiasm for all types of food. There are further helpings tomorrow 


and Thursday at 8pm. JANE RACKHAM 


Abandoned Engineering 
8.00pm Yesterday 

Catch up via UKTV Play 

Don't go thinking that this latest 
episode, which begins the twelfth 
series, will merely be of interest to 
fans of decaying architecture, as 
there's plenty on offer for movie 
buffs, too. Take the old mining ghost 
town of Pulacayo in Bolivia, scene of 
a shoot-out involving a certain Butch 
Cassidy and the Sundance Kid, who, it 
transpires, didn’t go out with all guns 
blazing against massed troops, as in 
the 1969 Oscar-winner. 

And if you can't get enough of 
robbers from the silver screen, then 
the Lake County Sheriff's House and 
Jail in Indiana is also worth visiting, 
as it's from here that gunslinger 
John Dillinger escaped in a story later 
brought to life by Johnny Depp in the 
2009 film Public Enemies. DBr 


See feature: page 30 


Union with David 
Olusoga 9.00pm BBc2 


Full series on iPlayer 
One of David Olusoga’s 
strengths asaTV 
historian is his ability to 
make the great tides of 
history feel particular and personal. 
For instance, tonight he unearths two 
families that encapsulate divisions in 
1910s Belfast and shows how they 
were caught up in a conflict that 
would crunch the process of union 
into reverse. That's one of several 
threads, as Olusoga charts the last 
century of ups and downs in “our 
long, shared story”. Along the way, 
he drops in little reminders of what 
we have lost. For example, although 
we sometimes think of the 1970s as 
a bleak time, in1973 the UK was one 
of the most equal societies in the 
world. DAVID BUTCHER 
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Jamie's 5 
Ingredient Meals 
8.00pm C4 

Jamie Oliver (right) 
serves up a one-pot 
roast dinner anda 
speedy store-cupboard 
version of carbonara. 


The Long Shadow 
9.00pm ITV1 Full series on ITVX 
Tonight we reach perhaps the most 
notorious point in a police 
investigation already littered with 
awful errors. And I'm talking here of 
the letters and audio tape supposedly 
sent by the “Ripper”, which 
ultimately turned out to be hoaxes. 

The man who sent them, John 
Humble, was unmasked, charged 
with perverting the course of justice 
and then sentenced to eight years in 
jail as late as 2006. But back in the 
late 1970s, DCS George Oldfield of 
the West Yorkshire force (David 
Morrissey) is convinced that what he 
and the Daily Mirror have received 
are genuine and so decides to go 
public in the hope that playing the 
recording at anews conference will 
flush out the killer. DBr 


Hunting the Catfish 


Crime Gang 
9.00pm BBC3 Catch up via iPlayer 
This documentary starts off as a 
slightly throwaway tale about online 
identity, but amore sinister picture 
soon emerges. James Blake is a 
30-year-old entrepreneur from 
Northern Ireland who posts 
covetable images of his cars, watches 
and holidays on Instagram. His 
lifestyle is so desirable, in fact, that 
scammers have stolen his identity to 
swindle unknowing victims online. 
Blake delves into this murky world, 
travelling internationally to discover 
how this fraud is carried out. What he 
finds are whole “scam compounds” 
dedicated to duping people online, 
with many of the people behind the 
walls themselves victims of modern- 
day slavery. FRANCES TAYLOR 


returns. Tonight, two 
officers respond to an 
assault at a pub. 


Police: Night Ukraine's Stolen 
Shift 999 Children 0.45pm 
9.00pm Channel 5 (regions vary) ITV1 
The series following Exposure tells the 
Gloucestershire police story of some of the 


Ukrainian children who 
were taken to Russia 
after the war started. 


Big Zuu’s Big Eats 
10.00pm Dave 
Catch up via UKTV Play 
The Brit award-winning rapper Aitch 
can certainly match Big Zuu in the 
rhyming stakes, but his kitchen skills 
need work. The highlight of tonight's 
episode is a five-minute segment 
devoted to Aitch making and tasting 
his signature dish of jam on toast. 
Fortunately, Zuu, Hyder and 
Tubsey have bigger and better ideas, 
rustling up mouth-watering tacos, 
chicken wings, tuna tartare and 
truffled mac and cheese. Tubsey, 
meanwhile, seeks guidance from 
AJ Tracey in preparation for a rap 
battle with Aitch and there is an 
ingenious kickboxing skit in tribute to 
1990s consoles. Allin all, an edition as 
overstuffed as one of those tacos, but 
every bit as irresistible. GABRIEL TATE 


SHARED HISTORY 
Anuvab Pal and 

» Mohan Kumar join 
Al Murray as he 
explores British 

Sh, colonial rule 
y _ —_— in India 

™~ 


Al Murray: Why hes Everyone Hate the British Empire? 


Football: Premier League 
Tottenham Hotspur v Fulham 
6.30pm (k/o 8pm) Sky Sports 
Main Event/Premier League 
Midfielder James Maddison 
(above) has been quick to impress 
in his first season at Spurs. 


What We Do in the 
Shadows k** * 
11.159m BBC2 
The house-sharing vampires 
return for a fifth series of batty 
antics this week on Disney+ 
(see page 39), but it was this 
mockumentary that first got the 
undead ball rolling. (2014) 


Looking for something 
good tonight? 


9.00pm Sky History Catch up via Now 


All the TV you need. 


Following his refreshing reassessments of One simple subscription. 


England's global reputation and Britain's 
military record, Al Murray travels to 
South Africa, Australia, Jamaica and, 
in tonight's opener, India to consider our imperial 
legacy in the company of an indigenous comedian. 
While his Pub Landlord alter ego delivers tub- 
thumping clichés about spreading “civilisation” to 
India, Murray — along with his companion Anuvab Pal 


— meets his own aim of a nuanced presentation 
where the British introduction (or imposition) of 
railways along with western concepts of democracy 
and the rule of law are counterbalanced by violence, sky 
exploitation and wholesale theft, for starters. 

It is handled with a light touch and draws on 
everything from the cloth trade to tea production to 
acknowledge how entangled both nations remain in ___ Sky Stream requires TV with HDMI 
each other's cultures and politics, past and future. GT a uit 


stream 
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MONDAY Main Channels 


DAYTIME 
BBCI 


6.00am Breakfast Jon Kay, Sally Nugent. (S) (HD) 
9.15 Morning Live Magazine show. (s) (HD) 

10.00 New series. Scam Interceptors Cutting-edge 
technology is used to hunt down scammers. Featuring 
a call centre pretending to be a mobile provider. (s) (HD) 
10.45 Frontline Fightback A mother helps track 
down robbers who attacked her. (Revised rpt) (S) (AD) (HD) 
11.15 Homes under the Hammer Properties in Torquay, 
Dunfermline and south-east London. (k) (S) (AD) (HD) 
12.15pm Bargain Hunt Danny Sebastian explores the 
Museum of Leathercraft in Northampton. (s) (AD) (HD) 
1.00 BBC News Regional News; Weather (S) (HD) 

1.45 Doctors Al is faced with a difficult choice and 
Nina takes over Daniel's old room. (S) (AD) (HD) 

2.15 Money for Nothing Jacqui Joseph salvages 

a rundown rug, a mid-century cabinet and a set of 
four dining chairs. Repeated Wednesday 6.15am BBC2 (S) (HD) 
3.00 Escape to the Country A couple from New 
Zealand want a new home in North Yorkshire. (S) (AD) (HD) 
3.45 The Travelling Auctioneers Christina 
Trevanion and Will Kirk help a couple with an 
emotional downsize in Shropshire. (rR) (S) (HD) 
4.30-5.15 The Repair Shop A precious piece of 
jewellery is among the items restored. (R) (S) (AD) (HD) 


BBC2 

6.30am The Repair Shop Items include a wooden wall 
clock from rural Serbia. Shown last Friday BBC1 (S) (AD) (HD) 
7.15 The Vintage French Farmhouse Melissa Drabble 
buys a cast-iron umbrella stand. Shown last Friday BBCI (S) (HD) 


8.00-9.00 Sign Zone This Farming Life 7/12 Series 6 
Robert heads to the market to sell last year's calves. (R) (S) (HD) 


9.00 Nicky Campbell Calls on the day's big talking 
points. Simulcast with Radio 5 Live. (Ss) (HD) 

10.00 BBC News (S) (HD) 

12.15pm Politics Live News from Westminster. (s) (HD) 
1.00 Impossible Quiz hosted by Rick Edwards. (rR) (S) (HD) 
1.45 Unbeatable Hosted by Jason Manford. (R) (S) (HD) 
2.15 Wanted Down Under Kiwi-born Felicity wants to 
move to Australia with her reluctant daughter. (R) (S) (HD) 
3.00 Call That Hard Work? A head gardener, a bingo 
host and a sausage factory supervisor compete. (R) (S) (HD) 
3.45 This Wild Life The family prepare to celebrate 
the end of the tourist season Samburu-style. (R) (S) (HD) 
4.15-5.15 Cornwall: This Fishing Life A family fight 
back against the broken quota system. (R) (S) (AD) (HD) 


ITV1 


6.00am Good Morning Britain (s) (HD) 

9.00 Lorraine Fashion and showbiz news. (S) (HD) 
10.00 This Morning Celebrity chat, interviews and 
lifestyle features. Including Regional Weather (S) (HD) 
12.30pm Loose Women Celebrity interviews and 
topical studio discussion. Repeated 2.15am (S) (HD) 

1.30 ITV Lunchtime News Regional News; Weather (S) (HD) 
2.00 James Martin's Great British Adventure 
James concludes his culinary trip in Cornwall, joined 
by fellow chef Paul Ainsworth. (R) (S) (AD) (HD) 
3.00-4.00 Lingo Sisters from the Swansea Valley, a 
mother and son from Telford, and a Buckinghamshire 
woman and her mum take part in the word game. 
Adil Ray hosts. (R) (S) (HD) Followed by Regional Weather 


Channel 4 


6.00am Countdown With John Virgo. (R) (S) (HD) 
6.40 Cheers Double bill of the sitcom. (R) (S) (HD) 
7.35 Everybody Loves Raymond (f) (S) (AD) (HD) 
8.25 Formula One: United States Grand Prix - 
Highlights The 19th round. shown yesterday 12.30am (S) (HD) 
9.55 Find It, Fix It, Flog It Simon O'Brien and Henry 
Cole visit a garden full of interesting items. (R) (S) (HD) 
10.55 Renovation Nation Featuring a derelict Grade II- 
listed farmhouse. (R) (S) (AD) (HD) 11.55 News (S) (HD) 

12 noon Steph’s Packed Lunch Magazine. (S) (HD) 
2.10pm Countdown With Mark Watson. (s) (HD) 

3.00 A Place in the Sun Jasmine Harman helps 
Pauline and Chris find a home in Peyia, Cyprus. (R) (S) (HD) 
4.00-5.00 The Great House Giveaway A house in 
Liverpool with a giant hole in the living room floor. (S) (HD) 


BBCI i 


MasterChef: the 
Professionals 
9.00pm Marcus, 
Gregg and Monica 
start the search 
for a champion 


5.15pm Pointless 
Quiz show in which pairs of contestants try to give 
the least obvious correct answers to questions. 


Hosted by Alexander Armstrong, with Richard Osman. 
Executive producers Tamara Gilder and Richard Hague (R) (S) (HD) 


6.00 BBC News Weather (s) (HD) 
6.30 Regional news magazines (5) (Hp) 


7.00 The One Show 

Jermaine Jenas and Gabby Logan present the first 
visit of the week to The One Show studio, featuring the 
usual mix of topical stories and celebrity chat. (S) (HD) 


7.30 EastEnders 
A trip down memory lane leaves Cindy 
emotional, and Billy tries to rally the family 
together to support Jay and George. Suki and Priya 
clash on their different values and Sharon thinks 


about the future. See page 66. 
Writer Sharon Marshall Cast Tuesday/Thursday (S) (AD) (HD) 


8.00 Panorama 


Another in-depth current affairs report. 
Signed repeat Friday 1.55am BBC2 (S) (HD) 


8.30 Scarlett's Driving School 

9/10. Scarlett Moffatt tries to help 26-year-old 
make-up artist Nai, who has failed her driving test 
nine times. Can five days of intensive training get 
her through at the tenth attempt? A box set of 


previous episodes is on iPlayer. 
Directors Victoria Bolstridge, Paul Gay, Melissa McCall and Matt Knight 
Series producers Matt Arnold and Charlotte Faux (S) (HD) 


9.00 MasterChef: the Professionals 

New series. Marcus Wareing, Gregg Wallace 

and Monica Galetti return to put 32 ambitious 
professional chefs through their paces and whittle 
them down to just one winner over the course of the 
series. Tonight's four hopefuls face one of two skills 
tests — preparing and cooking a fillet of brill with a 
turnip garnish and coconut sauce, or poaching and 
pan-frying a portion of guinea fowl with a sherry 
hollandaise and bitter salad. After recovering from 
that ordeal, they will cook two courses of their own 
choosing, with only the best chefs going through to 


the quarter-final. Continues tomorrow 8pm. See p66. 
Series director Anthony Crumpton 
Series editor Genevieve Welch (S) (AD) (HD) 


See feature: page 30 
10.00 BBC News Regional News; Weather (s) (HD) 


10.40 Have | Got a Bit More News for You 
3/10. Bill Bailey chairs an extended edition of last 
Friday's satirical quiz show. The guest panellists 
joining regular team captains Paul Merton and lan 
Hislop to reflect on the past week are journalist 


Helen Lewis and comedian Daliso Chaponda. 
(Revised rpt) (S) (HD) 


11.25 The Graham Norton Show 

Graham chats to Sir Patrick Stewart about his 
memoir, Oscar-nominated actor Ralph Fiennes 
discusses playing Macbeth and Nadiya Hussain talks 
about her latest book. The Last of Us star Bella 
Ramsey talks about their role in the second series of 
Time and Dame Joan Collins discusses her book 
Behind the Shoulder Pads. Plus music by Zak Abel. 
Shown last Friday (S) (HD) 


12.15am Alan Carr's Picture Slam 6/8. Friends Natalie 
and Lisa from Cardiff, couple Catherine and Matt from West 
Sussex and Croydon duo Gaz and Daniel vie to be in with a 
chance of winning the £10,000 jackpot. 

Shown Saturday 5.50pm (S) (HD) 

1.00 Weather for the Week Ahead (S) (HD) 

1.05-6.00am BBC News (S) (HD) 


BBC1 Freeview 1/HD 101 Freesat 101 Sky 101 Virgin 101 


BBC2 2] 


Union with David 
Olusoga 9.00pm 
The historian 
charts the state 

of the UK during 
the 20th century 


5.15pm Flog It! 
A Clarice Cliff plate is valued at Newby Hall. (R) (S) (HD) 


6.00 Richard Osman's House of Games 
Larry Dean, Kirsty Gallacher, Sam Quek and Lemn 
Sissay test their general knowledge skills. (S) (HD) 


6.30 Strictly It Takes Two 
Fleur East chats to the latest eliminated couple. (S) (HD) 


7.00 The Crash Detectives 

3/4 Series 4. Gwent Police's forensic collision 
investigators are called in after a motorcyclist dies in 
a crash at a busy city junction. The race is on to find 
out how events unfolded. And a man waiting at a bus 


stop has a lucky escape after a driver loses control. 
Executive producer Karen Voisey (S) (HD) 


7.30 Mastermind 
Specialist subjects tonight are German military 
aircraft of the Second World War, US sitcom 
Arrested Development, artist James McNeill 
Whistler, and Peter Jackson's The Lord of the Rings 
trilogy. Presented by Clive Myrie. See page 66. 


Producer Paul Christian; Executive producers Chris Jones, Kate 
Middleditch, David Young and Jimmy Mulville (S) (HD) 


8.00 Only Connect 
Victoria Coren Mitchell hosts as the Isotopes take on 
the Also Rans, with the winning team going straight 


through to the next round of the competition. 
Director Sian G Lloyd; Producer Nick Martin (S) (HD) 


8.30 University Challenge 
Amol Rajan asks the questions as Trinity College, 
Cambridge takes on the University of Southampton in 


a bid to reach the second stage of the competition. 
Director Martin Lord; Producer Clare Parody (S) (HD) 


9.00 Union with David Olusoga 

4/4. Union and Disunion. Reaching the 20th 

century, the historian sees how the investiture 
of the Prince of Wales was repackaged in 1911 to 
celebrate not only Welsh culture but the diversity of 
the other Celtic nations, Scotland and Ireland, too. He 
also explores how the Easter Rising of 1916 ultimately 
led to the partition of Ireland, examines the shared 
sense of purpose across the union in the aftermath 
of the Second World War and charts economic decline 
in the 1970s. The whole series is on iPlayer. See p66. 


Directors Francis Welch and Jonathan Rowlands 
Producer Kat Feavers Repeated Wednesday 11.45pm (S) (AD) (HD) 
When Ireland Was Divided: Border Country follows on BBC4 


10.00 Mock the Week 
Dara O Briain and Hugh Dennis are joined by Maisie 
Adam, Angela Barnes, Rhys James, Robin Morgan 


and Ahir Shah in an edition from May 2021. 
Producer Ewan Phillips (R) (S) (HD) 


10.30 Newsnight With Kirsty Wark. (s) (HD) 
11.10 Weather (s) (HD) 


11.15 What We Do in the Shadows kx*x* 
Horror comedy. In New Zealand, a quartet of 
centuries-old vampires struggle to fit into the 

modern world. When young Nick is turned into a 

bloodsucker, he decides to help them adjust. 

Available on iPlayer for 7 days. Film of the Day: p73. 


Vladislav Jemaine Clement Nick Cori Gonzalez-Macuer 
Viago Taika Waititi Stu Stuart Rutherford 
Deacon Jonathan Brugh Petyr Ben Fransham 


Directors Jemaine Clement and Taika Waititi (2014, 15) (S) (AD) (W) (HD) 
12.40-3.35am Sign Zone 12.40 Countryfile A look at 
the many birds of the Wash. Shown yesterday 6.30am (S) (HD) 
1.35 DNA Family Secrets 3/6 Series 3. Thirty-seven-year- 
old Stephanie wants to find her birth parents. (R) (S) (AD) (HD) 
2.35 Britain's Housing Crisis: What Went Wrong? 1/2 
The roots of the problem. Shown yesterday 6.20pm (S) (HD) 


BBC2 Freeview 2/HD 102 Freesat 102 Sky 102 Virgin 102 


ITV1 


The Long 
Shadow 9.00pm 
Dick Holland and 
George Oldfield 
investigate a letter 
sent from the killer 


4.00pm Tipping Point 
Ben Shephard hosts the quiz show. (R) (S) (HD) 


5.00 The Chase 
Bradley Walsh presents as Nina, Chris, Scott and 
Florence take on one of the Chasers. (R) (S) (HD) 


6.00 Regional News Weather (s) (HD) 
6.30 ITV Evening News Weather (s) (HD) 


7.30 Emmerdale 
Tom puts on a front, while David goes on a date. 


Writer Bill Taylor Cast Thursday/Friday (S) (AD) (HD) 
8.00 Coronation Street 
Michael is questioned about the stolen money. 
Ed Bailey Trevor Michael Georges Gail Rodwell Helen Worth 
Michael Bailey Ryan Russell Dee-Dee Bailey 
jaisy Midgeley Charlotte Jordan Channique Sterling-Brown 
Lauren Bolton Cait Fitton Tim Metcalfe Joe Duttine 
Sam Blakeman Jude Riordan Steve McDonald Simon Gregson 
odd Grimshaw Gareth Pierce Sarah Barlow Tina O'Brien 
aisy Midgeley Charlotte Jordan Nick Tilsley Ben Price 
Roy Cropper David Neilson Kirk Sutherland Andrew Whyment 
Sally Metcalfe Sally Dynevor DS Swain Vicky Myers 
janiel Osbourne Rob Mallard Leanne Battersby Jane Danson 
Elaine Jones Paula Wilcox George Shuttleworth Tony Maudsley 


Writers Cameron McAlllister/David Isaac More cast Tue (S) (AD) (HD) 


9.00 The Long Shadow 
5/7. As the number of murders increases, 
the police attempt to identify further victims. 
The whole series is available on ITVX. See p67. 


Betty Hoban Dorothy Atkinson DS John Domaille 

Nora Browne Lucy Black Christopher Hatherall 
jack Hill Paul Brennen Mike Dugdale John Henshaw 

Harry Smelt Colin R Campbell DC John Nunn Kris Hitchen 

Ken Dwyer James Clay DCS Jim Hobson Lee Ingleby 
racy Browne Emily Coates DCS Jack Ridgway 

Howard Cohen Jonathan Coy Robert James-Collier 

Margaret Oldfield Emma Cunliffe DCS Dennis Hoban Toby Jones 

Ruth Bundey Alexa Davies Marcella Claxton Jasmine Lee-Jones 
| Les Hanley Jack Deam DC Andrew Laptew Adam Long 

Anna Rogulskyj Orla Fitzgerald CC Ronald Gregory 

Calvin Thompson Marcus Fraser Michael McElhatton 

Nick Clarke Mark Frost ACC George Oldfield David Morrissey 
joreen Hil Jill Halfpenny WPC Sue Neave Vicky Myers 

Ben Henderson Lee Harding Linda Arrowcroft Melissa Parker 

WPC Jenny Bush Chloe Harris DI David Zackrisson Stevie Raine 

Cindy Thornbury Lucie Shorthouse Caroline Armstrong Charlotte Tyree 

Olive Smel Nicola Stephenson DSI Dick Holland Steven Waddington 

Neil Jackson Shaun Thomas Jacqueline Hill © Daisy Waterstone 

David Gee Stephen Tompkinson WPC AnnaLawson — Charley Webb 

PS Meg Winterburn Liz White 

Writer George Kay; Producer Matt Sandford 

Director Lewis Arnold (S) (AD) (HD) 


10.00 ITV News at Ten 
Weather; Regional News and Weather (s) (HD) 


10.45 Ukraine's Stolen Children 

This Exposure documentary tells the story of 
the Ukrainian children, some of them orphans, 
who were taken to Russia after the war started. 
The film follows the daunting journeys of family 


members as they attempt to find their loved ones. 
Director/Producer Shahida Tulaganova 
Repeated Thursday 11.40pm (S) (AD) (HD) 


11.40 Heathrow: Britain's Busiest 
Airport 

Heathrow welcomes the superjumbo A380, but a 
technical hitch causes a headache for the cleaners. 
Series producer Emma Griffiths; Executive producer Juliette 
Murray-Topham (R) (S) (AD) (HD) 

12.35am All Elite Wrestling: Dynamite Hard-hitting 
grappling action. Shown last Friday ITV4 (S) (HD) 

2.15 Loose Women Studio debate. Shown 12.30pm (S) (HD) 
3.00 Fresh Cuts Documentary following three tattoo 
artists and their customers. (R) (S) (SL) (AD) (HD) 

3.35 Unwind A sequence to calm the mind. (S) (HD) 
4.45-6.00am Monster Carp Ali Hamidi, Tom Dove 
and Neil Spooner travel to Croatia. (R) (S) (SL) (AD) (HD) 


IT V1 Freeview 3/HD 103 Freesat 103 Sky 103 Virgin 103 
+1 Freeview35 Freesatil2 Sky 203 Virgin 303 


Jamie's 5 
Ingredient Meals 
8.00pm Take five: 
Jamie Oliver has 
another selection 
of simple recipes 


5.00pm Help! We Bought a Village 
An ex-Olympian and his wife take on the 


challenge of a derelict settlement in France. 
Director Julie Beanland; Producer Jason Beresford 
Repeated 7pm and tomorrow 2.30pm 4seven (S) (HD) 


6.00 Four in a Bed 

The first destination is the Ocean Guesthouse in 
Weymouth, where host Maxine finds some 
cleanliness comments hard to swallow. 
Director/Producer James Varty (S) (HD) 


6.30 The Simpsons 
Moe Goes from Rags to Riches. Moe's bar towel 
turns out to have a life of its own. (R) (S) (AD) (HD) 


7.00 Channel 4 News Sport; Weather (5) (HD) 


7.55 Stand Up to Cancer: Marcia's Story 
Marcia shares her experiences as she undergoes 


chemotherapy following the removal of a tumour. 
Signed repeat Tuesday 1.20am (R) (S) (AD) (HD) 


8.00 Jamie's 5 Ingredient Meals 

2/4. Jamie Oliver presents another selection of 
recipes that use just five ingredients to deliver 
maximum flavour, including a one-pot roast 
dinner that cuts down on washing up but not on 
taste. He also rustles up a quick carbonara that 
can include whatever vegetables you have to 
hand, before demonstrating ways to use 
pre-packaged ingredients to make crowd- 
pleasing starters or sides. Plus, two 
connoisseurs of Middle Eastern food show how 
store cupboard spices can turn everyday 


ingredients into mouth-watering meals. 
Series producer Katie Millard; Executive producer Samantha 
Beddoes Repeated 1.25am 4seven (S) (AD) (HD) 


9.00 999: on the Front Line 
Paramedics treat a woman who has hit her head 
after collapsing in a bus shelter. Medics suspect 
that a woman with slurred speech who can 
hardly walk may have had a stroke, and an 
1l-month-old is left with a cut to his forehead 
after some rough and tumble play with a sibling. 


Series producer Graeme Thomson; Exec producer Claire Simpson; 
Rptd Thursday 8pm 4seven First shown on More4 (S) (HD) 


10.00 Britain's Secret War Babies 
Mary and John, who were born to African- 
American Gls and British women, embark on a 
journey to discover who their fathers were. 
Around 2,000 such children were born between 
1942 and 1946, making Mary and John part of the 
first significant generation to be born black and 
British in the years before Windrush. Sean Fletcher 
sets out to unravel the secrets surrounding their 


births. Part of Channel 4's Black and Proud season. 
Director Alex Thomas; Producer Yasmine Permaul (R) (S) (AD) (HD) 


11.35 First Dates 
In a look back at some classic dates, reality star 
Joey Essex is paired with Lydia from Bolton. Can 


Joey win her heart without using his fame? 
Executive producer Jon Crisp (R) (S) (AD) (HD) 


12.35am Stormzy Live in London: This Is What We 
Mean The rapper's headlining performance from 
London's All Points East festival. (R) (S) (SL) (HD) 

1.50 Sex Rated Featuring Nick, whose seduction game 
needs licking into shape. Shown last Wed E4 (S) (AD) (HD) 
2.45 Ramsay's Kitchen Nightmares USA Gordon is 
in Baltimore to try to revive a restaurant. (R) (S) (HD) 
3.35 Couples Come Dine with Me There's a Spanish 
fiesta as three duos compete in Northampton. (R) (S) (HD) 
4.30 The Great Pottery Throw Down Creating 
hanging planters in Raku Week. (R) (S) (SL) (AD) (HD) 
5.35-6.05am Beat the Chef Professional chef Mark 
Sargeant goes up against a home cook. (R) (S) (HD) 


Channel 4 Freeview 4/HD 104 Freesat104 Sky 104 Virgin 104 
+1 Freeview 15 Freesat 121 Sky 204 Virgin 304 


Simon 
Schama’s 
Power of Art 
8.00pm Analysing 
a painting by 
Rembrandt 


7.00pm Africa 

6/6. The Future. Many of the 
continent's animals are endangered, 
for a variety of reasons. For elephants, 
it's the encroachment of a growing 
human population, while rhinos are 
threatened by poachers. However, 
there might yet be hope for them. 
Presented by David Attenborough. 


The whole series is on iPlayer. 
Producer Kate Broome; Series producer James 
Honeyborne Repeated 1am (R) (S) (AD) (HD) 


8.00 Simon Schama's Power 
of Art 

3/8. Rembrandt. The historian turns 
his attention to Rembrandt's painting 
The Conspiracy of Claudius Civilis. The 
masterpiece, intended as a decoration 
for the halls of Amsterdam Town Hall, 
was the bankrupt artist's opportunity 
for a comeback, but was not what the 
commissioners wanted him to create 


— meaning the painter died in poverty. 
Directors/Producers James Runcie and Clare 
Beavan Repeated 2am (R) (S) (AD) (HD) 


9.00 Art That Made Us 

1/8. Lights in the Darkness. An 
alternative history of the British Isles, 
featuring a host of contemporary artists 
exploring artefacts that made us who 
we are. The story begins in the era 
that followed the Roman occupation 
of Britain. Sculptor Antony Gormley 
examines the clay figure Spong Man 
and actor Michael Sheen performs the 
Welsh poem of resistance Y Gododdin. 
The whole series is on iPlayer. 


Director Sam Anthony; Producer Helena Hunt 
Repeated 3am First shown on BBC2 (S) (AD) (HD) 


10.00 When Ireland Was 
Divided: Border Country 

A century's worth of archive footage 
illustrates the stories of people who 
have been affected by the border 
between the Republic of Ireland and 
the UK, since it was created in 1922. The 
programme tries to make sense of the 
contradictions surrounding the border, 


as well as the turmoil it has caused. 
Director Guy King; Producer Rachel Hooper 
Repeated Wednesday 1.55am (R) (S) (HD) 


11.00 Border Country: the 
Story of Britain's Lost 
Middleland 

1/2. For historian, diplomat and MP 
Rory Stewart, the building of Hadrian's 
Wall was the most important event in 
Britain's history. Meeting experts and 
locals to explore the landscape and 
archaeology of the Borders, Rory 
explores the impact of Rome's 
invasion, occupation and departure, 
and reveals how the powerful new 
kingdom of Northumbria was born. 
Director/Producer Renny Bartlett (R) (S) (AD) (HD) 


12 midnight The Stuarts 3/3. Clare 
Jackson examines how the Stuarts became 
fatally divided by religion. (R) (S) (AD) (HD) 
1.00am Africa 6/6. Shown 7pm (S) (AD) (HD) 
2.00 Simon Schama’s Power of Art 3/8 
Shown 8pm (S) (AD) (HD) 

3.00-4.00am Art That Made Us 1/8 
Shown 9pm (S) (SL) (AD) (HD) 


BBC4 F'view 9/HD 106 F'sat 108 Sky 116 Virgin 108 


MONDAY 23 OCTOBER 


BBC1 
SCOTLAND 


10.40pm The Firm 
11.40 Sportscene: 
SWPL Highlights 
12.25am Have | Got a 
Bit More News for You 
1.10 The Graham Norton 
Show 2.00 Weather 
for the Week Ahead 
2.05-6.00 News 


BBC 
SCOTLAND 


2.00pm Landward: 
signed 2.30 Grand 
Tours of Scotland's 
Rivers: signed 
3.00-4.00 This 
Farming Life: signed 
7.00 Sportscene: 
SWPL Highlights 
7.45 Sportscene 
Goals+ 8.00 This 
Farming Life 9.00 The 
Nine 10.00 River City 
10.30 Style Fixers 
11.00 Burnistoun 
11.30-12 midnight 
Roaming in the Wild 


STV 


10.00pm ITV News at 
Ten; STV News and 
Weather 10.40 Scotland 
Tonight; ITV Weather 
11.05 Ukraine's Stolen 
Children 
12.05-12.35am 
Heathrow: Sorry, | 
Didn't Know 
3.35-4.45 

Night Vision 


BBC1 WALES 


7.00-7.30pm The 
Crash Detectives 
10.40 My Sperm 
Donor and Me 11.10 
Have | Got a Bit More 
News for You 11.55 
The Graham Norton 
Show 12.45am Alan 
Carr's Picture Slam 
1.30-6.00 News 


BBC2 WALES 


7.00-7.30pm The One 
Show: presented by 
Jermaine Jenas and 
Gabby Logan 


ITV1 WALES 
10.45pm Sharp End 
11.45-12.35am 
Ukraine's Stolen Children 


BBC1 
NORTHERN 
IRELAND 


8.00pm A Stitch 
through Time 
8.30-9.00 Panorama 
10.40 The Year That 
Rocked Irish Dancing: 
performers wait to 
hear if they've made it 
into the Irish Dance 
World Championships 
11.40 Have | Got a Bit 
More News for You 
12.25am The Graham 
Norton Show 
1.15-6.00 BBC News 


BBC2 
NORTHERN 
IRELAND 
10.00-10.30pm Bog 
Amach: a retired 
teacher who wants to 
move to Derry City 


UTV 


10.45pm View from 
Stormont 11.45- 
12.35am Ukraine's 
Stolen Children 


Channel 5 


listings are overleaf 
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Channel 5 [5] 


Police: Night Shift 999 9.00pm 
A theft case for PC Merchant 


5.35am Milkshake! See page 72 

9.15 Jeremy Vine (S) (HD) 

11.15 Storm Huntley (S) (HD) 

12.40pm Alexis Conran (S) (HD) 

1.40 5 News (S) (HD) 

1.45 Home and Away Mali plays piggy in 

the middle. (R) (S) (AD) (HD) 

2.15 12 Pups of Christmas ** 
Seasonal romance starring Charlotte 
Sullivan. A change of job brings 

unexpected challenges when a single canine 

therapist meets her self-centred boss. 

Director Michael Feifer (2019) (S) (W) (HD) 

4.00 Bargain-Loving Brits in the Sun 

Chris and Gary arrive in Benidorm for the 

first time with £3,500, two suitcases, and 

the dream of a new life in Spain. (R) (S) (HD) 


5.00pm 5 News (Ss) (HD) 


6.00 Dogs Behaving (Very) Badly 
5/15 Series 4. Graeme Hall tries to curb 
pomeranian Teddy's temper and cure 
Rosie's obsession with licking surfaces. 
Producers Michael Nuvoletta and Selina Chan; Exec 
producers Tim Quicke and Jamie Isaacs (R) (S) (HD) 


6.55 5 News Update (S) (HD) 


7.00 Motorway Cops: Catching 
Britain's Speeders 

PC Andy Doran attends a collision, where 
a young driver has fallen asleep at the 
wheel and crashed into a lamppost, and 
PC Niaz Waddington attempts to open a 
parked vehicle in which two dogs have 
been left with no ventilation and no water. 
Series producer Zoe Callan (R) (S) (HD) 

7.55 5 News Update (S) (HD) 


8.00 The Motorway 

5/10 Series 3. On the M5, patrollers must 
shut down the motorway when a car fire 
gets out of control and the vehicle is 
discovered to have explosive contents. 
Series producer Jules Seymour (S) (HD) 


Followed by 5 News Update (s) (HD) 


9.00 New series. Police: Night 
Shift 999 

1/12 Series 4. In the return of the series 
following Gloucestershire Constabulary, 
two officers respond to a report of an 
assault at a pub, and PC Merchant is 
called to an alleged case of car theft. 


Directors Greg Ashcroft, Simon Bowyer and Mark 
Stanton Repeated Thursday 11.05pm (S) (HD) 


10.00 Police: Suspect No 1 

Cameras follow detectives from the outset 
of an investigation into a serious crime. 
Tonight, three men subject a family to a 
violent ordeal in their own home. 

Series producer Kate South (R) (S) (HD) 


11.05 Inside the Force: 24/7 

Four police officers are assaulted during 
an arrest after a woman threatens her 
neighbour with a knife. (R) (S) (HD) 


12 midnight ICC Cricket World Cup 2023 

(S) (HD) 1.00am Live NFL: Monday Night 
Football: Minnesota Vikings v San Francisco 
A9ers (kick-off 1.15am) (S) (HD) 4.30 
Entertainment News (S) (HD) 4.40 Wildlife 
SOS (R) (S) (SL) 5.05 House Doctor (R) (S) (SL) 
5.30-5.35am Entertainment News (S) (HD) 
C5 Freeview 5/HD 105 Freesat 105 Sky 105 Virgin 105 
+1 Freeview 38 Freesat 128 Sky 205 Virgin 305 


Hunting the Catfish Crime Gang 
9.00pm Identity theft: James Blake 


7.00pm A Wright Family Holiday 
1/6. Mark Wright begins a trip across Britain 
in the company of his family. (S) (AD) (HD) 
7.30 2/6. Mark Wright, his brother Josh 
and their dad Big Mark head to Skegness, 
Lincolnshire. More Tue 7pm. (S) (AD) (HD) 
Followed by New. The Catch Up (Ss) (HD) 


8.00 Top Gear 

A celebration of the Jaguar E-type, plus 
road tests of a rugged alternative to the 
Humvee and the BMW 1 Series M Coupe. 
More tomorrow 8pm. (S) (HD) 


9.00 New. Hunting the Catfish 

Crime Gang 

@ The story of an entrepreneur whose 
identity was stolen and used for 

criminal activities online, leaving him 

facing messages from people accusing 


him of conning them. See page 67. 
Repeated tomorrow BBC1 (S) (AD) (HD) 


10.00 Halloween x*x** 

|] Horror sequel starring Jamie Lee 
Curtis. After a prison bus crashes, 

killer Michael Myers is back in the wild, 


but survivor Laurie Strode is ready. 
Director David Gordon Green (2018, 18) (S) (W) (HD) 


11.40 New. The Bold Type 

6/16 Series 4. A request from Cody 
challenges Kat's preconceived ideas about 
gender roles. More tomorrow 11.50pm. 

A box set is on iPlayer. (S) (HD) 

12.20am Hunting the Catfish Crime Gang (S) 
(AD) (HD) 1.20 RuPaul's Drag Race UK (S) (HD) 
2.30 BBC New Comedy Awards: the best 
new stand-up (S) (HD) 3.00-4.00am 

A Wright Family Holiday (S) (SL) (AD) (HD) 

BBC3 F'view 23/HD 107 (not Scot/Wales) F'sat 179/HD 107 
Sky 115 (117 Wales; 121 Scotland) Virgin 107 (157 Scotland/Wales) 


ITV2 [] 


5.00am CITV (S) (HD) 9.00 One Tree Hill (S) 
(HD) 10.00 Dawson's Creek: the gang go toa 
concert (S) (HD) 11.00 Dress to Impress (S) (HD) 
12 noon Dinner Date (S) (AD) (HD) 1.00pm 
Alan Carr's Epic Game Show (S) (AD) (HD) 
2.00 Chuck (S) (HD) 3.05 One Tree Hill (S) 
(HD) 4.00 Dawson's Creek: a film star comes 
to town (S) (HD) 5.00 Dinner Date (S) (AD) (HD: 
6.00pm Celebrity Catchphrase Stephen 
Mulhern hosts a celebrity edition of the 
game show in which James Jordan, Fiona 
Wade and Louis Walsh guess the familiar 
phrases hidden in animated clues. (S) (AD) (HD) 
7.00 Alan Carr's Epic Game Show 

The comedian hosts an updated version of 
the classic darts quiz Bullseye. (S) (AD) (HD) 
8.00 Bob's Burgers Series 7 Tina enrols in 
a programme that enables her to send a 
robot version of herself to school. (S) (AD) (HD) 
8.30 Bob attempts to impress Linda with 

a grand romantic gesture. (S) (AD) (HD) 

9.00 New. Big Brother A chance to catch up 
on what's been going on in the house. Expect 
clever tasks, nominations and more. (S) (HD) 
10.00 New. Big Brother: Late and Live 
Hosts AJ Odudu and Will Best invite a studio 
audience and celebrity guests to discuss the 
latest events in the Big Brother house. (S) (HD) 
11.05 New. Family Guy Series 27. The guys 
try to help Mayor Wild West reconnect with 
his estranged father, Old West. (S) (AD) (HD) 
11.35 New. American Dad! Series 18. Stan 
wears an unusual outfit to a party. (S) (AD) (HD) 
12.05am Family Guy: double bill (S) (AD) (HD) 
1.05 American Dad! (S) (AD) (HD) 1.30 Bob's 
Burgers (S) (AD) (HD) 2.25 Shopping with Keith 
Lemon (S) (HD) 2.40=3.00am Unwind (S) (HD) 
ITV2 Freeview 6 Freesat 113 Sky 118 Virgin 115 

+1 Freeview 29 Freesat 114 Sky 218 Virgin 315 


DI Ray /0.00pm Rachita (Parminder 
Nagra) has concerns about her new role 


6.00am Classic Emmerdale (S) 7.05 Classic 
Coronation Street (S) (AD) 8.10 Bless This 
House (S) 9.15 Where the Heart Is: 6/10 
Series 9, Legacy. Danny and Teresa have a 
disastrous date Repeated 12.05am; 10.25 7/10 
Brief Encounters. Simon Goddard makes an 
unexpected return Repeated 1.10am (S) (AD) 
11.30 Heartbeat: 12/24. Joe, Rachel and 
Carol find what they are looking for; 
12.35pm 13/24. Joe races to find a missing 
gun and a schoolboy bent on revenge (S) (AD) 
1.40pm Classic Emmerdale: double bill. 
Katie has an emotional encounter with 
Robert, then Katie agrees to pick up the 
pieces of her relationship with Robert (S) 
2.40 Classic Coronation Street: double bill. 
The Croppers put a startling proposition 
forward to Tracy, then Hayley and Roy worry 
that they've taken things too far (S) (AD) 
3.50 Agatha Christie's Marple: Why Didn't 
They Ask Evans? As the only witness to a 
dying man’s last enigmatic words, Bobby 
Attfield resolves to solve the riddle. (S) (AD) (HD) 


5.55pm Heartbeat 

14/24 Series 18. An accountant goes on 
the run from his underworld bosses. (S) (AD) 
6.55 15/24. The police believe that a 
missing gangster is around, but attempts 
to flush him out put Rachel in peril. (S) (AD) 


8.00 Endeavour 

2/5 Series 1. Fugue. Morse meets his 
match when a serial killer leaves cryptic 
messages to goad the police. (S) (AD) (HD) 


10.00 DI Ray 

1/4. Detective Rachita Ray realises that 
the so-called culturally specific homicide she 
is assigned to investigate is anything but 
an “honour” crime. Parminder Nagra 
stars. Continues tomorrow 10pm. (S) (AD) (HD) 


11.05 Innocent 

1/4 Series 2. Crime drama with Katherine 
Kelly and Shaun Dooley. DCI Braithwaite 
reinvestigates a murder when the woman 
convicted of it is found not guilty and 
released. More tomorrow 11.05pm. (S) (AD) (HD) 
12.05am as 9.15/10.25am 

2.10-2.30am Unwind (S) (HD) 

ITV3 Freeview 10 Freesat 115 Sky 119 Virgin 117 

+1 F'view 59 (9pm-4am) F'sat 116 Sky 219 Virgin 317 


ITV4 


6.00am The Best of the 70s (S) (HD) 6.20 
Minder (S) (SL) (AD) 725 The Professionals (S) 
(SL) (AD) 8.30 The Saint (S) 9.40 Dempsey 
and Makepeace (S) (AD) 10.40 Magnum, PI 
(S) (AD) (HD) 11.40 BattleBots (S) (HD) 
12.40pm The Saint (S) 1.50 Dempsey and 
Makepeace (S) (AD) 2.50 Magnum, PI (S) (AD) 
(HD) 3.50 The Professionals (S) (AD) 4.55 
Minder: Arthur helps an ex-con (S) (AD) 
6.00pm New. BattleBots Eight more bots 
compete as the Round of 16 concludes. (S) (HD) 
7.00 Premiership Rugby Union Highlights 
Including Saracens v Bath and Leicester Tigers 
v Sale Sharks. Shown Sun 11.15pm ITV1(S) (HD) 
8.00 New. MotoGP Highlights The 16th round 
at the Australian Motorcycle Grand Prix. (S) (HD) 
9.00 New. The Grand Fishing Adventure 
Ali and Bobby fish in France for giant 
sturgeon carp. Repeated Wednesday 8pm (S) (HD) 
10.05 FILM The Silence of the Lambs 
Classic psychological thriller starring 
Jodie Foster. An FBI agent engages in a battle 
of wills with a psychopath. (S) (AD) (W) (HD) 
12.30am Dempsey and Makepeace (S) (AD) 1.30 
New. Motorsport UK (S) (HD) 2.25 The Protectors 
(S) (SL) (HD) 2.55=3.00am Unwind (S) (HD) 

ITV4 Freeview 26 Freesat 117 Sky 120 Virgin 118 

+1 Freesat 118 Sky 220 Virgin 318 


Last of the Summer Wine 6.40pm 
The trio have a day out at the coast 


7.10am All Creatures Great and Small 
Repeated 4.20pm (S) 8.00 Doctors: double bill. 
A couple's friendship is threatened, then 
Caroline tackles a tough case 9.20 Classic 
Holby City: Sacha struggles to cope with 
Rachel's illness (S) (HD) 10.40 Casualty: Billy 
and Darren unwittingly steal some insulin 
11.50 The Bill: Gabriel beats up a paedophile 
12.50pm Classic EastEnders: double bill. 
The Watts family is in turmoil, then Den pulls 
out all the stops to make sure that he gets 
what he wants 2.10 Pie in the Sky: 8/8 
Series 5, Crabbe loses his sense of smell (S) 
3.10 Bergerac: 5/10 Series 3. Jim arrests a 
boxer 4.20 All Creatures Great and Small: 
4/16 Series 3. Hair of the Dog. Helen 
practises her first-aid skills on James Shown 
710am 5.30 The Upper Hand: 4/19 Series 4 
Tom's school wishes him to move on a year 


6.05pm ‘Allo ‘Allo! 
21/26 Series 5. Flight to Geneva. René's 
plans to elope with Yvette go awry. (S) 


6.40 Last of the Summer Wine 
Series 16. The Sweet Smell of Excess. The 
friends enjoy a day trip to the seaside. (s) 
7.20 Series 17, Leaving Home Forever, or 
"till Teatime. Howard leaves home. (S) 


8.00 Miss Marple 

3/4 Series 2. At Bertram's Hotel. A case 
involving a cleric whose disappearance is 
linked with an Irish train robbery. (S) (AD) 


10.00 New Tricks 

3/10 Series 11. Deep Swimming. The team 
tries to unravel the connection between 
an undercover police officer and a 
Greenham Common activist. (S) (AD) (HD) 


11.20 Dalziel & Pascoe 

4/4 Series 3. The Wood Beyond. Wield 
and Dalziel investigate a raid by activists 
on a pharmaceutical company. (S) (AD) 
1.20am Banished: 1/7. Drama set in 1788 
about life in a camp containing British 
convicts transported to Australia (S) (AD) (HD) 
2.45-4.00am Classic Holby City: Malick is 
drawn further into the world of murderer's 
accomplice Amanda (SL) 

Drama Freeview 20 Freesat 158 Sky 143 Virgin 116 
+1 Freeview 60 Sky 243 Virgin 316 


ITVBe 


7.00am The Real Housewives of Cheshire (S) 
(AD) (HD) 8.00 Buying and Selling (S) (HD) 
9.00 LittleBe: children’s programmes (HD) 
12 noon Unboxed (S) (HD) 12.25pm The Real 
Housewives of Beverly Hills (S) (HD) 1.25 The 
Only Way Is Essex (S) (HD) 2.05 Great 
Chocolate Showdown (S) (HD) 3.05 New 
Million Dollar Listing: LA (S) (HD) 4.05 The 
Real Housewives of New Jersey (S) (HD) 5.00 
The Real Housewives of Salt Lake City (S) (HD) 
6.00pm Masters of Flip Dave and Kortney 
take on a tiny flip with big potential. (S) (HD) 
7.00 The Big Bake Host Brad Smith dares 
the teams to scare the judges with cakes that 
go bump in the night. (S) (HD) 

8.00 New. Three teams of returning 
champions create bog bakes. (S) (HD) 

9.00 New. Chloe Madeley: a Family Affair 
Solo parenting takes its toll on Chloe, and the 
family visit Richard and Judy. (S) (HD) 

10.00 Botched Dr Nassif helps a man whose 
doctor left a thumbprint on his nose. (S) (AD) (HD) 
11.00 Terry Dubrow tackles a backside that 
has been supersized. (S) (AD) (HD) 

12 midnight The Only Way Is Essex (S) (HD) 
12.45-1.00am Unwind (S) (HD) 

ITVBe Freeview 28 Freesat 119 Sky 131 (132 Scotland) 
Virgin 119 +1 Virgin 319 


ALL PROGRAMMES ON THE ABOVE CHANNELS ARE REPEATS UNLESS OTHERWISE STATED 
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24 Hours in Police Custody 9.00pm 
Young murder victim Rikki Neave 


8.55am Kirstie’s House of Craft 9.15 A 
Place in the Sun 10.05 A New Life in the Sun 
11.05 Find It, Fix It, Flog It: double bill (AD) 
1.10pm Heir Hunters 3.10 Four in a Bed 
5.50 The Secret Life of the Zoo (AD) 
6.55pm The Dog House Australia Elaine 
is paired with Hayley the blue staffy, and a 
family has the pick of two dogs — Rusty the 
kelpie and Lightning the Australian terrier cross. 
7.55 Grand Designs Kevin McCloud meets 
Clinton Dall from West Sussex, a self-made 
businessman and father of four aiming to 
build one of the largest homes ever featured 
on the show. Clinton wants the end project to 
be perfect - from the finish of his mirrored 
cruciform steel columns to how the floor tiles 
ine up with the dining room table. (AD) 

9.00 24 Hours in Police Custody: the 
Murder of Rikki Neave First of a two-part 
special exploring the largest ever unsolved 
murder case in the history of Cambridgeshire 
Police, the murder of a six-year-old in 1994. 
10.00 Concluding the investigation into the 
murder of Rikki Neave, and how analysis of 
the evidence brought up a new suspect who 
was with the victim on the day he was killed. 
11.05 24 Hours in A&E George, 70, has 
slipped while bailing out his boat and a piece 
of driftwood is lodged in his eye. It’s a horrific 
injury and doctors fear for his sight. (AD) 
12.10am 24 Hours in Police Custody: the Murder 
of Rikki Neave 2.20 24 Hours in A&E (AD) 
3.25=3.50am Food Unwrapped (AD) 

More4 F'view 18 F'sat 124 Sky 136 (137 Scotland) 
Virgin 147 +1 Freesat 125 Sky 236 (237 Scot) Virgin 347 


E4 [13] 


6.00am Hollyoaks Shown last Wed/Thu (AD) 
7.00 Don't Tell the Bride 8.00 Melissa & Joey 
(AD) 9.00 Brooklyn Nine-Nine (AD) 10.00 The 
Big Bang Theory (AD) 11.00 The Goldbergs (AD) 
12 noon The Big Bang Theory (AD) 2.00pm 
The Goldbergs (AD) 3.00 Modern Family 4.00 
Teen First Dates (AD) 5.00 The Big Bang 
Theory: two back-to-back episodes (AD) 
6.00pm The Big Bang Theory 20/23 
Series 3. Sheldon tries to conceal his 
friendship with Penny from Leonard. (AD) 
6.30 21/23. Sheldon invites a famous physicist 
to the flat after befriending her online. (AD) 
7.00 Hollyoaks The search party scour the 
village to find Rose. Rptd Wednesday 6.30am (AD) 
7.30 Young Sheldon 11/21 Series 3. Mary 
plans Pastor Jeff's wedding ceremony. (AD) 
8.00 New. Modern Family 7/22 Series 7 

A new house on Phil's books proves irresistible. 
8.30 New. 8/22. The family wins a therapy 
session. Both episodes first shown on Sky Showcase 
9.00 New. Married at First Sight UK It is 
time for the fourth Commitment Ceremony. 
10.05 New. Made in Chelsea Willow is 
adamant that Harvey owes her an apology. 
11.10 Gogglebox Opinions on TV. (AD) 
12.15am Naked Attraction (AD) 1.20 Married at 
First Sight UK 2.25 Made in Chelsea (SL) 3.20 
Below Deck Sailing Yacht (AD) 4.05 Brooklyn 
Nine-Nine (AD) 4.55-6.00am Black-ish (AD) 

E4 Freeview 13 Freesat 122 Sky 135 (136 Scot) Virgin 106 
+1 Freeview 30 Freesat 123 Sky 235 (236 Scot) Virgin 306 
E4 Extra F'view 31 F'sat 181 Sky 138 (139 Scot) Virgin 287 


Really 


6.00am Fantasy Homes by the Sea 7.00 Shopping 
8.00 Salvage Hunters 10.00 Yorkshire Auction 
House 11.00 Antiques Road Trip (AD) 12 noon Money 
for Nothing 1.00pm A Place in the Sun: Home or 
Away 2.00 My 600lb Life 4.00 Animal Cops Houston 
(AD) 5.00 Helicopter ER 6.00 Yorkshire Auction 
House 7.00 Antiques Road Trip 9.00 New. Great 
Antiques Challenge 10.00 Repair Shop 11.00 Ghost 
Adventures 12 midnight The Dead Files 100am 
Ghost Adventures 2.00 Shopping 4.00 Animal Cops 
Houston (AD) 5.00=6.00am Money for Nothing 


Really Freeview 17 Freesat 160 Sky 142 Virgin 128 


Spike Milligan: the Unseen Archive 
9.00pm Recently unearthed works 


6.00am Giselle 8.00 The Joy of Painting: 
double bill 9.00 Tales of the Unexpected (AD) 
10.00 Alfred Hitchcock Presents 11.00 
Discovering: Peter Ustinov: the actor's career 
12 noon The Joy of Painting 1.00pm Tales 
of the Unexpected (AD) 2.00 Art Traffickers: 
Treasures Stolen from the Tombs (AD) 3.00 
Portrait Artist of the Year 4.00 Discovering: 
lan McKellen 5.00 Tales of the Unexpected (AD) 
6.00pm Alfred Hitchcock Presents A man 
offers to kill another's elderly mother-in-law. 
6.30 A married man captures an armed 
criminal who tried to rob him and his mistress. 
7.00 The Joy of Painting A scene depicting 
a path of cacti and rocks leading to a sunset. 
7.30 With guest artist Steve Ross. 

8.00 André Rieu: Starry Night in Maastricht 
The violinist looks back at a concert in his 
home town, featuring special guests 
Jermaine Jackson and Trini Lopez. 

9.00 Spike Milligan: the Unseen Archive 
A look at recently unearthed film, interviews 
and scripts from the comedy writer's archive, 
including an unpublished play. (AD) 

10.35 FILM Ennio ** xx Celebrating 

the life of Italian composer Ennio Morricone, 
featuring interviews with directors and 
musicians. English, Italian, French, Portuguese, 
Chinese +subtitles. Review page 73. (W) 
1.30am Charles Hazlewood: Beethoven and 

Me (AD) 2.30 Carey Mulligan: off Camera 

3.45 National Trust: National Treasures (AD) 
5.00-6.00am The South Bank Show 

Sky Arts Freeview 36 Freesat 147 Sky 130 (131 Scotland) 
Virgin 140/HD 123 BT 350/HD 365 


9.00am The Great House Giveaway 10.00 
Come Dine with Me: in County Durham (AD) 
12.30pm A Place in the Sun 2.30 Help! We 
Bought a Village 3.30 Come Dine with Me (AD) 
6.00pm A Place in the Sun Pauline and 
Chris seek a holiday home in Peyia, Cyprus. 
7.00 Help! We Bought a Village A couple in 
Italy pick up the pieces after their village was 
devastated by an earthquake. Shown 5pm C4 
8.00 Handmade: Britain's Best Woodworker 
Ep 3 Series 3. Mel Giedroyc presents a big 
build that is child's play for the woodworkers, 
as they're asked to use their own childhoods as 
inspiration for a toy. Shown yesterday 8pm C4 (AD) 
9.00 Gogglebox Ep 7. The armchair critics 
share their opinions on recent TV shows. (AD) 
10.00 Opinions on shows including This Is 
Going to Hurt, Byron Baes and Marcus 
Wareing's Tales from a Kitchen Garden. (AD) 
11.05 The Great British Bake Off 4/10 
Series 14. It is Chocolate Week, and the 
bakers take on a tricky torte, a cheesecake 
and a chocolate box Showstopper. (AD) 
12.25am The Great British Bake Off: an Extra 
Slice (AD) 1.25 Jamie's Five Ingredient Meals (AD) 
2.30 Celebrity SAS: Who Dares Wins (AD) 

3.35 999: on the Front Line 4.30-5.00am 
Travel Man: 48 Hours in Marseilles (AD) 


Aseven F'view 49 F'sat 127 Sky 137 (138 Scot) Virgin 143 


6.00am How Do They Do It? 6.30 Shed and 
Buried 7.00 The Repair Shop 8.00 American 
Pickers 10.00 Chasing Classic Cars 11.00 Salvage 
Hunters: Classic Cars (AD) 12 noon How Do They 
Do It? 1.00pm Money for Nothing 2.00 The 
Repair Shop 3.00 Shed and Buried 4.00 Salvage 
Hunters 5.00 Salvage Hunters: the Restorers 
6.00 Wheeler Dealers 7.00 Outback Opal 
Hunters 8.00 Salvage Hunters 9.00 New. Aussie 
Gold Hunters 10.00 New. Jade Fever 11.00 How 
Do They Do It? 12 midnight Wheeler Dealers 
1.00am Cops UK: Bodycam Squad 2.00 Chasing 
Classic Cars 3.00 Salvage Hunters: Classic Cars 
(AD) 4.00-5.00am How It's Made 


Quest Freeview 12 Freesat 172/HD 167 Sky 144 Virgin 137 
+1 Freeview 70 Freesat 168 Sky 244 Virgin 337 


Yesterday 


Abandoned Engineering 8.00pm 
Chateau Aubéry on Martinique 


6.10am Warbird Workshop 8.00 Abandoned 
Engineering (AD) 10.00 Narrow Escapes of 
World War II (AD) 11.00 World War Weird 

12 noon Great American Railroad Journeys 
1.00pm Antiques Roadshow 2.00 Bangers 
and Cash (AD) 4.00 The Buildings That 
Fought Hitler: a tower in Essex (AD) 5.00 
Narrow Escapes of World War II (AD) 
6.00pm Great British Railway Journeys 
A trip between Taunton and Newton Abbot. 
6.30 Michael Portillo investigates the first 
radio signal to be sent across the Atlantic. 
7.00 Antiques Roadshow Fiona Bruce and 
the team visit Erddig, north Wales. 

8.00 Gui CHOICE New series. Abandoned 
Engineering 1/12 Series 12. Exploring 
Chateau Aubéry on the island of Martinique, 
where a criminal kingpin wiped out the 
opposition. See page 66. (AD) 

9.00 Bangers and Cash Paul and Jack pick 
up a Mini and a Morris Minor. (AD) 

10.00 Austin Mini Metros arrive for auction. (AD) 
11.00 Abandoned Engineering A cliff-top 
ruin and an extraordinarily tall tower. (AD) 

12 midnight Great British Railway Journeys 1.00am 
Warbird Workshop 2.00=3.00am Forbidden 
History: the stories that inspired Dracula (AD) 


Yesterday Freeview 27 Freesat 159 Sky 155 Virgin 129 


#1 Sky 255 Virgin 329 

Dave 
7.10am David Mitchell's Outsiders (AD) 8.00 
Border Force: America’s Gatekeepers (AD) 
9.00 The Force: behind the Line 10.00 
Inside the Factory 11.00 Rick Stein's Cornwall 


12 noon Storage Hunters UK 1.00pm Top 
Gear: three editions (AD) 4.00 Pointless 
5.00 Rick Stein's Road to Mexico 


6.00pm Rick Stein's Cornwall Rick meets 
Springwatch presenter Gillian Burke. 

6.30 The chef joins seaweed harvesters. 
7.00 Richard Osman's House of Games 
8.20 Would | Lie to You? With Danny Dyer, 
Jon Richardson, Moira Stuart and Joe Lycett. 
9.00 QI XL A look at tubes and tubas. 
10.00 [ui CHOICE New. Big Zuu's Big Eats 
5/8 Series 4. Rapper Aitch is heading to the 
Big Eats manor — to make him feel at home, 
Zuu puts on a Manchester-themed Big Eat 
and serves up a few surprises. See p67. (AD) 
10.40 Mock the Week Guests include Ed 
Byrne, Ed Gamble and Rachel Parris. 

11.20 QI XL Extended edition. With Chris 
Addison, Sara Cox and Sue Perkins. 

12 midnight David Mitchell's Outsiders (AD) 
1.00am Mock the Week 1.40 Would | Lie to You? 
2.15 Richard Osman’s House of Games 
2.50-4.00am Hypothetical 

Dave F'view 19 F'sat 157 Sky 111 (112 Wales) Virgin HD 127 
Dave Ja Vu Freeview 57 Sky 211 (212 Wales) Virgin 327 


Sky Mix [11] 


7.00am Border Security USA (AD) 8.00 
Nothing to Declare (AD) 9.00 Motorway 
Patrol 10.00 Highway Cops 11.00 Highway 
Patrol (AD) 12 noon Motorway Patrol 1.00pm 
Border Patrol 2.00 Border Security USA (AD) 
3.00 Nothing to Declare: double bill (AD) 
4.00 Stargate Atlantis 5.00 Stargate SG-1 
6.00 Star Trek: Enterprise 7.00 Star Trek: 
Voyager 8.00 New. NCIS: Los Angeles: the 
team tries to find a missing witness First shown 
on Sky Showcase 9.00 New series. Rob and 
Romesh vs Usain Bolt: the comedy duo meet 
the former sprinter First shown on Sky Showcase 
(AD) 10.00 Ricky Gervais Live: Animals 
11.30 New. Snapped First shown on Sky Crime 
12.30am How | Caught the Killer (AD) 1.30 Brit 
Cops: War on Crime: in Lincolnshire 2.30 Road 
Wars 3.00 Highway Patrol: Australia's traffic 
enforcers (AD) 4.00 Motorway Patrol 5.00= 
6.00am Highway Cops: a drunk takes on the cops 


Sky Mix Freeview 1! Freesat 144 Sky 151 Virgin 135 


USA (24) 


9.00am NCIS (AD) 12 noon Law & Order 
6.00pm NCIS Series 9. Triple bill. A Navy 
reservist is found dead in his home 7.00 

The team probes the death of a chief petty 
officer 8.00 The team again join forces with 
PsyOps, this time to tackle a blackmailer (AD) 
9.00 New. The Blacklist Series 3. The 
discovery of a missing child leads the team 
to an infamous child catcher First shown on Sky 
Witness 10.00 Law & Order: Special Victims 
Unit Series 6. Double bill. A student accuses 
a lecturer of rape, then Benson and Stabler 
investigate three sexual attacks against women 
12 midnight NCIS 2.55am Criminal Minds 
3.35-4.00am Criminals: Caught on Camera 

5 USA F'view 21 F'sat 129 Sky 141 Virgin 120 (162 Scot) 
+1 Freesat 130 Sky 241 Virgin 320 


8.00am Bargain-Loving Brits in the Sun 
10.00 Casualty 24/7: Every Second Counts 
11.00 GPs: behind Closed Doors (AD) 12 noon 
Traffic Cops 2.00pm Police Interceptors 
5.00 Car Pound Cops: Give Me My Car Back! 
6.00pm Home and Away Mali plays piggy 
in the middle. Shown 1.45pm C5 (AD) 

6.30 New. Xander decides not to lie for John 
any longer. Repeated tomorrow 1.45pm C5 (AD) 
7.00 GPs: behind Closed Doors Dr William 
Laird summons an ambulance for a baby girl 
with breathing difficulties. (AD) 

8.00 Casualty 24/7: Every Second Counts 
A new junior doctor treats a man with a 
suspected case of sepsis. 

9.00 New. Killer at the Crime Scene 

The disappearance of a 21-year-old student. 
10.00 Sleeping with My Murderer A girl 
who found her mother dead. (AD) 

11.00 Ambulance: Code Red Medics rush to 
a 36-year-old knife attack victim. 

12 midnight 999: Emergency Call Out 1.00am 
New. Skin A&E (AD) 2.00 GPs: behind Closed 
Doors 2.50=3.00am Entertainment News 

5 Star Freeview 32 Freesat 131 Sky 128 (129 Scotland) 
Virgin 126 +1 Freesat 141 Sky 228 (229 Scot) Virgin 326 


5 Action [33 


9.00am Trucking Hell 10.00 Traffic Cops: in 
Skipton 11.00 Police Interceptors 

12 noon FILM Chief Crazy Horse ** 
Fact-based Western starring Victor Mature 
1.50pm FILM Arrowhead ** Western 
4.00 The Motorway 5.00 Traffic Cops 
6.00pm Police Interceptors Paul Faulkner 
has a close shave with a stolen vehicle. 

7.00 Chris and Andy pursue a drug dealer. 
8.00 Trucking Hell A 46-ton artic has 
veered into a verge on a busy A-road. 

9.00 FILM On Deadly Ground *** 
Action adventure starring Steven Seagal 
and Michael Caine. When unscrupulous 
tycoon Michael Jennings appears 
unconcerned about the safety of his 

Alaskan oil fields, troubleshooter Forrest Taft 
steps in to prevent an ecological disaster. 
11.05 FILM Ambushed ** Action drama 
starring Dolph Lundgren. A top FBI agent 
faces ruthless killers and corrupt cops when 
he tries to bring down LA's cocaine trade. 
1.15am Fights, Camera, Action! 2.20 Criminals: 
Caught on Camera: the use of CCTV to fight crime 
2.45-3.00am Entertainment News 

5 Action Freeview 33 Freesat 132 Sky 150 Virgin 130 


5 Select [46 


9.00am Cash in the Attic (AD) 11.00 The 
Yorkshire Vet 1.00pm World's Most Scenic 
Railway Journeys 2.00 The Yorkshire Vet: 
double bill 4.00 The Highland Vet 5.00 Ben 
Fogle: New Lives in the Wild: in Missouri 
6.00pm World's Most Scenic Railway 
Journeys The Train des Pignes in France. 
7.00 Amazing Railway Adventures with 
Nick Knowles The wonders of the world. 
8.00 Escaping Death Valley with Nick 
Knowles Nick visits the ghost town of Rhyolite. 
9.00 Dan and Helen's Pennine Adventure 
10.00 Forged in Fire Armed Forces 
Tournament Top bladesmiths compete. 
11.00 The Battle for Britain: Drain the 
Oceans Wrecks from the Battle of Britain. 

12 midnight Forged in Fire 2.00-3.00am The 
Railways That Built Britain with Chris Tarrant: 

how trains transformed the nation (AD) 


5 Select F'view (HD only) 46 F'sat 133 Sky 153 Virgin 138 


BBC News Freeview 231 Freesat 212 Sky 503 Virgin 601 Sky News Freeview 233 Freesat 202 Sky 501 Virgin 603 BT 313 


RadioTimes 21-277 October 2023 


71 


Katie Piper's Jailhouse Mums 
8.00pm From Illinois 


6.10am New. Changing Rooms 
Australia 7.35 Inside the Ambulance 
8.00 Tipping Point 10.00 DIY SOS 
11.00 DIY SOS: the Big Build 12 noon 
Rochelle Humes: Interior Designer 
in the Making (AD) 1.00pm Tipping 
Point 4.00 My Dream Home 


6.00pm Property Brothers: 
Forever Homes A couple renovate 
and update their dream home. 


7.00 DIY SOS The team rebuilds 
a Chelsea Flower Show garden at 
Great Ormond Street Hospital. 


8.00 Katie Piper's Jailhouse 
Mums Katie travels to Illinois. (AD) 


9.00 DIY SOS: the Big Build 
The home of a woman who was 
paralysed in a bicycle accident. 


10.00 999 Rescue Squad A new 
school term leads to stabbings. 


11.00 Louis Theroux: Life on 
the Edge Louis reflects on 25 
years of his documentaries. (AD) 


12.10am One Born Every Minute 
1.10 Plate of Origin 2.35-3.00am 
Inside the Ambulance 


W F'view 25 F'sat 156 Sky 132 (133 Scotland) 
Virgin 125 +1 Sky 232 (233 Scotland) Virgin 325 


HGTV a4 


7.00am The Restoration Man 
8.00 The Great Interior Design 
Challenge 9.00 A Place in the Sun 
10.00 Escape to the Country 11.00 
Fantasy Homes by the Sea 12 noon 
The Restoration Man 1.00pm New. 
Bargain Mansions 2.00 Flip or Flop 
Nashville 3.00 The Great Interior 
Design Challenge 4.00 Escape to 
the Country 5.00 The Restoration 
Man 6.00 A Place in the Sun 7.00 
Fantasy Homes by the Sea 8.00 
Your Home Made Perfect 9.00 
New. Inn the Works 10.00 New. 
Celebrity |OU: Drew Barrymore 
gifts her best friend a renovation 
11.00 Bargain Mansions 

12 midnight Fantasy Homes by the Sea 
1.00am The Restoration Man 2.00 
The Great Interior Design Challenge 
3.00-4.00am My Lottery Dream Home 
HGTV F'view 44 F'sat 166 Sky 158 Virgin 191 
#1 Sky 258 Virgin 391 


London Live 


Available in London area only. Other regional 
stations are available on Freeview 7 or 8 


6.00am Space 1999 7.00 Department S 
8.00 Grand Tours of the Scottish 
Islands 9.00 Kate Humble: off the 
Beaten Track 9.45 London Districts 
10.00 Castle Builders 11.00 World 
Natural Heritage: Hawaii 12 noon 
Monkey 1.00pm FILM School for 
Randle ** (BW) 2.50 FILM Black 
Jack *%*%* Adventure starring Jean 
Franval 5.00 World War Il: the Price of 
Empire 6.00 News 7.00 The World's 
Most Extraordinary Families 8.00 The 
Fall and Rise of Reginald Perrin 8.45 
London Districts 9,00 Raiders of the 
Lost Art 10.00 FILM The Divide 
*** 11.40 FILM Killing Dad * 
1.30am FILM Eden Lake k*x* 
3.20 FILM Wilt ** 5.15-6.00am 
Kate Humble: off the Beaten Track 


London Live F'view 8 Sky 117 Virgin HD 159 


Food Network [43 
fl 


Sa) )6~CU 


The Julia Child Challenge 
10.00pm Host Antonia Lofaso 


6.00am Trisha’s Southern Kitchen 
7.00 The Pioneer Woman 8.00 
Barefoot Contessa: back to Basics 
9.00 New series. The Kitchen 
10.00 New series. Halloween 
Baking Championship 12 noon The 
Great British Bake Off 2.00pm 
James Martin's French Adventure 
(AD) 3.00 Nadiya Bakes 4.00 
Barefoot Contessa: back to Basics 
5.00 The Pioneer Woman 6.00 
James Martin's French Adventure: 
the chef explores the Dordogne (AD) 
7.00 The Great British Bake Off: 
signature cakes 8.00 River Cottage 
Veg: Hugh Fearnley-Whittingstall 
tries living as a vegetarian 9.00 
New. Sophie Grigson: Slice of Italy: 
the chef reports from her new life 
in beautiful Puglia 10.00 New. The 
Julia Child Challenge: double bill. 
The competing home cooks 
celebrate Julia Child's time in 
France by making a soufflé, then 
tackle challenges inspired by her 
travels during the Second World War 
12 midnight New series. Outrageous 
Pumpkins 1.00am New. Restaurant: 
Impossible 2.00=3.00am Halloween 
Baking Championship 

Food Network F'view 43 F'sat 148 Sky 140 
(141 Scot) Virgin 190 +1 F'sat 149 Sky 240 (241 Scot) 


Great TV [sq 


8.00am Diagnosis Murder 9.00 
Sue Thomas: F.B.Eye 11.00 Castle 
1.00pm Sue Thomas: F.B.Eye 3.00 
Diagnosis Murder 5.00 Murder, 
She Wrote 7.00 M*A*S*H 9.00 
Randall and Hopkirk (Deceased): 
Jeff loses the ability to see Marty 
10.00 The Persuaders!: Danny's life 
is endangered 11.00 Return of the 
Saint: Simon helps a singer whose 
producer is pushing her too hard 
12 midnight M*A*S*H 2.00am Randall 
and Hopkirk (Deceased) 3.00 The 
Persuaders! 3.50 Movie News 4.00 
Castle 4.50-5.00am Movie News 
Great TV Freeview 50 (limited) Freesat 142 
Sky 157 Virgin 170 +1 Freesat 143 Sky 257 


RealityXtra (8 


9.00am Medical Detectives 11.00 
Crimes That Shook Australia 
1.00pm Written in Blood 3.00 
Medical Detectives 5.00 Crimes 
That Shook Australia: double bill. 

A look at the murder of 31-year-old 
Morgan Huxley, then a profile of 
Queensland's “black widow” killer 
Patricia Byers, who confessed to 
killing her partner 700 Judge Judy 
1,.00am Crimes That Shook Australia 
3.00 Written in Blood 4.50-6.00am 
Medical Detectives 

RealityXtra Freeview 68 Freesat 134 
Sky 147 Virgin 172 


BBC Parliament [222] 


6.00am Westminster Hall 9.00 Prime 
Minister's Questions 9.35 Welsh First 
Minister's Questions 10.20 House of 
Lords 11.20 House of Commons 
12.20pm House of Lords 1.50 Lords 
Questions 2.30 Live Education 
Questions: questions to the Education 
Secretary Gillian Keegan and her team 
of ministers 3.30 Live House of 
Commons 11.00 Lords Questions 
11.40-7.00am House of Lords 


BBC Parliament Freeview 232 Freesat 201 
Sky 504 Virgin 605 


PBS America 
par Py iT rT 


Wi 


= 


Brandenburg Gate in Berlin 


8.15am The Ottoman Empire 9.30 
Her War, Her Story: World War II 
10.40 New. After Chaos 11.50 
The SS: a Barbaric State 1.00pm 
Beautiful Serengeti 1.30 The 
Ottoman Empire 2.45 Her War, 
Her Story: World War || 3.55 After 
Chaos 5.00 The SS: a Barbaric State 


6.10pm The Ottoman Empire 1/3 
Charting the Ottoman's rise from 
its beginnings as a nomadic tribe 
to the conquest of Constantinople. 


7.20 Her War, Her Story: World 
War II The Second World War 
from the perspective of women. 


8.35 After Chaos 1/2. Examining 
the reconstruction of Berlin 
after the Second World War. 


9.40 The SS: a Barbaric State 
The history of the Nazi 
organisation, originally Hitler's 
personal protection unit and his 
closest accomplices. 


10.50 Her War, Her Story: 
World War Il As 7.20pm. 

12 midnight After Chaos 
1.15-2.00am Beautiful Serengeti 


PBS America F'view 84 (Ipm-12 midnight only) 
Freesat 155 Sky 174 Virgin 187 


6.00am Hardcore Pawn 7.20 
Mega Disasters 8.15 Ancient Aliens 
10.10 World's Greatest Treasure 
Mysteries 11.10 Britain's Most 
Historic Towns 12.10pm Storage 
Wars 1.05 Pawn Stars 2.05 
Hardcore Pawn 4.00 Ancient 
Aliens: the Ultimate Evidence 6.00 
Mega Disasters 7.00 Storage Wars 
8.00 New. Ghost Hunters: 
paranormal activity at Fort Stanton, 
New Mexico 9.00 New. Paranormal 
Survivor: a woman terrorised by a 
demon who comes to her ina dream 
10.00 Haunted Hospitals 11.00 
Paranormal: Caught on Camera 

12 midnight New series. Paranormal 
Cops 12.30am Paranormal Survivor 
1.30 The Proof Is Out There 2.00 
World's Greatest Treasure Mysteries 
3.00 Dickinson's Real Deal 3.45 
Storage Wars 4.10 Forged: Iron and 
Fire 5.00-6.00am Pawn Stars 


Blaze F'view 64 F'sat 162 Sky 164 Virgin 174 


Challenge ag 


7.00am The Chase 10.00 
Catchphrase (AD) 11.00 
Supermarket Sweep 12 noon 
Wheel of Fortune (AD) 1.00pm 
Pointless Celebrities: with Joe 
Calzaghe and Phil Taylor, Phil 
Vickery and Ravi Bopara, Sir Geoff 
Hurst and Dame Sarah Storey, and 
Sophie Hosking and Helen Glover 
(AD) 2.00 Who Wants to Be a 
Millionaire? 3.00 Blockbusters 
4.00 Bullseye: double bill 
6.00pm Who Wants to Be a 
Millionaire? 7.00 Weakest Link: 
Anne Robinson hosts another 
round of the general knowledge 
quiz 8.00 The Chase: double bill of 
the quiz show hosted by Bradley 
Walsh 10.00 Who Wants to Be a 
Millionaire? 11.00 Bullseye 

12 midnight Weakest Link 1.00am 
The Chase 4.00 Who Wants to Be a 
Millionaire? 5.00-6.00am Bullseye (AD) 
Challenge Freeview 48 Freesat 146 

Sky 145 Virgin 139 


Milkshake! on C5 


5.35am Peppa Pig 5.45 Paw Patrol 
6.00 Sunny Bunnies 6.05 Daisy & Ollie 
6.10 Milkshake! Monkey 6.15 Peppa Pig 
6.25 New. Oggy Oggy 6.35 Odo 
6.45 New. Tweedy & Fluff 6.50 New 
series. Fireman Sam 7.00 Thomas & 
Friends 7.10 Peppa Pig 7.20 Paw Patrol 
7.35 Pip and Posy 7.45 Paddington 
8.05 Chip and Potato 8.20 Milo 

8.30 Paw Patrol 8.45 Ben and Holly 
8.55 Peppa Pig 9.00 New series. 
Milkshake! Monkey Rhymes 9.05= 
9.15am New. Milkshake! Story Den 


Full listings for Channel 5 are on p70 


6.00am Colourblocks 6.05 Vegesaurs 
6.10 Bing 6.20 Teletubbies 6.35 Tee 
and Mo 6.40 Chuggington 6.50 Bing 
7.00 Colourblocks 7.05 Hey Duggee 
7.20 Bluey 7.40 Go Jetters 7.50 
Peter Rabbit 8.05 New. Octonauts 
8.15 Numberblocks 8.20 Alphablocks 
8.25 Steve and Aneeshwar Go Wild 
8.30 My Petsaurus 8.35 Justin's 
House 9.00 Bing 9.10 New. Yakka Dee! 
9.15 Love Monster; Dipdap 9.25 
Colourblocks 9.30 Twirlywoos 9.45 
Something Special 10.05 Teletubbies 
10.20 Toddler Club 10.35 New series. 
Tiny Wonders 10.40 Hey Duggee 10.45 
Vegesaurs 10.50 Gecko's Garage 10.55 
Bluey 11.05 Supertato 11.10 Let's Go for 
a Walk 11.25 Nick Cope's Popcast 11.35 
Down on the Farm 11.50 Our Family 

12 noon Big Cook Little Cook 12.20pm 
Waffle the Wonder Dog 12.30 Get Well 
Soon 12.40 Andy's Safari Adventures 
1.00 Yakka Dee! 1.05 Numberblocks 
1.10 Alphablocks 1.15 Hey Duggee 1.25 
Love Monster 1.40 Colourblocks 1.45 
Something Special: We're All Friends 
2.05 Teletubbies 2.20 Dipdap 2.25 
Supertato 2.30 Go Jetters 2.45 Time 
for School 2.55 Small Potatoes 3.00 
Andy's Dinosaur Adventures 3.15 
Swashbuckle 3.35 Hey Duggee 3.45 
Peter Rabbit 3.55 New. Fred & Pete's 
Treasure Tales 4.10 Small Potatoes 
4.15 New. The Game Catchers 4.25 
Bluey 4.40 New. Supertato 4.45 Go 
Jetters 5.00 Molly and Mack 5.15 Waffle 
the Wonder Dog 5.25 Sarah & Duck 
5.35 JoJo & Gran Gran 5.45 Moon 
and Me 6.10 Clangers 6.20 In the 
Night Garden... 6.50-7.00pm 
CBeebies Bedtime Stories 


CBeebies F'view 202 F’sat 608 Sky 608 Virgin 702 


CBBC 


7.00am Shaun the Sheep 7.10 Danger 
Mouse 7.20 Dennis & Gnasher 7.35, 
Boy Girl Dog Cat Mouse Cheese 7.45 
New. Newsround 7.55 Grizzy and the 
Lemmings 8.10 Odd Squad 8.25 Monster 
Loving Maniacs 8.35 Hey You What If? 
8.40 Operation Ouch! 9.15 Deadly 60 
9.45 FILM The Next Step Live: The 
Movie ** (W) 11.00 Danger Mouse 
11.35 Grizzy and the Lemmings 12 noon 
Boy Girl Dog Cat Mouse Cheese 12.20pm 
Dennis & Gnasher 12.45 The Worst Witch 
1.15 The Demon Headmaster 1.40 
Silverpoint 2.05 4 o'Clock Club 2.35 
Deadly Mission Shark 3.00 Diddy Bits 
3.05 The Deep 3.30 Danger Mouse 
3.40 Ninja Express 3.55 Taffy 4.00 
Grizzy and the Lemmings 4.20 Boy Girl 
Dog Cat Mouse Cheese 4.30 Monster 
Loving Maniacs 4.45 Odd Squad 4.55 
Ooglies Funsize 5.05 Total Dramarama 
5.15 Summer Camp Island 5.30 New. 
Football Academy 6.00 Malory Towers 
6.25 Blue Peter: Top Challenges 
6.30-7.00pm New series. Spooky Files 


CBBC F'view 201 F'sat 607 Sky 607 Virgin 701 


ITV Kids 


Streamed on ITVX Kids, plus on ITV2 
5am-9.00 and on ITVBe Yam to 12 noon 


ITv2 

5.00am The Epic Tales of Captain 
Underpants 5.25 Scooby-Doo 5.45 
Craig of the Creek 6.10 Teen Titans Go! 
6.35 Looney Tunes Cartoons 7.05 
Jurassic World Camp Cretaceous 
7.30-9.00am Scooby-Doo 


ITVBe 

9.,00am Wildwoods 9.15 New. Minibods 
9.20 Lily's Driftwood Bay 9.30 The Hive 
9.45 Percy's Tiger Tales 10.00 Oddbods 
10.10 Happy the Hoglet 10.20 The Sound 
Collector 10.25 Sooty 10.40 Pingu 
10.50 Bob the Builder 11.20 Postman Pat 
11.35 Mumfie 11.45-12 noon Pip Ahoy! 


Film4 [14] § 


11.00am 13 Rue Madeleine ** 
Cloak-and-dagger Second World 
War spy drama. James Cagney (1946, U) (S) 
12.55pm The Tin Star 
An inexperienced sheriff seeks help 
from a lawman-turned-bounty 
hunter in this low-key but finely 
wrought western. Henry Fonda (1957, PG) (S) 
2.45 The Admirable Crichton 
*&** Adaptation of JM Barrie's 
play in which the butler to a noble 
family finds his position elevated by 
a shipwreck. Kenneth More (1957, U) (S) (AD) 
4.40 The Man from Laramie 
kkk James Stewart seeks the 
man responsible for supplying the 
guns that killed his brother in this 
exciting western from director 
Anthony Mann. Arthur Kennedy (1955, U) (S) 


6.45pm Uncle Drew ** 
Good-natured basketball comedy. 
Tiffany Haddish, Nick Kroll, Kyrie Irving (2018, 12) (S) 
9.00 Indiana Jones and the 
Last Crusade Harrison 
Ford's daredevil archaeologist 
teams up with his father to find 
the Holy Grail in this inventive 
adventure. Sean Connery (1989, PG) (S) (AD) 


11.40 The Deep Blue Sea 
kk *& Mature and lushly 
mounted romantic period drama 
about an unhappy housewife who 
shacks up with a younger man. 
Review, right. Rachel Weisz (20H, 2) (S) (AD) 
1.45-4.00am Love, Simon 

kk *&k*& Crowd-pleasing drama 
about a gay teenager who wavers 
over coming out. Nick Robinson (2018, 12) (S) 
Film4 Freeview 14 Freesat 300 


Sky 313 Virgin 428 
+1 F'view 47 F'sat 301 Sky 314 Virgin 430 
e a 
Talking [82 


Pictures TV : 


6.00am West of Zanzibar ** 
Travelogue-heavy adventure. Anthony 
Steel (1954, U) (S) 7.55 Master Spy * 
Tepid thriller about spying scientists. 
Stephen Murray (1964, PG) (S) 9.20 Once a 
Sinner ** Patricia Kirkwood plays 
a girl from the wrong side of the 
tracks. (1950, PG) (S) 11.00 Time to 
Remember Vintage footage of days 
gone by. (Ss) 11.35 Shoot to Kill *** 
Pacey B-movie film noir brimming 
with double- and triple-crosses. Russell 
Wade, Susan Walters (1947) (S) 12.45pm The 
Huggetts Abroad * The family 
heads to South Africa in this unfunny 
comedy. Jack Warner (1949, U) (S) 2.30 
Crown Court TV drama. (Ss) 3.00 
The Saint TV drama. (Ss) 4.00 Hell 
Is a City *&** Brisk crime thriller 
with Stanley Baker as a no-nonsense 
Mancunian police inspector. 

Review, right. John Crawford (1959, PG) (S) 
6.00pm The Footage Detectives 
Vintage cinema and TV clips. (S) 
7.15 Broken Journey ** 
Overfamiliar melodrama about a 
passenger plane that crash-lands in 
the Alps. Phyllis Calvert (1948, U) (S) 

9.00 The Gold Robbers TV drama 
starring Peter Vaughan. (Ss) 
10.05 Nightbeat ** Two old pals 
end up on opposite sides of the law 
in this seedy, cliché-ridden Soho-set 
crime drama. Maxwell Reed (1947, 12) (S) 
12 midnight Hennessy **** 
Suspenseful political thriller with 
Rod Steiger as an embittered 
Irishman who plots an attack on the 
state opening of Parliament. Lee Remick 
(1975, 15) (S)2.05am Frozen Alive ** 
Bland mix of sci-fi and mystery that 
combines cryogenics and an 
unfaithful wife. Mark Stevens (1964) (S) 3.40 
Turn of Fate TV anthology series. 
4.10-5.45am Mohawk ** A bevy 
of 1950s icons star in this splendidly 
camp western. Scott Brady (1956, PG) (S) 


Talking Pictures TV Freeview 82 
Freesat 306 Sky 328 Virgin 445 


ALL PROGRAMMES ON THE ABOVE CHANNE! 


READER OFFER An exclusive collaboration with Emma Bridgewater for the Radiolimes centenary 


LS ARE REPEATS UNLESS OTHERWISE STATED 


U- suitable for all; PG Parental Guidance - for general viewing, but some scenes may be unsuitable for young or sensitive children; 12,15, 18 - for viewers of these ages and over. 


Great Movies [4]§ 


9.00am Prison Secrets: Mother's 
Deadly Secret ** Ex-con thriller. 
Kelli Williams (2017) 11.00 The Landlord 
*&*k* Queasily effective psycho- 
thriller. Neville Archambault (2016, 15) 1.00pm 
The Irresistible Blueberry Farm 
%** Gentle romantic drama. Alison 
Sweeney (2016) 2.55 Love's Second 
Chance ** Young love is rekindled. 
Gabrielle Christian (2020) 5.00 The Water 
Horse **** A boy discovers a 
mysterious egg near Loch Ness in this 
charming adventure. Emily Watson (2007, PG) 
7.10pm The Forger ** Watchable 
drama starring Josh Hutcherson as 
a troubled teenager. (2012, 12) 

9.00 American Made *** 
Amusing biopic with Tom Cruise as 
a pilot who works for both the CIA 
and the Mexican drugs cartels. 
Review, right. Domhnall Gleeson (2017, 15) 
11.20 Seven Pounds ** Will 
Smith stars as a guilt-ridden 
taxman in this unusual drama. (2008, 12) 
1.45am Killerman **>* Gritty crime 
drama starring Liam Hemsworth. 
(2019, 15) 4.00-5.40am Infamous 
%** Mystery drama. Madison Iseman (2017) 
Great Movies Freeview 34 Freesat 302 
Sky 321 Virgin 425 

+1 Freeview 61 (/imited 10pm-5am) Sky 322 


Great Action (42]= 


8.00am Wild West Chronicles 9.00 
Cowboy **>* A tenderfoot learns 
life's hard lessons. Glenn Ford (1958, PC) 
10.55 Wings at War: Fight for Britain 
12 noon Wild West Chronicles 
1.00pm Stage to Tucson ** 
Far-fetched but watchable Civil War 
western adventure. Rod Cameron (1950, U) 
2.50 Kentucky Rifle ** Creaky 
B-western. Chill Wills (1955, U) 4.35 Fighters 
of WWII 5.35 Tomorrow We Live 
*&%*& John Clements gets mixed up 
with French freedom fighters in this 
wartime spy tale. Review, right. (1942, U) 
7.20pm Earthtastrophe ** 
Disaster movie in which the world 
is sucked through a wormhole. (2016) 
9.00 Momentum **** 

A Sadistic CIA assassin relentlessly 
tracks a glamorous bank robber in 
this slick thriller. Olga Kurylenko (2015, 15) 
10.55 Double Team ** Action 
adventure in which an anti-terrorist 
agent tracks a master criminal. (1997, 18) 
12.50am The Hard Corps ** 
Snarling action thriller with 
Jean-Claude Van Damme. (2006, 15) 
3.00-5.00am Battle Honours 


Great Action Freeview 42 (limited) 
F'sat 305 Sky 323 Virgin 426 +1 Sky 324 


Great Movies 
Christmas 


8.00am Christmas Caper ** 

A thief lies low in her home town. 
Shannen Doherty (2007) 10.00 A Taste of 
Christmas ** Who's the secret 
admirer? Laura Bell Bundy (2017) 12 noon 

A Christmas Reunion ** Harmless 
but predictable romance. Denise Richards 
(2015) 2.00pm Oh Christmas Tree 
%** A tree farm has a new owner. 
Sarah Lancaster (2013) 4.00 A Star=- 
Crossed Christmas ** Lovers 
from feuding families. Jonna Walsh (2017) 
6.00pm Angels in the Snow ** 
A stressed couple rediscover the 
true meaning of Christmas. (2015) 
8.00 Christmas on Mistletoe 
Lake ** A lakeside community is 
in danger. Genelle Williams, Corey Sevier (2022) 
10.00 Christmas Festival of Ice 
%** An ice-sculpting competition 
melts hearts. Taylor Cole (2017) 

12 midnight A Rose at Christmas 
%&& Saccharine drama. Rachel Boston 
(2017) 2.00am Highway to Heaven 
3.00-5.00am Home by Christmas 
*«* Downbeat tale. Linda Hamilton (2006) 
Great Movies Christmas Freeview 52 
Freesat 303 Sky 319 Virgin 424 

+1 F’view 63 (limited 10pm-Sam) F'sat 304 Sky 320 


Sky Premiere § 


6.00am As 3.55pm 8.05 Sick 
%** A lake-house retreat turns 
deadly in this slick slasher thriller. 
Gideon Adlon (2022) 9.45 65 *&%* Adam 
Driver has fun as an alien who 
crashes on a prehistoric Earth. (2023, 12) 
11.30 As 6.05pm 1.15pm As 8pm 
3.55 Champions *** Bad News 
Bears meets Hoop Dreams in this 
good-natured comedy drama. (2023, 12) 
6.05pm Puss in Boots: the Last 
Wish **** The swashbuckling 
cat sets out on a quest in this fun 
animated sequel. Antonio Banderas (2022, PG) 
8.00 The Fabelmans 
Late-career coming-of-age 
masterpiece from Steven Spielberg. 
Michelle Williams, Paul Dano, Gabriel LaBelle (2022, 12) 
10.30 The Pope's Exorcist ** 
Daft possession horror starring 
Russell Crowe. Daniel Zovatto (2023, 15) 
12.15am Pearl **** Vibrant 
horror prequel to X, in which a woman 
falls for a cinema projectionist. 
Review p43. (2022, 15) 2.10 Swallowed 
*&*e& Smart body horror that sees a 
wannabe porn star ingest worm- 
infested drugs. (2022, 18) 3.50 As 
8.05am 5.30 Sky Cinema Preview 


Sky Premiere Sky 301 Virgin 401 
BT 501/HD 515 +1 Sky 312 


Legend 


8.00am Walker, Texas Ranger 9.00 
The Six Million Dollar Man 10.00 
Star Trek: Deep Space Nine 11.00 Ape 
vs Monster * Low-budget Godzilla 
vs Kong mockbuster. (2021, 12) 1.00pm 
Dr Who and the Daleks **% First 
big-screen outing for the sci-fi TV 
series. Peter Cushing (1965, U) 2.40 The 
Conqueror *** Ridiculous but 
entertaining historical drama with 
John Wayne as Genghis Khan. 
Review, right. (1956, PG) 5.00 Star Trek 
6.00pm Star Trek: Deep Space 
Nine TV sci-fi adventure series. 
7.00 The Six Million Dollar Man 
TV sci-fi starring Lee Majors. 

8.00 Walker, Texas Ranger 

TV action drama with Chuck Norris. 
9.00 Buried **** Teeth- 
clenchingly tense thriller starring 
Ryan Reynolds as a man who 
wakes up six feet under. (2009, 15) 
10.55 Gothika ** Clichéd horror 
thriller. Halle Berry, Robert Downey Jr (2003, 15) 
12.50am The Heretics *** 
Gruesomely effective chiller. Ry Barrett, 
Nina Kiri (2017, 5) 2.35-4.20am The 
Jurassic Games ** Bargain- 
basement thriller. Ryan Merriman (2018, 15) 


Legend F'view 41 F'sat 137 Sky 148 Virgin 149 


orrorXtra : 


8.00am Jet Stream ** The jet 
stream descends to ground level, 
threatening global catastrophe, in 
this hokey thriller. David Chokachi (2013, 12) 
10.00 Farscape 11.00 Exterminators 
*«* Greg Evigan and his team are 
called upon to halt an alien invasion 
in this sci-fi adventure. (2013) 1.00pm 
Battlestar Wars * Zero-budget, 
CGl-heavy sci-fi mockbuster. Luke 
Fattorusso (2020, 12) 3.00 Farscape 4.00 
Star Trek 5.00 Bone Eater * Bruce 
Boxleitner and a cast of has-beens 
are terrorised by an unconvincing 
skeletal demon in this daft horror. (2007) 
7.00pm Farscape TV sci-fi. 

8.00 Star Trek TV sci-fi drama. 
9.00 The Resident ** Stalker 
shocker in which a woman gets the 
feeling she's being watched after 
moving into a new apartment. 

Hilary Swank, Jeffrey Dean Morgan (2010, 15) 
10.55 The House of the Devil 
%%&%*& Ominous, slow-burning chiller 
about a babysitter who is lured to a 
creepy house for a job that isn't 

all it seems. Jocelin Donahue (2009, 18) 
1.00-3.00am The Resident As 9pm 


HorrorXtra F'view 69 F’sat 138 Sky 317 
Virgin 171 +1 F'sat 139 Sky 318 Virgin 371 


What We Do in the Shadows «x «x *« 
11.15pm-12.40am BBC2 15 


COMEDY This delightfully deadpan spoof about 
a ragtag bunch of Kiwi vampires breathes new life into the 
mockumentary format. A film crew follows the rampant 
Vladislav (Jemaine Clement) and the dandyish Viago (Taika 
Waititi) as they argue about the washing-up, hit the clubs, and 
suck the life from virgins (but please put a towel down first). 
There are some hilarious riffs on genre tropes, and Rhys 
Darby's turn as the unfailingly polite werewolf leader is a 
fantastic treat. The TV spin-off series returns on Disney+ this 
week — see p39. LUCY BARRICK (NZ 2014, violence, swearing, col/BW, HD) 


The Conqueror ** * 
2.40-4.50pm Legend [i 
ADVENTURE This historical 


hokum is rendered ludicrous 
by the casting of John Wayne 
as Genghis Khan, but it hardly 
deserves its reputation as 
one of the worst movies ever 
made. It's splendidly directed 
by former crooner Dick Powell 
—a master of CinemaScope 
composition — although the 
dialogue is silly beyond belief. 
TONY SLOMAN (US 1956) 


Hell Is a City Kx * 
4.00-6.00pm 
Talking Pictures TV PG| 


THRILLER Shot on location 
in Manchester, this brisk crime 
movie is an underrated 
Hammer title. Stanley Baker 
bristles with northern grit as 
the cop out to nab an escaped 
convict whose crimes include 
murder and robbing bookie 
Donald Pleasence. Director 
Val Guest shows a flair for 
realism and no-nonsense 
pacing. DAVID PARKINSON 

(UK 1959, some violence, BW) 


Tomorrow We Live *** 
5.35-7.20pm 
Great Action |u| 


SPY In the darkest days 
of the Second World War, 
dashing John Clements 
gets mixed up with French 
freedom fighters and two 
women: Greta Gynt, who 


appears to be pro-Nazi, and 
Judy Kelly, who is hustling 
for the occupying forces. 
Although a rather obvious 
propaganda piece, it's packed 
with action. TS (UK 1942, BW) 


The Hunger Games: 
Catching Fire 
8.00-10.40pm 

Sky Showcase 12 


ACTION The second part of 
the dystopian series sees 
Katniss (Jennifer Lawrence) 
now a beacon of hope after 
her games triumph. To crush 
any simmering revolution, 
President Snow (Donald 
Sutherland) forces her back 
to the arena to battle other 
previous winners. This 
expertly executed sequel is 
bolder, bigger and better than 
the original. ALAN JONES 

(US 2013, some violence, swearing, HD) 


American Made *** 
9.00-11.20pm 
Great Movies 115} 


THRILLER Tom Cruise stars 
here as Barry Seal, the real-life 
pilot who spent much of the 
1970s and 80s playing the 
CIA and Mexican cartels off 
against each other. Cruise is 
as charismatic as usual, while 
Domhnall Gleeson adds some 
darkness as his CIA contact, 
but director Doug Liman 
rarely penetrates the surface 
of this wild story. VICTORIA 
LUXFORD (US 2017, swearing) 


The Fog &**& 
9.00-11.00pm Sky Sci-Fi Hi 


HORROR This solid effort 
from John Carpenter finds 
spectral pirates terrorising a 
coastal town. Carpenter leans 
a bit hard on the cheap-scare 
tactics, but a number of 
sequences do dial up the 
tension, and there's the treat 
of seeing Jamie Lee Curtis 
starring opposite her real-life 
mum, Janet Leigh, for the 
first time. AJ (US 1980, violence, HD) 


Ennio **«*«%* 10.35pm- 
1.30am Sky Arts 


DOCUMENTARY Making a 
film about a composer with 
over 500 movie scores to his 
name might seem a daunting 
task, but director Giuseppe 
Tornatore succeeds with this 
compelling portrait of Ennio 
Morricone. Some of cinema's 
finest film-makers weigh in 
with praise, including Quentin 
Tarantino and Clint Eastwood, 
and the result is a sheer 
delight. JAMES MOTTRAM (It/ 
Bel/Neth/Jpn 2021, violence, nudity, HD) 


The Deep Blue Sea 
took 
1.40pm-1.45am Film4 


DRAMA This heady and 
heartrending study of lovers 
at loggerheads is showing in 
tribute to director Terence 
Davies, who sadly died earlier 
this month. Rachel Weisz is 
on stunning form as the 
suicidal middle-class woman 
who drops out of a loveless 
marriage, only to find that 
life with her new, younger 
lover (Tom Hiddleston) is not 
without its problems. Davies's 
chillier The House of Mirth is 
on Wednesday — see p93. 
DAMON WISE (UK 2011, swearing, HD) 


Sky Cinema picks 


Wallace & Gromit in The 
Curse of the Were-Rabbit 
kk 4.00-5.40pm 

Sky Animation 

Inventive horror spoof. (2005, U) 
Sky 305; Virgin 412; BT 500/514 


Manchester by the Sea 
8.00-10.20pm 
Sky Drama 

Oscar-winning weepie. (2016, 15) 
Sky 310; Virgin 410; BT 510/524 


Vampire in Brooklyn x x * 
10.00-11.45pm 

Sky Black Talent 

Eddie Murphy horror. (1995, 15) 
Sky 303, Virgin 403, BT 503/517 


Toast 100 years of Radiolimes with our exclusive mug " 


Order yours at radiotimes.com/shop43 
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The Hunger Games: Catching 
Fire 8.00pm Katniss is back 


6.00am The Early Rundown 7.00 
Kay Burley 8.00 Air Ambulance 
ER 9.00 Nothing to Declare 10.00 
Curse of the Ancients 11.00 Africa's 
Wild Roommates: How Animals 
Share Bed and Board 12 noon The 
Flash 1.00pm MacGyver (AD) 3.00 
Hawaii Five-O 4.00 S.W.A‘T. (AD) 
5.00 The Simpsons: triple bill 


6.30pm The Fresh Prince of 
Bel-Air 5/26 Series 4. Will's 
friends make fun of Carlton. 


7.00 New. Cricket World Cup 
Action from the Pakistan v 
Afghanistan group match. 


8.00 The Hunger Games: 
Catching Fire 
The second part of the 
futuristic action adventure, 
starring Jennifer Lawrence. 
Katniss and Peeta embark ona 
winners’ tour. Review p73. (W) 


10.40 Last Week Tonight with 
John Oliver Talk show in which 
the comedian takes a satirical look 
at news and pop-culture topics. 


11.20 Never Mind the Buzzcocks 
9/9 Series 3. featuring guests 

Kiell Smith-Bynoe, Danny Goffey 
and Freya Ridings. (AD) 

12.05am Sex and the City 1.10 

The Force: North East 2.05 Road 
Wars 3.00 Hawaii Five-O 4.00 
S.W.A‘T. (AD) 5.00-6.00am The 
Early Rundown: double bill 

Sky Showcase Sky 106 Virgin 109 

BT 340/HD 355 +1 Sky 206 


ky Sci-Fi 


6.00am Most Haunted 7.00 
Warehouse 13 8.00 Home Shopping 
11.00 Atlantis 12 noon Star Trek: 
the Next Generation 2.00pm 
Fringe 3.00 Atlantis 4.00 Stargate 
SG-15.00 Stargate Atlantis 


6.00pm Star Trek: the Next 
Generation 12/26 Series 7 
Riker's former commander orders 
him to keep the real purpose of a 
risky mission a secret from Picard. 
7.00 13/26. Worf's foster brother 
violates the Prime Directive in an 
effort to save a doomed alien race. 


8.00 Star Trek: Enterprise 
1/26 Series 1. The Enterprise crew 
embark on their maiden voyage. 


9.00 The Fog xxx 
EE John Carpenter's horror, 
with Adrienne Barbeau and 
Hal Holbrook. Local legend tells of 
a ship lured on to the rocks of 
Antonio Bay being enveloped by a 
supernatural cloud as it sank and 
that when it returns, the murdered 
mariners will rise up. A hundred 
years later, the town DJ broadcasts 
a fog warning. Review p73. 


11.00 True Blood 9/12 Series 4 
Eric's mind is altered by a spell 
and Debbie plots to ensure Sookie 
will not steal Alcide's affections. 
12.05am 10/12. Sookie manages 
to reverse Eric's memory loss. 
1.10 Warehouse 13 2.05 Star Trek: 
Enterprise 3.00 Stargate Atlantis 
4.00-6.00am Star Trek: the Next 
Generation: two episodes 

Sky Sci-Fi Sky 139 (140 Scotland) Virgin 122 
BT 348/HD 363 #1 Virgin 229 


The Lovers /0.20pm Janet 
receives advice from her boss 


6.00am Fish Town 7.55 Six Feet 
Under 9.55 Ray Donovan (AD) 

12 noon Game of Thrones (AD) 
1.10pm The Gilded Age: double bill 
(AD) 3.40 Six Feet Under: double bill 


5.45pm Ray Donovan 9/12 
Series 6. Ray makes a move 

to save both Novak's campaign 
and Mac's life. (AD) 

6.50pm 10/12. With Ray on the 
run, Radulovic and the Staten 
Island cops take a drastic measure 
that sends Ray on a warpath. (AD) 


7.55 Game of Thrones 4/7 
Series 7. Daenerys fights back, 
Jaime faces a sudden situation 
and Arya returns home. (AD) 


9.00 Chernobyl 5/5. Valery 
Legasov, Boris Shcherbina and 
Ulana Khomyuk risk everything 
to reveal the truth. (AD) 


10.20 The Lovers 6/6. Janet's 
boss urges her not to give up on 
her relationship with Seamus. Can 
they face the truth about their pasts 
and find a way back to each other? 


11.00 The Gilded Age 5/9. Series 1 
As Bertha, Marian and Aurora visit 
Dansville to hear Clara Barton 
speak, Marian’s interest in Mr 
Raikes grows further. (AD) 
12.05am True Detective: double 
bill (AD) 2.25 Game of Thrones (AD) 
3.30 In Treatment 4.00-6.00am 
Fish Town: double bill] 

Sky Atlantic Sky 108 (109 Wales) 

BT 342/HD 357 +1 Sky 208 (209 Wales) 


Sky Witness 


6.00am Stop, Search, Seize (AD) 
7.00 Border Patro: four editions 
9.00 Border Security USA (AD) 
10.00 Motorway Patrol 10.30 
Highway Patrol (AD) 11.00 The 
Equalizer (AD) 12 noon Bull 1.00pm 
FBI (AD) 2.00 FBI: International 
(AD) 3.00 Caught Red Handed 


4.30pm Nothing to Declare 
Seven editions of the fly-on-the- 
wall documentary following 
customs and immigration officers 
at Australia's biggest airports. (AD) 


8.00 The Equalizer 3/10 Series 1 
McCall tries to help an escaped 
prisoner who has been wrongly 
accused of murder and is now 
distrustful of the justice system. 
Starring Queen Latifah. (AD) 


9.00 The Good Doctor 1/22 
Series 6. Shaun and Lea's wedding 
reception is interrupted by a 
violent attack at the hospital, 

and the trauma affects Shaun. 


10.00 Departure 1/6 Series 2 
Kendra Malley is called to the US 
to investigate a mysterious, high- 
speed train crash in Michigan. (AD) 


11.00 The Rookie 4/20 Series 2 
Officer Nolan has to adjust to his 
new training officer's unconventional 
approach to police work. (AD) 

12 midnight Madam Secretary 
1.00am 9-1-1: Lone Star 2.00 FBI 
(AD) 3.00 FBI: International (AD) 
4.00 Border Security: America's 
Front Line 5.00-6.00am Stop, 
Search, Seize (AD) 

Sky Witness Sky 107 Virgin 110 

BT 341/HD 356 +1 Sky 207 Virgin 310 


Fantasy Island 77.455m 
Jilted bride Laura arrives 


6.00am NCIS: Los Angeles 7.00 
DC's Legends of Tomorrow (AD) 8.00 
The Flash 9.00 Stargate SG-1 11.00 
NCIS: Los Angeles 12 noon The Flash 
1.00pm MacGyver (AD) 3.00 Hawaii 
Five-O 4.00 S.W.A.T. (AD) 5.00 DC's 
Legends of Tomorrow (AD) 


6.00pm Stargate SG-1 5/22 
Series 3. O'Neill risks a court 
martial to help an alien. 

7.00 6/22. The Goa'uld invade 
Earth in a parallel dimension. 


8.00 There's Something About 
Movies 2/6 Series 2. Alan Carr 
hosts, with guests Florence Pugh, 
Phil Wang and Jonathan Ross. (AD) 


9.00 Cobra: Rebellion 2/6 
Series 3. Robert and Rachel travel 
to the site of the sinkhole. 


10.00 Brassic 4/8 Series 5. Erin's 
dad dies, taking her back to the 
seaside town where she grew up. 


11.00 Never Mind the Buzzcocks 
9/9 Series 3. Featuring guests 
Kiell Smith-Bynoe, Danny Goffey 
and Freya Ridings. (AD) 


11.45 New. Fantasy Island 11/13 
Series 2. A recently jilted woman 
arrives on the island. 

12.45am New. 12/13. A mother 
is given the ability to read minds. 
1.45am Road Wars 3.10 Hawaii 
Five-O 4.05 SW.AT. (AD) 
5.00-6.00am Highway Patrol 


Sky Max Sky 113 (114 Wales) Virgin 111 
BT 346/HD 361 


Sky Replay 


7.00am 6ixth Sense with Colin Fry (AD) 
8.00 Four Weddings (AD) 10.00 Sun, 
Sea and A&E 11.00 UK Border Force 
(AD) 12 noon Highway Patrol 1.00pm 
Caught on Dashcam 2.00 Most 
Haunted 4.00 Quantum Leap 

6.00pm DC's Legends of Tomorrow: 
double bill (AD) 8.00 Highway Patrol: 
double bill 9.00 Day of the Dead: a 
normal day for the town of Mawinhaken 
takes a horrifying turn when the dead 
begin to rise (AD) 10.00 The Russell 
Howard Hour: topical comedy and 
entertainment show with celebrity 
guests 11.00 FBI: Most Wanted: the 
team discover that the abductor of 

a state police detective is connected 

to an individual from a recent case 

12 midnight The Blacklist 1.00am Fantasy 
Island 3.00 Duck Quacks Don't Echo 
(AD) 4.00 Four Weddings 5.00-6.00am 
6ixth Sense with Colin Fry (AD) 


Sky Replay Sky 152 Virgin 156 


Sky Crime 


6.00am Highway Patrol 7.00 Motorway 
Patrol 8.00 Highway Cops (AD) 9.00 
Nothing to Declare 10.00 Caught Red 
Handed 11.30 Border Patrol 12 noon 
Made for Murder 1.00pm Killer in My 
Village 2.00 Forensics: Catching the 
Killer (AD) 3.00 World's Most Evil 
Killers (AD) 4.00 Britain's Most Evil 
Killers 5.00 Forensics: Catching the 
Killer (AD) 6.00 What the Killer Did 
Next (AD) 7.00 World's Most Evil Killers 
(AD) 8.00 Britain's Most Evil Killers 
9.00 Killing Mum and Dad (AD) 10.00 
Murdered at First Sight (AD) 11.00 
World's Most Evil Killers 12 midnight 
Killer in My Village 2,00am An 
Unexpected Killer 3.00 What the Killer 
Did Next (AD) 4.00 Road Wars (AD) 
5.00-6.00am Motorway Patrol 


Sky Crime Sky 122 (123 Scotland) Virgin 121 
BT 349/HD 364 #1 Sky 222 (223 Scot) Virgin 321 


Detectorists 2.40am Lance 
and Andy go to great lengths 


7.05am Desmond's 7.45 Keeping 
Up Appearances (AD) 8.20 2 Point 
4 Children 9.00 Hi-de-Hi! 9.40 
Still Open All Hours 10.20 Last of 
the Summer Wine 11.40 Keeping 
Up Appearances (AD) 12.20pm 
Only Fools and Horses 1.00 Still 
Open All Hours 1.40 Dad's Army 
3.00 Hi-de-Hi! 3.40 Keeping Up 
Appearances (AD) 4.20 Still Open 
All Hours 5.00 Last of the 
Summer Wine 


6.20pm The Green Green Grass 
Bryan meets his mail-order bride. 
7.00 Marlene throws Boycie out. 


7.40 The Good Life Margo's new 
windbreak causes problems for 
Tom and Barbara. (AD) 

8.20 The Goods catch fleas. (AD) 


9.00 Only Fools and Horses 
Del sets Rodney up on a date. (AD) 


9.40 Dad's Army Private 
Godfrey faces homelessness. 


10.20 The Cleaner Crime scene 
cleaner Wicky finds himself 
continually interrupted at work. 


11.00 The Fast Show The Deaf 
Stunt Man gets carried away. (AD) 


11.40 Live at the Apollo 

With Tom Allen and Arj Barker. 
12.40am The Cleaner 1.20 Only 
Fools and Horses (AD) 2.00 The Fast 
Show (AD) 2.40 Detectorists (AD) 
3.15-4.00am Live at the Apollo 


Gold Sky 110 (111 Wales) Virgin 124 
BT 344/HD 359 #1 Sky 210 (211 Wales) Virgin 324 


ky Comedy 


8.00am Young Rock (AD) 9.00 The 
Fresh Prince of Bel-Air 9.30 Bliss (AD) 
10.00 Wellington Paranormal (AD) 
11.00 The Fresh Prince of Bel-Air 11.30 
Crashing (AD) 12.50pm House of Lies 
1.30 Silicon Valley 3.30 The Fresh 
Prince of Bel-Air 4.00 Wellington 
Paranormal (AD) 5.00 Young Rock (AD) 
6.00pm Bliss (AD) 6.30 The Fresh 
Prince of Bel-Air 7.00 Will & Grace: 
double bill (AD) 8.00 The Office US: 
double bill 9.00 New. Last Week 
Tonight with John Oliver: talk show in 
which the comedian takes a look at news 
and pop-culture topics 9.40 Veep (AD) 
11.00 Last Week Tonight with John 
Oliver 11.40 Real Time with Bill Maher 
12.50am Sex and the City 1.50 
Intelligence (AD) 2.50 Camping (US) 
(AD) 3.20 House of Lies 3.45= 
5.00am Crashing (AD) 


Sky Comedy Sky 114 (115 Wales) 
Virgin 112 BT 347/HD 362 


Comedy Central 


8.00am Most Ridiculous: Furry Friends 
8.35 Most Ridiculous: Idiotic Infants 9.00 
The Middle 11.00 Home Improvement 
1.00pm Last Man Standing 2.00 
Friends (AD) 9.00 Rhod Gilbert's Growing 
Pains: Charlotte Church, Joel Dommett 
and Munya Chawawa revisit their teenage 
years, and the host judges which of 
them had the most embarrassing 
adolescence 10.00 Al Murray: a Glass 
of White Wine for the Lady: comedy 
from the Playhouse Theatre in London 
11.00 Michael Mcintyre: Showtime 

12 midnight Russell Howard and 
Mum: Globetrotters 1.00am South 
Park 2.30 Beavis and Butt-Head 
3.00 Key and Peele 3.25 Criminally 
Funny 4.10=5.00am The Middle 


Comedy Central Sky 112 (113 Wales, 
Virgin 132 BT 345/HD 360 
#1 Sky 212 (213 Wales) Virgin 332 


Elementary 700pm Mycroft 
asks his brother for advice 


7.10am Murdoch Mysteries 9.00 
Rizzoli & Isles (AD) 10.00 Hudson 

& Rex (AD) 11.00 Without a Trace 
12 noon Frankie Drake Mysteries (AD) 
1.00pm Death in Paradise (AD) 2.00 
Murdoch Mysteries 4.00 Rizzoli & 
Isles (AD) 5.00 Hudson & Rex (AD) 


6.00pm Without a Trace 19/23 
Series 3. The team investigates the 
disappearance of a psychic. 


7.00 Elementary 7/24 Series 2 
The past is dug up once again 
when Mycroft visits New York and 
asks for his brother's advice on 

a case involving a former flame. 


8.00 Death in Paradise 3/8 
Series 8. The body of a TV 
presenter washes up on the shore, 
and while initial evidence points 
towards accidental drowning, 
Jack is not so certain. (AD) 


9.00 Father Brown 3/10 Series 10 
A celebrity florist brings glamour 
and murder to Kembleford. (AD) 
10.00 4/10 Series 8. Murder 
proves to be no laughing matter 
when Father Brown visits a 
jesters’ convention. (AD) 


11.00 Person of Interest 13/13 
Series 5. The stage is set for an 
apocalyptic confrontation between 
the Machine and Samaritan. 


12 midnight Elementary 1.00am 
Hudson & Rex (AD) 2.00-4.00am 
Murdoch Mysteries 


Alibi Sky 109 (110 Wales) Virgin HD 114 
BT 343/HD 358 +1 Sky 209 (210 Wales) Virgin 191 


Discovery 


6.00am Diesel Brothers 7.00 Deadliest 
Catch 9.00 Alaska: the Last Frontier (AD) 
10.00 How It's Made 11.00 Wheeler 
Dealers 12 noon Salvage Hunters 
1.00pm Deadliest Catch 3.00 Alaskan 
Bush People 4.00 Blowing Up History 
5.00 Wheeler Dealers 6.00 Salvage 
Hunters 7.00 Wheeler Dealers (AD) 
8.00 Outback Truckers 9.00 New. 
Wheeler Dealers: a Peugeot 205 

T16 inspires Mike to upgrade its 
under-powered UK counterpart 10.00 
New. Shorty's Dream Shop: Shorty and 
the team turn the shell of a'67 Nova 
into a mean street machine 11.00 
Expedition Unknown: the Bermuda 
Triangle’s most infamous shipwreck 
and lost flights (AD) 12 midnight How 
the Universe Works 1.00am Wheeler 
Dealers 2.00 Bitchin’ Rides 3.00 Gold 
Divers 4.00-5.00am Kindig Customs 


Discovery Sky 125 (126 Scotland) Virgin 177 
BT 320/HD 325 +1 Sky 225 (226 Scot) Virgin 377 


Discovery History 


6.00am Expedition Unknown 7.00 
Tony Robinson's World War One 8.00 
Wings of War 9.00 Combat Dealers 
(AD) 10.00 Salvage Hunters 11.00 
Salvage Hunters: the Restorers 12 noon 
How It's Made 1.00pm Combat Dealers 
2.00 Devonport: inside the Royal Navy 
3.00 Salvage Hunters 4.00 Mysteries 
at the Museum 5.00 Wings of War 
6.00 Combat Dealers (AD) 7.00 
Expedition Unknown 8.00 HMS Ark 
Royal: the ship's crew prepares for a 
royal visitor (AD) 9.00 Combat Dealers 
10.00 Salvage Hunters 11.00 Salvage 
Hunters: the Restorers 12 midnight 
How It's Made 1.00am Combat Dealers 
2.00 Salvage Hunters 3.00 Combat 
Dealers 4.00-5.00am Salvage 
Hunters: the Restorers 


Discovery History Sky 177 Virgin 181 
#1 Sky 277 Virgin 381 


ALL PROGRAMMES ON THE ABOVE CHANNE! 


LS ARE REPEATS UNLESS OTHERWISE STATED 


Key (S) Subtitles (SL) Signing (AD) Audio description (HD) High definition (W) Widescreen 


Radiolimes 21-277 October 2023 


Sky Documentaries 


Navajo Police: Class 57 7550m 
Sgt Lucy Dan calls the shots 


6.00am Inside the Freemasons (AD) 
7.00 Discovering: Forest Whitaker 
8.00 The Directors 9.00 Shaq (AD) 
10.05 Janet Jackson (AD) 

11.00 Urban Secrets 12 noon 
Becoming Warren Buffett 1.50pm 
My Icon: Michael Holding (AD) 2.00 
Missile from the East (AD) 4.00 The 
Directors 5.00 Discovering: Forest 
Whitaker 5.55 Shaq (AD) 


7.00pm Janet Jackson A profile 
of the singer in which she speaks 
about her career and the defining 
moments of her life. (AD) 


7.55 Navajo Police: Class 57 
Behind the scenes at the Navajo 
Nation's police academy and 
community, following young 
cadets fighting to protect and 
serve life on the reservation. 


9.00 McEnroe **x** 
Tennis star John McEnroe 
takes us on a late-night walk 
through New York City and 
reflects on his life and career. (W) 


11.00 Bo66y *xx*xx* 

EE A portrait of footballer Bobby 
Moore, England's only World 

Cup-winning captain, charting his 

life and times. (AD) (W) 

1.00am Wework: How to Lose 

$30b in Two Weeks (AD) 3.00 True 

Justice: Bryan Stevenson's Fight 

for Equality (AD) 5.00-6.00am 

Discovering: Forest Whitaker 


Sky Documentaries Sky 121 (122 Scotland) 
Virgin 188 BT 352/HD 367 


Nat Geographic 


8.00am Food Factory 9.00 Air Crash 
nvestigation 10.00 Colossal Machines 
11.00 Megafactories 12 noon Car SOS 
(AD) 1.00pm Europe from Above 

2.00 Air Crash Investigation (AD) 
3.00 World War Il: Secrets from Above 
(AD) 4.00 Pacific War Megawrecks: 
Drain the Oceans (AD) 5.00 Car SOS 
6.00 Lost Treasures of Egypt (AD) 
7.00 Air Crash Investigation (AD) 8.00 
New. World War II: Secrets from Above: 
Operation Avalanche, the codename for 
he Allied landings near the port of 
Salerno, executed on 9 September 1943 
(AD) 9.00 Air Crash Investigation (AD) 
10.00 Airport Security: Rome 11.00 
Air Crash Investigation: a private jet is 
out of control 12 midnight Airport 
Security: Peru 1.00am Banged Up Abroad 
2.00 Abandoned 2.55-5.00am 
Secrets of the Zoo: Keeper Tales 


Nat Geographic Sky 129 (130 Scotland) 
Virgin 183 #1 Sky 229 (230 Scot) Virgin 383 


Sky History 


6.00am Siorage Wars 7.00 Forged in 
Fire 8.00 American Pickers 9.00 Pawn 
Stars Do America 10.00 Al Murray: 
Why Do the Brits Win Every War? 11.00 
Treasures Decoded 12 noon Auction 
Hunters 1.00pm Storage Wars 2.00 
Alien Files: Unsealed 4.00 Digging for 
Britain 5.00 Pawn Stars Do America 
6.00 American Pickers 7.00 Forged in 
Fire 8.00 New. American Pickers 9.00 
(ui CHOICE New series. Al Murray: 
Why Does Everyone Hate the British 
Empire? See page 67 10.00 New. Dark 
Marvels: Killing Machines 11.00 Evidence 
of the Unexplained 12 midnight Pawn 
Stars Do America 1.00am Storage Wars 
2.00 History's Greatest Mysteries 3.00 
American Pickers 4.00 Digging for 
Britain 5.00-6.00am Auction Hunters 


Sky History Sky 123 (124 Scotland) Virgin 131 
BT 353/HD 368 +1 Sky 223 (224 Scot) Virgin 331 


ey So 
Animal Empires 8.00pm 
An Australian little penguin 


6.00am Hope for Wildlife 700 
Monkey Life (AD) 8.00 Guardians 
of the Wild 9.00 Volcanic Odysseys 
10.00 Kenya Wildlife Diaries 

11.00 O! Pejeta Diaries 12 noon 
Orangutan Jungle School 

1.00pm Monkey Life (AD) 2.00 
Guardians of the Wild 3.00 
Volcanic Odysseys 4.00 O! Pejeta 
Diaries 5.00 Kenya Wildlife Diaries 


6.00pm Orangutan Jungle 
School Beni faces a day of 
reckoning and Alba is in isolation. 


7.00 Monkey Life A baby 
marmoset needs a new mum. (AD) 
7.30 The park receives five 
unusual nocturnal guests. (AD) 


8.00 Animal Empires What 
happens when domestic and 
farm animals escape to the wild. 


9.00 Zambia Untamed The dry 
season welcomes thousands of 
animals to the Acacia Loop as 
they search for food. 


10.00 Orangutan Jungle 
School As 6pm. 


11.00 Kenya Wildlife Diaries 
Teams head to the Somalian 
border to rescue 50 rare antelopes. 


12 midnight Wildlife Icons 1.00am 
Land of Gremlins 2.00 Animal 
Empires 3.00 Zambia Untamed 
4.00 Guardians of the Wild 
5.00-6.00am Volcanic Odysseys 


Sky Nature Sky 124 (125 Scotland) 
Virgin 189 BT 354/HD 369 


9.00am The Life of Birds (AD) 10.00 
Frozen Planet (AD) 11.00 David 
Attenborough’s Natural Curiosities (AD) 
12 noon Conquerors 1.00pm 
Abandoned Engineering (AD) 2.00 
Impossible Engineering (AD) 3.00 
Forbidden History (AD) 5.00 The Life 
of Birds (AD) 6.00 Frozen Planet (AD) 
7.00 David Attenborough's Natural 
Curiosities (AD) 8.00 Conquerors 
9.00 Forbidden History: the truth 
behind the legend of King Arthur (AD) 
10.00 Impossible Engineering: the Boka 
Vanguard, the largest heavy lift ship on 
Earth (AD) 11.00 The Life of Birds (AD) 
12 midnight Frozen Planet (AD) 
1.00am David Attenborough’s Natural 
Curiosities (AD) 2.00 Conquerors 
3.00 Forbidden History (AD) 3.50 The 
Life of Birds (AD) 4.40 Frozen Planet 
(AD) 5.30-6.00am The Zoo 


Eden Sky 166 Virgin HD 176 
#1 Sky 266 Virgin 376 


Animal Planet 


8.00am Insane Pools: off the Deep End 
9.00 Amanda to the Rescue (AD) 
10.00 Saved By the Barn 11.00 Dr Jeff: 
Rocky Mountain Vet 12 noon Insane 
Pools: off the Deep End 1.00pm Amanda 
‘0 the Rescue (AD) 2.00 Intruders 
3.00 Legends of the Wild 4.00 Dr Jeff: 
Rocky Mountain Vet 6.00 Insane Pools: 
off the Deep End: a small backyard is 
ransformed into a luxurious space 
7.00 Crikey! It's the Irwins: the family 
prepare to reopen after weeks of 
closure due to the pandemic 8.00 
Expedition Bigfoot 10.00 Alaska: the 
Last Frontier: the boat needs repairing 
11.00 Crikey! It's the Irwins 100am 
Alaska: the Last Frontier 2.00 Dr Jeff: 
Rocky Mountain Vet 4.00-5.00am 
nsane Pools: off the Deep End 


Animal Planet Sky 162 (178 NI) Virgin 178 
+1 Sky 262 (278 NI) Virgin 378 


Sky Main Event fi) 


Sky 401 Virgin 511/HD 501 BT 420/HD 440 
6.00am Sky Sports News 

7.00 Good Morning Sports Fans 
9.00 LIVE Cricket World Cup 
Coverage of Pakistan v Afghanistan, 
the group match from Chennai. 
5.30pm Sky Sports News 

6.30 LIVE Premier League 
Football Tottenham Hotspur v 
Fulham from the Tottenham 
Hotspur Stadium (kick-off 8.00). 
The home side went into the most 
recent international break top of 
the table on 20 points, ahead of 
rivals Arsenal only on goals scored 
11.00 Sky Sports News 

12 midnight NFL Review Show 
1.00am LIVE NFL Minnesota 
Vikings v San Francisco 49ers, 
the week seven match from the 
US Bank Stadium (kick-off 1.15). 
4.30-6.00am Sky Sports News 


Sky Football 


Sky 403 Virgin 513/HD 503 BT 422/HD 442 


6.00am Classic Play-Off Finals 
9.00 Scottish Premiership Round-Up 
9.15 Scottish Premiership Highlights 
9.30 Women's Super League Football 
10.00 Classic Play-Off Final 

12 noon Women's Super League Football 
2.00pm Scottish Women's Premier 
League Football 2.30 Championship 
Highlights 3.30 League One and Two 
Goals 4.00 Championship Highlights 
5.00 Scottish Premiership Round-Up 
5.15 Scottish Premiership Highlights 
5.30 League One and Two Goals 

6.00 Women's Super League Football 
6.30 German Football 7.30 
Championship Highlights 8.00 Scottish 
Premiership Round-Up 8.15 Scottish 
Premiership Highlights 8.30 League 
One and Two Goals 9.00 Scottish 
Women’s Premier League Football 9.30 
Women’s Super League Football: Bristol 
City v Arsenal 10.00 Championship 
Highlights 10.45 Scottish Premiership 
Round-Up 11.00 German Football 
12 midnight EFL Greatest Games 
1.00am Classic Cup Final (AD) 1.30 
Classic Play-Off Finals 5.00-6.00am 
Championship Season Review (AD) 


Sky Golf 


Sky 405 Virgin 515/HD 505 BT 424/HD 444 


6.00am PGA Tour Golf 7.00 European 
Tour Golf 12 noon Golf Academy 
1.00pm European Tour Golf 

2.00 LIVE College Golf Coverage 
of the opening day's play of the St 
Andrews Collegiate Championship, 
held on the Jubilee Course at the 
St Andrews Links Collegiate. 

5.00 LPGA Tour Golf 6.00 European 
Tour Golf: the Andalusia Masters 7,00 
PGA Tour Golf: the Zozo Championship 
at Accordia Golf Narashino Country 
Club 8.00 Golf 11.00 LPGA Tour Golf 
12 midnight PGA Tour Golf 1.00am 
European Tour Golf 2,00 LPGA Tour 
Golf 3.00 PGA Tour Golf 4.00 Golf 
Academy 5.00-6.00am PGA Tour Golf 


Sky NFL 


Sky 407 Virgin 517/HD 507 BT 426/HD 446 
6.00am Her Huddle 6.30 Neil Meets 
Justin Jefferson 7.00 NFL Highlights 
8.00 One Jets Drive 9.45 49 Hours 
10.00 NFL Highlights: week seven action 
12 noon Good Morning Football 
3.00pm NFL Highlights 4.00 NFL 
Bitesize 5.00 NFL Highlights 6.00 
Pro-Football Talk 8.00 NFL Bitesize 
9.00 NFL Review Show 10.00 NFL 
Highlights 11.00 NFL Fantasy 

12 midnight NFL Review Show 
1.00am LIVE NFL Minnesota 
Vikings v San Francisco 49ers, 

the week seven match from the 
US Bank Stadium (kick-off 1.15). 
4.30 NFL Bitesize (AD) 
5.00-6.00am NFL Highlights 


Viaplay Sports 


7.30-10.30pm LIVE Spanish 
Football Valencia v Cadiz from 
Mestalla Stadium (kick-off 8.00). 


NFL 1.00am Sky NFL Veteran 
quarterback Kirk Cousins will be 
aiming to take down the 49ers 


Sky Premier League 


Sky 402 Virgin 512/HD 502 BT 421/HD 441 
6.00am Premier League Greatest Games 
7.00 Premier League Highlights 10.00 
The Football Show 11.30 Ref Watch 

12 noon The Football Show 1.00pm 
Premier League Years 3.00 Premier 
League Greatest Games (AD) 4.00 
Premier League Highlights 

6.30 LIVE Premier League 
Football Tottenham Hotspur v 
Fulham from the Tottenham 
Hotspur Stadium (kick-off 8.00). 
11.00 City: Premier League Champions 
Again 12 midnight Premier League 
Highlights 12.30am Premier League 
Icons 1.00 Premier League Years 

(AD) 3.00 Premier League Greatest 
Games (AD) 4.00 Premier League 
Best Goals (AD) 5.30-6.00am 
Premier League 100 Club (AD) 


Sky 404 Virgin 514/HD 504 BT 423/HD 443 
6.00am Cricket World Cup Highlights 
9.00 LIVE Cricket World Cup 
Coverage of Pakistan v Afghanistan, 
the group-stage match from MA 
Chidambaram Stadium, Chennai. 
5.30pm The Fletcher Years (AD) 6.00 
Classic World Cup Cricket 6.30 World 
Cup Bitesize 7.00 Cricket World Cup 
Highlights 12 midnight Classic World 
Cup Cricket (AD) 1.00am Cricket World 
Cup Highlights 2.00 Greatest Moments 
3.00 Cricket World Cup Highlights 
4.00 Classic World Cup Cricket 4.30 
World Cup Bitesize 5.00-6.00am 
Classic World Cup Cricket (AD) 


Sky 408 Virgin 518/HD 508 BT 427/HD 447 
6.00am Super League 8.00 Boxing 
9.00 British Basketball League 11.30 
Women's Super League 11.45 Super 
League 12 noon Boxing 2.00pm Super 
League (AD) 4.00 Super League 5.00 
Boxing (AD) 7.00 Undisputed: the Story 
of Shields v Marshall (AD) 8.00 US 
Open Tennis Classic Matches 9.00 
Boxing 10.00 11.00 Unbeatable 

11.30 Super League (AD) 1.00am 
Darts 5.00-6.00am Boxing 


Sky 413 Virgin 521 BT HD 412 


6.00am Snooker 8.00 Cyclo-Cross 
10.00 Freestyle Skiing 11.00 Snooker: 
the Northern Ireland Open in Belfast 
1.00pm LIVE Snooker The 
afternoon session on day two of 
the Northern Ireland Open from 
Waterfront Hall in Belfast, featuring 
matches in the second round. 
5.00 Cardiff Half Marathon 5.30 
Cycling: the Ras na mBan women's 
stage race, followed by round one 
of the UCI Track Champions League 
7.00 LIVE Snooker Coverage of 
the evening session on day two of 
the Northern Ireland Open from 
Waterfront Hall in Belfast, featuring 
matches in the second round. 
11.00 Snooker: Northern Ireland Open 
1.00am Freestyle Skiing 2.00 Snooker 
4.00-6.00am World Superbikes 


Sports 1 


Sky 410 Virgin 527 BT 408/HD 430 


6.00am Ariel Helwani Meets 7.00 
Wrestling (AD) 8.00 Premier League 
Highlights 9.30 Champions League 
Magazine (AD) 10.00 Europa League 
and Conference League Magazine (AD) 
11.00 National League Football 
1.00pm Squash 2.00 Premier League 
Stories 2.30 Premier League: the 

Big Interview 3.00 French Football: 

a look at all the weekend's action (AD) 
4.00 Boxing 5.00 Around the Block 
5.30 LIVE Italian Football 
Udinese v Lecce, a Serie A clash 
from Dacia Arena (kick-off 5.30); 
7.30 Live coverage of Fiorentina v 
Empoli at Stadio Artemio Franchi 
in Florence (kick-off 7.45). 

9.45 TNT Sports Goals Reload 
10.15 Fight Week 11.00 What | 
Wore 11.15 Ariel Helwani Meets 

12 midnight Wrestling (AD) 
1.00am LIVE Wrestling Action 
from WWE Monday Night Raw. 
4.15 Ariel Helwani Meets: wrestler Rey 
Mysterio 5.15 TNT Sports Goals Reload 
5.30-6.00am Joe Cole Cast 


TNT Sports 2 


Sky 411 Virgin 528 BT 409/HD 431 


6.00am MotoGP 10.30 The Rugby 
Review 11.15 Sport in Focus (AD) 11.30 
Premiership Rugby Union 2.30pm 
Sport in Focus (AD) 2.45 World Rally 
(AD) 3.15 Deaf Away Days 4.45 
Champions League Magazine (AD) 5.15 
The Rugby Review 6.00 National League 
Football 8.00 French Football (AD) 
9.00 LIVE Major League Baseball 
An MLB post-season match; 
12.30am Live coverage of another 
MLB post-season game. 

4.00 Boxing 4.30 Poker (AD) 
5.30-6.00am Classic Cricket (AD) 


TNT Sports 3 


Sky 417 Virgin 529 BT 410/HD 432 


6.00am Europa League and Conference 
League Magazine (AD) 7.00 Italian 
Football 3.00pm Champions League 
Magazine (AD) 3.30 MotoGP 8.00 
Squash: action from the second session 
of the women's and men’s finals of the 
Grasshopper Cup 9.00 Fishing (AD) 
10.00 Make It Or Die Trying: the Frank 
Warren Story (AD) 11.45 UFC 2.45am 
Fight Week 3.30 TNT Sports Goals 
Reload 3.45 UFC: beyond the Octagon 
(AD) 4.15 Europa League and 
Conference League Magazine (AD) 
5.15 Sport in Focus (AD) 5.30= 
6.00am Classic French Football 


TNT Sports 4 


Sky 421 Virgin 530 BT 411/HD 434 


6.00am MLB World Series Film 2005 
7.30 Premiership Rugby Union 10.30 
World Rally 11.00 MLB World Series 
Film 2007 12.30pm MLB Prime 9: 
Animal Nicknames 1.00 Major League 
Baseball 4.00 MLB World Series Film 
2012 5.30 Major League Baseball 
8.30 World Rally (AD) 9.00 The Rugby 
Review 9.45 No Filter Football 10.00 
Europa League and Conference League 
Magazine (AD) 11.00 Wrestling 

12 midnight French Football (AD) 
1.00am National League Football 3.00 
Squash 4.00 Fishing (AD) 5.00= 
6.00am Champions League Classics 


Sky 414 Virgin 522 BT HD 413 


6.00am Trail Running 8.00 Snooker 
10.00 World Superbikes: Australia, 
Indonesia and Assen race highlights 
1.00pm Cycling 2.00 Triathlon: the 
final round of the Super League season 
in Neom, Saudi Arabia 3.00 Freestyle 
Skiing: the men's and women's big air 
competitions in the World Cup meeting 
from Switzerland 4.00 Olympic Games: 
Story of Women at the Games 5.00 
World Superbikes 8.00 Cycling 9.00 
Triathlon: Super League action 10.00 
Motocross: World Championship of 
Nations action 11.00 Freestyle Skiing 
12 midnight Cycling 1.00am Motor 
Racing 2.00 Ski Jumping: from 
Germany 4.00=6.00am Snooker 
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DOCUMENTARY 


The Hidden Children of Ruinerwold Farm 


10.00pm, 10.50pm BBC4 Catch up via iPlayer 


In 2019, a young man arrived at a pub in rural Holland, claiming 
to have been held captive by his father for nine years, along 


- , ara 


SERIES) with five younger siblings (two older brothers and a sister had 


fled years before). 


The media storm that descended was inevitable, understandable 
and unenlightening. The children’s mother had died some years earlier, 
their father suffered a debilitating stroke in 2016 that rendered him unfit 
to stand trial, five of the children refused to talk and the oldest four would 


SOAP 


Coronation Street 
8.00pm ITV1 Catch up via ITVX 
It's a tried-and-tested soap-plotting 
technique: set a metaphorical 
explosive ticking in the autumn, 
leave it counting down until 
Christmas, and then detonate the 
whole thing over the turkey. 

That's my prediction for what 
will happen with Ryan and Daisy, 
who look as though they're about 
to embark on an affair behind the 
back of an unsuspecting Daniel. 

He, of course, being the offspring 
of Ken, the most famous Corrie 
cuckold of them all. 

So perhaps the father will be left 
consoling the son over consolatory 
pints of Newton and Ridley, paper 
crowns askew. Though presumably 
not served by Rovers barmaid 
Daisy, who will probably be a pariah 
by Boxing Day. DAVID BROWN 


DOCUMENTARY 
The Met 


9.00pm BBC1 Catch up via iPlayer 
The fourth series of this gritty 
documentary comes at what you 
might graciously call a challenging 
time for the Metropolitan Police. 
Public trust is at a record low; 
perhaps unsurprising given that 
more than 1,000 members of the 
force are currently suspended or 
on restricted duties, and the list of 
officers facing gross misconduct 
hearings runs into the hundreds. 
Two stop and searches carried out 
in this episode yield no evidence, 
causing the public to criticise officers’ 
actions. One man comments: “You 
think you can do anything you want 
as a policeman and get away withit.” 
It's asweeping statement, but one 
that has sadly felt very true in some 
recent and high-profile cases laid 
bare in the news. FRANCES TAYLOR 


TRAGEDY 
Gerrit-Jan van 
Dorsten with 
his late wife and 
eight of their 
nine children 


en ; 
only engage with film-maker Jessica Villerius. 

The resulting four-part documentary (the first two episodes of which 
are shown tonight) is extraordinary, examining young lives permanently 
scarred by indoctrination, sublimated grief, trauma and alleged abuse 
through interviews and revealing home-movie footage. Intense, 
claustrophobic and grim — in spite of the remarkably good-natured adult 
children — the series’ wider point is harder to discern, but it is potent, 


affecting and harrowing. GABRIEL TATE 


DOCUMENTARY 

og ey e ee 
Britain's Housing Crisis: 
What Went Wrong? 
9.00pm BBC2 Catch up via iPlayer 
For decades, politicians sold us the 
dream of home ownership. So how 
did the property market end up so 
broken? The conclusion of this 
hard-hitting two-parter lays bare the 
scale of the crisis we're in, who got 
rich from it and whose decisions led 
us here. We hear how both sides in 
the Brexit vote tried to capitalise on 
housing. A string of scandals have 
erupted around leasehold traps, 
combustible cladding, crumbling 
new-builds and slum conditions in the 
social sector, while economic chaos 
has sent interest rates soaring. 

As millions struggle with record 
rents or rocketing mortgage 
repayments, has every promise been 
broken? Impassioned, eye-opening 
programming. MICHAEL HOGAN 


DOCUMENTARY 
The Real Crown: inside 


the House of Windsor 
9.00pm ITV1 Catch up via ITVX 
It's in this final episode 

\s) \ that we see the gloss 

‘aia paint presented by the 
royals getting chipped 

and damaged to the point where 
what's left to see is often ugly bare 
wood. Giving us the first glimpse of 
what lies beneath the veneer are 
Harry and Meghan, whose revelations 
result in William giving his “we're very 
much not a racist family” quote to the 
press. Then, there’s Andrew being 
backed by the Queen as reports 
emerge about his alleged behaviour. 

The end point proves to be anew 
chapter, both literally and figuratively, 
as Harry's memoir is published and 
Charles is crowned king — tradition 
tarnished and repolished in the space 
of just a few months. DBr 
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Rick and Morty Don't Look Down 
10.05pm E4 for SU2C 

Rick teaches Jerrythat 9.1590mC4 

he works smarter, not Paddy McGuinness, 
harder. There's another Victoria Pendleton 
chance to catch the (right) and the other 
season seven opening celebs are struggling in 
episode at 10.35pm. the highwire challenge. 


The Hotel Inspector 

9pm Channel 5 Catch up via My5 
It's an understatement when Alex 
Polizzi says this week's challenge 
“isn't my usual territory”. She's been 
called in to Stump Cross Caverns in 
the Yorkshire Dales, an underground, 
family-run prehistoric visitor 
attraction that seems busy but hasn't 
made a profit for ten years. So, no 
bedroom redesigns or breakfast 
tasting for Alex this time. 

Instead, the chaotic gift shop grabs 
her attention immediately and she's 
horrified by their lack of marketing. 
You can see how her initially harsh 
words upset owner Lisa — who, 
disconcertingly, is dressed as Wilma 
Flintstone — but it’s impressive seeing 
how Alex can immediately work out 
how to make any hospitality business 
maximise its profits. JANE RACKHAM 


Jailed: Inside 
Maghaberry Prison 


10.00pm (not N Ireland) BBC2 
Full series on iPlayer now 
Anyone following this series will 
remember William, the prisoner 
who keeps a pet budgie in his cell 
as he serves a 21-year sentence for 
the murder of his partner, Alice. 
He pleaded guilty in court but now 
insists he is innocent. 

Stephen Nolan confronts William 
with the evidence against him, 
including the imprint left on Alice's 
face of the ring William wore. His 
answers offer a chilling study of a 
man deep in denial - or of a victim of 
a yawning miscarriage of justice. But 
the series also has lighter moments, 
and this week the prisoner who yelled 
out arap as Nolan passed provides 
another. DAVID BUTCHER 


Bangers: Mad for 
Cars 10.15pm c4 
Focusing on sports cars 
of the 80s, 90s and 
OOs, Naomi Schiff looks 
at Mercedes and BMWs 
while Tinie tries not to 
crash a Mazda MX-5. 


Massive Engineering 


Mistakes 

10.00pm Quest Catch up: QuestOD 
If you take one thing away from the 
opener for series three of the US 
show about disastrous engineering 
failures then let it be this: pay 
attention to the small things. Take 
the Minnesota Bridge that collapsed 
in 2007 killing 13 people, for instance. 
The cause? A single steel plate was 
half aninch too thin. And a 2019 rail 
disaster in Denmark? All down to one 
improperly locking connection. 

But not everything in this episode 
feels like a mistake. When the core of 
a50-year-old Dallas office block 
defies demolition, remaining upright 
despite all the explosives ranged 
against it, you can't help feeling proud 
of the old thing. Surely that's an 
engineering triumph? CERI THOMAS 


The Great British 
Bake Off 


8.00pm C4 Catch up: C4 streaming 
We're immediately told that two 
bakers will be eliminated at the end of 
pastry week so, despite one person 
joking that “It's as easy as pie!”, 
there's an air of tension in the tent. 
There are also tears of frustration, 
leaky fillings and several soggy 
bottoms, although one person gets a 
Hollywood handshake while another 
is shocked to find that the technical 
challenge is not dissimilar to their 
signature bake. But will that help 
them become this week's star baker? 
It's clearly not as blisteringly hot in 
the tent as it was during chocolate 
week, which is a relief, as pastry- 
making needs cool hands. Some of 
the showstoppers — trios of 
decorative sweet pies — look 
sensational. But you do wonder how 
Prue Leith and Paul Hollywood 
managed to taste all 27 of them —- 
including one they could barely get 
out of the tin - without exploding. yR 


Football: Champions 
League 
Manchester United v 
FC Copenhagen 
7pm (k/o 8pm) TNT Sports 2 
So far this season, midfielder 
Scott McTominay (above) has 
scored vital goals for under- 
pressure United. 

Sevilla v Arsenal 
7.45pm (k/o 8pm) TNT Sports 1 
A win and a defeat so far for 
Arsenal, as they do battle in Spain. 


Cricket: ICC Men's 
World Cup 
South Africa v Bangladesh 
9am Sky ME/Cricket 
Action from Mumbai. 


Poltergeist x*x* * 
10.00pm BBC3 
“They're heeeere...” Suburban life 
becomes a domestic frightmare in 
Tobe Hooper's atmospheric 
chiller, as the Freeling family 
moves home and youngest child 
Carol Anne (Heather O'Rourke) 
starts talking to the unquiet spirits 
sharing their property. (1982) 
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DAYTIME 
BBC1 


6.00am Breakfast Jon Kay, Sally Nugent. (s) (HD) 
9.15 Morning Live Magazine show. (s) (HD) 
10.00 Scam Interceptors A student takes a cal 
from hackers claiming to be a fraud team. (S) (HD) 
10.45 Frontline Fightback A burglar thinks he can 
outwit the police with some gloves. (Revised rpt) (S) (AD) (HD) 
11.15 Homes under the Hammer Properties in Suffolk, 
Staffordshire and Bexley. Rptd Thursday 7am BBC2 (S) (AD) (HD) 
12.15pm Bargain Hunt Natasha Raskin Sharp explores 
the history of pocket watches in Worcester. (R) (S) (AD) (HD) 
1.00 BBC News Regional News; Weather (S) (HD) 
1.45 Doctors Eve wants some answers. (S) (AD) (HD) 
2.15 Money for Nothing Transforming a rattan unit, 
a monkey puzzle tree stump and golf clubs. (rR) (S) (HD) 
3.00 Escape to the Country A woman and her dog 
search for a new home in Surrey. (R) (S) (AD) (HD) 

3.45 The Travelling Auctioneers A mother and 
daughter raise money for a special cause. (R) (S) (HD) 
4.30-5.15 The Repair Shop Experts restore some 
pottery signs and a horse-and-cart toy. (R) (S) (AD) (HD) 


BBC2 


6.15am Bargain Hunt Caroline Hawley and the 
teams are in Hungerford, Berkshire. (R) (S) (AD) (HD) 
7.00 Homes under the Hammer In County Durham, 
Royal Tunbridge Wells and Basildon. (R) (S) (AD) (HD) 


8.00-9.00 Sign Zone 8.00 Expert Witness How a 
UK fibre specialist brought closure to a long-running murder 
investigation in Australia. (R) (S) (HD) 8.30 Robson Green's 
Weekend Escapes Former Coronation Street actress Melanie 
Hill joins Robson in Teesdale to listen to the sound of one of 
the UK's mightiest waterfalls, High Force. (R) (S) (AD) (HD) 


9.00 Nicky Campbell Calls on the day's talking 
points. Simulcast with Radio 5 Live. (Ss) (HD) 

10.00 BBC News (S) (HD) 

12.15pm Politics Live The latest stories. (s) (HD) 

1.00 Impossible Quiz with Rick Edwards. (R) (S) (HD) 
1.45 Unbeatable Hosted by Jason Manford. (rR) (S) (HD) 
2.15 Wanted Down Under A Berkshire couple 
sample life in New Zealand for a week. (R) (S) (HD) 

3.00 Call That Hard Work? Featuring an estate 
agent, a street food vendor and a bee farmer. (R) (S) (HD) 
3.45 Wild Cameramen at Work Doug Allan recalls 
some of his most hair-raising encounters. (R) (S) (AD) (HD) 
4.15-5.15 Cornwall: This Fishing Life As the 
market for crab grows, Padstow becomes a boom town. 
But lockdown threatens the gold rush. (R) (S) (AD) (HD) 


ITV1 


6.00am Good Morning Britain (s) (HD) 

9.00 Lorraine Guests, gossip and more. (s) (HD) 
10.00 This Morning Celebrity interviews, fashion 
and lifestyle advice. Including Regional Weather (S) (HD) 
12.30pm Loose Women Topical debate from a 
female perspective. Repeated 2:10am (S) (HD) 

1.30 ITV Lunchtime News Regional News; Weather (S) (HD) 
2.00 James Martin's American Adventure The 
chef goes on a road trip around the United States, 
beginning with a visit to the Napa Valley. (R) (S) (AD) (HD) 
3.00-4.00 Lingo Teams from Manchester, London 
and Nantwich take part in the word game presented 
by Adil Ray. (R) (S) (HD) Followed by Regional Weather 


Channel 4 

6.05am Countdown With guest John Virgo. (R) (S) (HD) 
6.45 Cheers Double bill of the sitcom. (R) (S) (HD) 
7.35 Everybody Loves Raymond (f) (S) (AD) (HD) 
8.25 Frasier Triple bill of the US comedy. (R) (S) (AD) 
9.55 Find It, Fix It, Flog It A mother and son hoping 
to restore a windmill in Lincolnshire. (R) (S) (AD) (HD) 
10.55 Renovation Nation Transforming a Grade | 
listed mansion into a forever home and wedding 
business. (R) (S) (AD) (HD) 11.55 News (S) (HD) 

12 noon Steph's Packed Lunch Weekday magazine 
show hosted by Steph McGovern. (Ss) (HD) 

2.10pm Countdown With guest Mark Watson. (Ss) (HD) 
3.00 A Place in the Sun Ryan and Steve hope to 
find a holiday home on Gran Canaria. (R) (S) (HD) 
4.00-5.00 The Great House Giveaway Two 
teachers transform a home in Aberdare. (S) (HD) 


BBCI Gy 


The Met 9.00pm 
Following the 
day-to-day duties 
of staff such as 
response officer 
Omar Naeem 


5.15pm Pointless 

Quiz in which contestants try to score the fewest 
points possible by giving the least obvious correct 
answers to questions. Presented by Alexander 
Armstrong, with Richard Osman. (R) (S) (HD) 


6.00 BBC News Weather (s) (HD) 

6.30 Regional news magazines (5) (HD) 
7.00 The One Show 

With Jermaine Jenas and Gabby Logan. (s) (HD) 


@BBC RED BUTTON 7.00-10.30pm 5 Live Final Score 
Champions League updates from BBC Radio 5 Live 


7.30 EastEnders 
Jay desperately tries to put things right, Karen 
enlists Zack's help and Cindy offers an olive branch. 


Jay Brown Jamie Borthwick Nish Panesar Navin Chowdhry 
Karen Taylor Lorraine Stanley Callum Highway Tony Clay 
Zack Hudson James Farrar Tom “Rocky” Cotton Brian Conley 
Cindy Beale Michelle Collins Sharon Watts Letitia Dean 
Chelsea Fox Zaraah Abrahams Theo Hawthorne William Ellis 
Howie Danes Delroy Atkinson Kim Fox Tameka Empson 
Harvey Monroe Ross Boatman Reiss Colwell Jonny Freeman 
Ben Mitchell Max Bowden Mitch Baker Roger Griffiths 
Freddie Slater Bobby Brazier Vinny Panesar Shiv Jalota 
Linda Carter Kellie Bright Peter Beale Thomas Law 
Finlay Baker Ashley Byam Jack Branning Scott Maslen 
Martin Fowler James Bye Whitney Dean Shona McGarty 
Sonia Fowler Natalie Cassidy 


Writer Atiha Sen Gupta More cast Thursday (S) (AD) (HD) 


8.00 MasterChef: the Professionals 

In this week's second heat, four more ambitious 
chefs face one of two daunting skills tests. Marcus 
wants them to prepare and cook spiced monkfish 
with polenta and a chilli butter sauce, while Monica 
tests pastry skills with a twist on a banana sundae. 
The four then have a chance to prove themselves 
with their signature menu, as they aim to produce a 
sublime main course and delectable dessert. After 
the tasting, only two contestants will be left in the 
competition. Continues Thursday 8pm. (S) (AD) (HD) 
See feature: page 30 


9.00 The Met 

New series. 1/6 Series 4. The return of the 

documentary series following officers from 
Britain's biggest and busiest police force as they deal 
with life, death, crime and its victims across the 
capital city. The series focuses on the day-to-day 
challenges faced by some of the Met's staff, who 
number almost 45,000, as they deal with the 
manifold forms of crime across Greater London. 
Available to stream on iPlayer. See p76. (S) (AD) (HD) 


10.00 BBC News Regional News; Weather (s) (HD) 


10.40 Hunting the Catfish Crime Gang 
James Blake, a 30-year-old entrepreneur from 
Lisburn, was living the insta-dream until his 

accounts were “scraped” and he started receiving 

messages accusing him of conning people out of 
thousands of pounds. As he sets out to investigate 

what happened and clear his name, he uncovers a 

sinister and heartless crime wave involving 


organised gangs. See page 67. 
Director/Producer Pete Grant Shown Mon 9pm BBC3 (S) (AD) (HD) 


11.40 Michael Mcintyre’s The Wheel 

5/10 Series 4. Three more contestants try to answer 
their way to a fortune, guided by celebrity experts 
Chris McCausland, Gabby Logan, GK Barry, lain 
Stirling, Liza Tarbuck, Rachel Riley and Trevor 
Nelson. See choice, page 46. 

Shown Saturday 8.25pm (S) (HD) 

12.40am Weather for the Week Ahead (S) (HD) 
12.45-6.00am BBC News (S) (HD) 


BBC1 Freeview 1/HD 101 Freesat 101 Sky 101 Virgin 101 


TUESDAY Main Channels 


BBC2 EZ] 


Celebrity Antiques 
Road Trip 700pm 
Brenda Edwards 
and Linda Robson 
hunt for treasures 
in Hertfordshire 


5.15pm Flog It! 
At Newby Hall, North Yorkshire, items include two 
unusual tie and stick pins and some toy cars. (R) (S) (HD) 


6.00 Richard Osman's House of Games 
Larry Dean, Kirsty Gallacher, Sam Quek and Lemn 
Sissay compete in the general knowledge quiz. (S) (HD) 


6.30 Strictly It Takes Two 
Fleur East has the backstage gossip, while Saturday's 
routines are assessed in Choreography Corner. (S) (HD) 


7.00 Celebrity Antiques Road Trip 

Loose Women panellists Brenda Edwards and Linda 
Robson go head to head as they search for items in 
Hertfordshire with the help of James Braxton and 
Serhat Ahmet. They amass a cosmopolitan collection 
to send to auction, including a Troika vase, a Venetian 
mirror, a cameo brooch from Italy and art glass from 
Sweden. Next episode tomorrow 7pm. (S) (HD) 


8.00 This Farming Life 

9/12 Series 6. Spring is in the air, heralding newly 
born livestock. On the island of Vallay, Carianne finds 
a Highland calf that's lost its mother, while in Inverkip, 
Rachel and Camy head to the hills to see if any of 
their Cheviot ewes need a midwife to intervene. 
Series producer Gareth Fielding; Executive producer Jo Roe 

Shown yesterday 8pm BBC Scotland (S) (HD) 


RT TRAVEL A six-day holiday travelling around the Hebrides, 
including tours of Skye, Harris and Lewis, plus a visit to Ullapool: pl46 


9.00 Britain’s Housing Crisis: What Went 
Wrong? 
@ 2/2. Key figures reveal the scale of the current 
plight. In the run-up to the Brexit vote, both 
remainers and leavers try to capitalise on housing, 
while campaigners fear plans for a mass social 
housing sell-off could be catastrophic. Following a 
succession of scandals centring on new-build homes 
and shocking conditions in the social sector, political 
and economic turmoil sends interest rates soaring. 
The home ownership that was promised by 


politicians no longer feels secure. See page 76. 
Series director/producer Victoria James (S) (HD) 


10.00 Jailed: inside Maghaberry Prison 
4/6. Last week, Stephen Nolan met a prisoner 
who pleaded guilty to killing his partner but now 

denies his guilt. Armed with the facts of the case, 

Stephen challenges him in a tense interview in the 

prison chapel. Other inmates are finding it tough 

being separated from their families and a tour of 

the visitation unit offers a heartbreaking insight into 

the impact of imprisonment on parents and their 

children. The whole series is on iPlayer. See page 77. 


Series director/producer Austen Irwin 
First shown on BBC2 Northern Ireland (S) (HD) 


10.30 Newsnight With Kirsty Wark. (s) (HD) 
11.10 Weather (s) (HD) 


11.15 The Ones Below xx 

Thriller starring David Morrissey and Clemence 

Poésy. A pregnant woman, petrified she'll be a 
terrible mother, begins to suspect her neighbours 
aren't as innocent as they seem. On iPlayer for 30 
days. Review p83. Director David Farr (2015, 15) (S) (W) (HD) 
12.40am The Devil's Confession: the Lost Eichmann 
Tapes 1/2. How Nazi war criminal Adolf Eichmann’s offences 
came to light. See choice, page 56. Shown Sun 9pm (S) (HD) 
1.40-3.40am Sign Zone 1.40 Garden Rescue Designing 
a cat-friendly garden in Telford, Shropshire. (R) (S) (HD) 
2.25 Money for Nothing A drop-leaf table, a pair of legless 
dining chairs and some curtains are upcycled. (R) (S) (HD) 
3.10 Mortimer & Whitehouse: Gone Fishing 3/6. Series 6 
The duo head to the Hampshire Avon, which boasts one of 
the UK's most diverse fish populations. (R) (S) (AD) (HD) 


BBC2 Freeview 2/HD 102 Freesat 102 Sky 102 Virgin 102 


TUESDAY 24 OCTOBER 


ITV1 


The Real Crown: 
inside the House 
of Windsor 9.00pm 
A look at the final 
years of Queen 
Elizabeth II's reign 


4.00pm Tipping Point 
Quiz presented by Ben Shephard. (R) (S) (HD) 


5.00 The Chase 
With Amy, Matthew, Richard and Abigail. (R) (S) (HD) 


6.00 Regional News Weather (s) (HD) 
6.30 ITV Evening News Weather (5) (HD) 


7.30 Emmerdale 


Jacob stands in for David, while Victoria is jealous. 
Writer Zeli Zulu Cast Thursday/Friday (S) (AD) (HD) 


8.00 Coronation Street 
Ronnie forces Ed to admit the extent of his 


recent gambling. Daisy commends Ryan. 
Asha senses Aadi's unhappiness. See page 76. 


Ronnie Bailey Vinta Morgan David Platt Jack P Shepherd 
Ryan Connor Ryan Prescott Beth Sutherland Lisa George 
Asha Alahan Tanisha Gorey Rita Tanner Barbara Knox 
Aadi Alahan Adam Hussain Tracy McDonald Kate Ford 
Audrey Roberts Sue Nicholls Toyah Habeeb Georgia Taylor 
Hope Dobbs Isabella Flanagan Adam Barlow Samuel Robertson 
Jenny Connor Sally Ann Matthews Ken Barlow William Roache 
Mr Goodson Jacob Butler Kevin Webster Michael Le Vell 
Debbie Webster Sue Devaney Nina Lucas Mollie Gallagher 
Courtney Vance Stephanie Davis Investor Steve Varnom 
Joel Deering Calum Lill Police officer Eve Gordon 
Peter Barlow Chris Gascoyne Taxi driver lan Curley 
Writers John Kerr and Susan Oudot This week's episodes produced 
by lain MacLeod, directed by Gill Wilkinson and Tim Royle 


More cast Monday (S) (AD) (HD) 


9.00 The Real Crown: inside the 
House of Windsor 
@ 5/5. Heirs and Spares. When Prince Harry 
joins the military, alongside Prince William, 
the Queen faces a difficult decision. It's decided 
that life on the front line is too dangerous for 
William, but Harry is sent to war. Following Harry 
and Meghan’s decision to step back as working 
royals, the Queen struggles to contain the drama 
with her family but resolutely continues with her 
duties, as she comforts the nation during the 
Covid-19 pandemic and celebrates her Platinum 
Jubilee. The whole series is on ITVX. See p76. 


Series directors/producers Kate Quine and Ella Wright 
Repeated Thursday 10.45pm (S) (AD) (HD) 


10.00 ITV News at Ten 
Weather; Regional News and Weather (Ss) (HD) 


10.45 Pride of Britain: a Windrush 
Special 

In this documentary to mark the 75th anniversary 
of the arrival of the Empire Windrush at Tilbury 
Docks in Essex, members of the Windrush 
generation share their experiences of moving 
to the UK with figures including the Prince of 


Wales, Sir Trevor McDonald and Alesha Dixon. 
Director/Producer Jessica Phillips 
Shown last Thursday Signed repeat 3am (S) (AD) (HD) 


11.40 The Grand Fishing Adventure 
Ep 4 Series 2. Ali Hamidi and Bobby Zamora 
head to southern France for the final leg of the 
tour with a diver and underwater cameras in tow, 
to a fishing holiday complex called Iktus, where 


their first mission is to catch a giant sturgeon. 
Shown Monday 9pm ITV4 (S) (HD) 


12.30am Celebrity Catchphrase Fiona Bruce, Josie 
Gibson and Scott Mills try to guess the familiar phrases 
and win money for their chosen charities. Presented 

by Stephen Mulhern. Shown Sunday 5pm (S) (AD) (HD) 
1.20 Cash Trapped Hosted by Bradley Walsh. (R) (S) (HD) 
2.10 Loose Women Shown 12.30pm (S) (HD) 

3.00 Pride of Britain: a Windrush Special 

Shown 10.45pm (S) (SL) (AD) (HD) 

3.50 Unwind A sequence to calm the mind. (S) (HD) 
5.05-6.00am Moneyball Game show. (R) (S) (SL) (AD) (HD) 


ITV1 Freeview 3/HD 103 Freesat 103 Sky 103 Virgin 103 
+1 Freeview 35 Freesat ll2 Sky 203 Virgin 303 


Bangers: Mad 
for Cars 10.15pm 
A need for speed: 
Naomi Schiff and © 
Tinie hunt for the = 
best sports car 


i a J 


5.00pm Help! We Bought a Village 
A couple from Sussex create a cocktail lounge. 
Repeated 7pm 4seven, tomorrow 2.30pm 4seven (S) (HD) 


6.00 Four in a Bed 
A visit to Dartmoor Reach in Devon. (S) (HD) 


6.30 The Simpsons 
Ned 'n’ Edna's Blend Agenda. The town discover 
Ned and Edna have tied the knot. (R) (S) (AD) (HD) 


7.00 Channel 4 News Sport; Weather (s) (HD) 


7.55 Stand Up to Cancer: Nnamdi's Story 
The Ojimba family tell the story of Nnamdi, who 
was diagnosed with prostate cancer in 2017. 
Signed repeat Wednesday 1:15am (R) (S) (AD) (HD) 


8.00 The Great British Bake Off 
@ 5/10. The bakers are hoping not to crumble 
under pressure as they face Pastry Week. For 
the Signature challenge the contestants make 
savoury picnic pies, before the Technical challenge 
features a classic French rough puff pastry. For 
the Showstopper they create stunning decorative 
sweet pies, but who will impress judges Paul 
Hollywood and Prue Leith? Alison Hammond 
and Noel Fielding host. The Great British Bake 
Off: an Extra Slice is on Thursday 8pm. See p77. 


Series producer Sophia Reid; Exec producers Letty Kavanagh, 
Richard McKerrow, Kieran Smith and Jenna Mansfield Signed 
simulcast on 4seven Rptd 10.20pm 4seven, Wed 7.45pm 4seven, 
Thu 9pm 4seven Signed rpt Wed 1.05pm C4 (S) (AD) (HD) 


9.15 Stand Up to Cancer: Don't Look 
Down 

3/5. The celebrities are struggling to hold it 
together as the mental and physical strain of 
high-wire walking takes its toll. Now team leader 
Paddy McGuinness and his squad are confronted 
with Austria's 400-foot Schlegeis Dam. 


Series producer Kim Allinson; Exec producers Melanie Leach, Andrew 
Mackenzie, Caroline Davies and Rebecca McLaughlin Rptd 1.35pm 
Aseven, Wed 9pm 4seven, Signed rpt Thu 1.55am C4 (S) (AD) (HD) 


10.15 Bangers: Mad for Cars 

2/4. Rapper Tinie and stunt driver Naomi Schiff 
feel the need for speed as they hunt for the 
best sports car. Tinie’s search takes him to a 
farm where he learns how to drift a Mazda 
MX-5. After visiting a showroom with retired 
football ace Patrice Evra, Tinie meets a group of 
passionate Ayrton Senna fans and drives the 
Formula One legend's Honda NSX. Meanwhile 
Naomi meets comedian Guz Khan, who chats 
about his love for BMW and Mercedes. The 
whole series is available to stream. 


Series producer Paolo Proto; Executive producers Gill Wilson 
and Patrick Okogwu Repeated 2.45am 4seven (S) (AD) (HD) 


11.20 Gogglebox 

Ep 7. The armchair critics share their opinions. 
Shown last Friday (S) (AD) (HD) 

12.25am A look at Close to Me and Nadiya's Fast 
Flavours. From November 2021. (R) (S) (SL) (AD) (HD) 


1.20 Stand Up to Cancer: Marcia's Story Marcia's 
chemotherapy story. Shown yesterday 7.55pm (S) (SL) (AD) (HD) 
1.25 Ramsay's Kitchen Nightmares USA The chef is in 
Philadelphia to help a family-run restaurant. (R) (S) (SL) (HD) 
2.15 Total Recall *** Sci-fi action thriller with Colin 
Farrell and Kate Beckinsale. Factory worker Douglas 
Quaid visits Rekall, a company that implants false 
memories. But while undergoing the procedure he 
discovers some dark secrets about himself. 
Director Len Wiseman (2012, 12) (S) (SL) (W) (HD) 
4.15 Grand Designs A couple plan to build a family 
home almost entirely out of concrete. (R) (S) (AD) (HD) 
5.10-6.05am Tool Club Kevin Duala and the team 
transform a book shop in Dumfries. (R) (S) (HD) 


Channel 4 Freeview 4/HD 104 Freesat 104 Sky 104 Virgin 104 
+1 Freeview 15 Freesat 121 Sky 204 Virgin 304 


BBC4 


The Hidden 
Children of 
Ruinerwold 
Farm /0.00pm 
Confronting a 
traumatic past 


7.00pm Great British Railway 
Journeys 

Oxford to Abingdon. Michael Portillo 
visits the Home Counties, exploring 
the interwar years of the last century. 


Continues tomorrow 7pm. 
Repeated 1.50am (R) (S) (AD) (HD) 


7.30 Climbing Great Buildings 
Coventry Cathedral. Dr Jonathan 

Foyle explores Coventry Cathedral, which 
has come to symbolise the rebirth of a 


nation. Next episode tomorrow 7.30pm. 
Repeated 2.20am (R) (S) (AD) (HD) 


8.00 Some Mothers Do ‘Ave 
‘Em 

6/6 Series 2. The Baby Arrives 
Betty finally goes into labour. First 


aired in 1973. A box set is on iPlayer. 
Writer Raymond Allen; Producer Michael Mills (R) (S) 


8.30 Yes Minister 
5/7 Series 2. The Devil You Know 


Rumours anger Jim Hacker. From 1981. 
Writers Jonathan Lynn and Antony Jay 
Director/Producer Peter Whitmore (R) (S) 


9.00 The Witch Hunts: Lucy 
Worsley Investigates 

The historian looks back to a time 400 
years ago when thousands of people, 
mostly women, were hunted down, 
tortured and killed in witch-hunts 
across Scotland and England. 


Director Georgina Leslie; Executive producerJulia 
Harrington Repeated 2.50am (R) (S) (AD) (HD) 


10.00 The Hidden Children of 
Ruinerwold Farm 

New series. 1/4. In 2019, the Dutch 

village of Ruinerwold became 
world news when a hidden family were 
discovered on a local farm, where six 
adult children had been kept in seclusion 
and abused by their father Gerrit-Jan 
Van Dorsten. Now 24-year-old Israel is 
reunited with his older brothers Shin 
and Edino and sister Mar Jan to recount 
their experiences growing up. (HD) 
10.50 2/4. Allegations of physical and 
sexual abuse come under discussion 
and three of the older children decide 
to visit their father, who is being held 
in a secure hospital. The whole series 
will be on iPlayer after tonight's 
episodes. See page 76. 


Producer Jessica Villerius (HD) 


11.35 Imagine... 

Bernardine Evaristo: Never Give Up 
Alan Yentob meets Anglo-Nigerian 
author Bernardine Evaristo, whose 
Booker Prize-winning novel Girl, Woman, 


Other has become a global phenomenon. 
Director/Producer Luke McMahon 
Repeated Thursday 1.55am (R) (S) (HD) 


12.45am Toni Morrison Remembers... 
Imagine... The Nobel Prize-winning novelist, 
renowned for her depictions of black American 
history, tells Alan Yentob about her poor 
upbringing in Ohio in the 1930s. (R) (S) (HD) 
1.50 Great British Railway Journeys 
Shown 7pm (S) (AD) (HD) 

2.20 Climbing Great Buildings 

Shown 7.30pm (S) (AD) (HD) 

2.50-3.50am The Witch Hunts: Lucy 
Worsley Investigates Shown 9pm (S) (AD) (HD) 


BBC4 F'view 9/HD 106 F'sat 108 Sky 116 Virgin 108 


BBC1 
SCOTLAND 


7.00-7.30pm River 
City 10.40 Street 
Gangs 11.10 Hunting 
the Catfish Crime Gang 
12.10am The Big 
Scottish Book Club 1.10 
The Edit 1.25 Weather 
for the Week Ahead 
1.30-6.00 BBC News 


BBC 
SCOTLAND 


7.00pm Grand Tours 
of Scotland's Lochs 
8.00 Scotland's Sacred 
Islands with Ben Fogle 
9.00 The Nine 

10.00 David Wilson's 
Crime Files: Scams and 
Scandals 10.30 The 
Big Scottish Book Club 
11.30-12 midnight Body 
on the Beach: What 
Happened to Annie? 


STV 


10.00pm ITV News; 
STV News and Weather 
10.40 Scotland Tonight 
11.05 Pride of Britain: 
a Windrush Special 

12 midnight-12.30am 
Sean's Scotland 
3.50-5.05 

Night Vision 


ITV1 BORDER 
SCOTLAND 


10.45pm Representing 
Border 11.15 Pride of 
Britain: a Windrush 
Special 12.05-12.30am 
The Way We Were 


BBC1 WALES 


10.40pm Rookie 
Nurses: Leah faces her 
biggest challenge yet 
11.10 Hunting the 
Catfish Crime Gang 
12.10am Michael 
Mcintyre’s The Wheel 
1.10-6.00 BBC News 


BBC2 WALES 


1.45pm First Minister's 
Questions: with Mark 
Drakeford 2.45 
Unbeatable 3.15 
Wanted Down Under 
4.00 Call That Hard 
Work? 4.45-5.15 Wild 
Cameramen at Work 
11.15 Beacons: Short 
Films from Wales 
11.35-12.40am Union 
with David Olusoga 


ITV1 WALES 
10.45pm Face to Face 
11.15 Pride of Britain: 
a Windrush Special 
12.05-12.30am 
Wales on TV 


BBC2 
NORTHERN 
IRELAND 


10.00-10.30pm 
Mortimer and 
Whitehouse: Gone 
Fishing: Bob and Paul 
visit the Peak District 


Channel 5 
listings are overleaf 


RT Choice #& Family @ Red button (R) Repeat (S) Subtitles (SL) Signing (AD) Audio description (HD) High def FILMS Bd Premiere (W) Widescreen (BW) Black/white EXEI Outstanding ***«* Very good *** Worth watching ** Could be worse * Poor 


Jal AVGSsANL 


UOISIAS 


79 


Channel 5 
| a ge 


The Hotel Inspector 9.00pm Alex 
meets the Cavern crew in Yorkshire 


5.35am Milkshake! See page 82 

9.15 Jeremy Vine (S) (HD) 

11.15 Storm Huntley (S) (HD) 

12.40pm Alexis Conran (S) (HD) 

1.40 5 News (S) (HD) 

1.45 Home and Away Xander decides 

not to lie for John any longer. 

Shown yesterday 6.30pm 5 Star (S) (AD) (HD) 

2.15 Reunited at Christmas ** 
Romantic drama. A novelist with 
writer's block and her boyfriend gain a 

new perspective on the Christmas season. 

Director Steven R Monroe (2018) (S) (W) (HD) 

4.00 Bargain-Loving Brits in the Sun 

After a week in Spain, Chris and his partner 

Gary have found an apartment. (R) (S) (HD) 


5.00pm 5 News (Ss) (HD) 


6.00 Dogs Behaving (Very) Badly 
6/15 Series 4. Graeme meets a german 
shepherd that barks at anything, and the 
constant noise means his owners could 
be handed an eviction order. (R) (S) (HD) 
6.55 5 News Update (S) (HD) 


7.00 Traffic Cops 

Police officers deal with drink and drug 
related incidents over a busy spring bank 
holiday. In Derby, a suspected drugged 
driver attempts to escape arrest. Nearby, 
officers respond to reports of a drunk 
driver weaving down a dual carriageway. 
Series director Simon Meehan (R) (S) (HD) 

7.55 5 News Update (S) (HD) 


8.00 New series. Police 999: 
Clear and Present Danger 

Footage of police dealing with dangerous 
situations. Two officers put their lives on 
the line when they try to talk down a man 
armed with knives. A police dog takes on 
a violent thug after its handler is attacked, 
and a 999 caller confesses to a murder. 
Director Salvatore Assenza (S) (HD) 

Followed by 5 News Update (s) (HD) 


9.00 The Hotel Inspector 

Ep 3. Series 18. Alex faces an 

unusual cry for help this week, as 
she visits Stump Cross Caverns, beneath 
the Yorkshire Dales. The limestone cave 
system and visitor attraction boasts its 
own cinema, gift shop, café and outdoor 
play area, but the family-run business 
now faces an uncertainty. See page 76. 
Director Tom Weller (S) (HD) 


10.00 A&E after Dark 

A 34-year-old man is brought in after 
having punched his arm through a window. 
Directors Selina Lewis and Simon Bowyer (R) (S) (HD) 
11.05 999: Critical Condition 

When a heavily bandaged Simon is 
helicoptered into hospital following an 
industrial accident, trauma team leader 
Anthony immediately fears the worst. 
Shown last Tuesday 5 Star (S) (HD) 

12.05am Cricket World Cup: South Africa v 
Bangladesh (S) (HD) 1.30 Casino (S) (HD) 3.30 
The All-Inclusive: How Do They Do It: and 
Should You? (R) (S) (HD) 4.40 Wildlife SOS 
(R) (S) (SL) 5.05 House Doctor (R) (S) (SL) 
5.30-5.35am Entertainment News (S) (HD) 
C5 Freeview 5/HD 105 Freesat 105 Sky 105 Virgin 105 
+1 Freeview 38 Freesat 128 Sky 205 Virgin 305 


Poltergeist 0.00pm Carol Anne 
(Heather O'Rourke) hears a voice 


7.00pm A Wright Family Holiday 
3/6. The trio continue their tour of Britain 
in Northumberland. (S) (AD) (HD) 

7.30 4/6. The Wrights visit Scotland, 
where the sibling rivalry comes to the fore. 
Continues tomorrow 7pm. (S) (AD) (HD) 
Followed by New. The Catch Up (s) (HD) 


8.00 Top Gear 

Jeremy Clarkson, James May and Richard 
Hammond try to find the world’s hottest 
hatchback. More tomorrow 8pm. (S) (HD) 


9.00 Soldier 

3/5. At the Infantry Training Centre, the 
gruelling course reaches its halfway point 
with only 34 of the original 45 recruits 


remaining. The whole series is on iPlayer. 
Shown last Thursday BBC1 (S) (AD) (HD) 


10.00 Poltergeist x*x** 

| i Horror starring JoBeth Williams and 
Craig T Nelson. A suburban family's 

youngest child hears a voice from inside the 

TV. At first there is an invasion of friendly 

spirits, but then a terrifying force of evil 

threatens to destroy the house. Available on 

iPlayer for 26 days. Film of the Day: p83. 

Director Tobe Hooper (1982, 15) (S) (W) (HD) 

Shown Saturday BBC1 


11.50 New. The Bold Type 

7/16 Series 4. Kat and Adena need to put 
aside their differences to work on a Scarlet 
project. More tomorrow 11.25pm. (S) (HD) 
12.30am BBC New Comedy Awards (S) (HD) 
1.00 Hunting the Catfish Crime Gang (S) (AD) 
(HD) 2.00 Hire Me: Competing for a Dream 
Job (S) (HD) 3.00=4.00am A Wright Family 
Holiday: double bill (S) (SL) (AD) (HD) 

BBC3 F'view 23/HD 107 (not Scot/Wales) F'sat 179/HD 107 
Sky 115 (117 Wales; 121 Scotland) Virgin 107 (157 Scotland/Wales) 


ITV2 [6] 


5.00am CITV (HD) 9.00 One Tree Hill: Sheryl 
Crow guest stars (S) (HD) 10.00 Dawson's 
Creek (S) (HD) 11.00 Dress to Impress (S) (HD) 
12 noon Dinner Date (S) (AD) (HD) 1.00pm 
Alan Carr's Epic Game Show (S) (AD) (HD) 2.00 
Chuck (S) (HD) 3.05 One Tree Hill (S) (HD) 4.00 
Dawson's Creek: the gang celebrate Christmas 
(S) (HD) 5.00 Dinner Date (S) (AD) (HD) 


6.00pm Celebrity Catchphrase Chris 
Ramsey, Heather Small and Kelvin Fletcher 
try to identify the famous phrases. (S) (AD) (HD) 
7.00 Alan Carr's Epic Game Show Alan 
Carr dusts off the rules to The Price is Right 
and invites eight lucky players to “come on 
down" to contestants’ row and guess the 
cost of a host of prizes. (S) (AD) (HD) 

8.00 Bob's Burgers Series 7 Gayle’s cat 
breaks into showbiz. (S) (AD) (HD) 

8.30 Bob teams up with Jimmy Pesto to 
oust a regular food-scammer. (S) (AD) (HD) 
9.00 New. Big Brother Highlights from 

the past 24 hours inside the house, as the 
contestants settle into their third week under 
the watchful gaze of Big Brother. (S) (HD) 
10.00 New. Big Brother: Late and Live 
AJ Odudu and Will Best present gossip and 
updates from the famous house, featuring 
celebrity guests and a studio audience. (S) (HD) 
11.05 Family Guy Series 3. Three stories 
inspired by viewers’ letters, including a tale in 
which the Griffins gain superpowers. (S) (AD) (HD) 
11.35 Series 17 Brian worries about his 
ongoing legacy, so Stewie creates a robot 
clone of him as a living biography. (S) (AD) (HD) 
12.05am American Dad!: double bill (S) (AD) (HD) 
1.00 Bob's Burgers (S) (AD) (HD) 2.00 Don't Hate 
the Playaz (S) (HD) 2.40=3.00am Unwind (S) (HD) 
ITV2 Freeview 6 Freesat 113 Sky 118 Virgin 115 

+1 Freeview 29 Freesat 114 Sky 218 Virgin 315 


Innocent 17.05pm Sally puts on a 
brave face as she returns to work 


6.00am Classic Emmerdale (S) 7.05 Classic 
Coronation Street (S) (AD) 8.10 Bless This 
House (S) 9.15 Where the Heart Is: 8/10 
Series 9, Peaches and Cream. Sally worries 
about her marriage Repeated 12.05am; 10.25 
9/10. So Long. Megan goes into labour 
Repeated 1.10am (S) (AD) 11.30 Heartbeat: 
14/24. The accountant of a gangster is on 
the run from his bosses; 12.35pm 15/24, 

A flood of forged notes leads the police to 
believe that a missing gangster is around (S) (AD) 
1.40pm Classic Emmerdale: double bill. 
Charity's glad to get her baby back, then Carl 
struggles to contain his guilt as the day of 
Paul's funeral dawns (S) 2.40 Classic 
Coronation Street: double bill. Shelley is 
shocked when Peter tells her he still loves 
her, then Les ropes in Tyrone for a double 
date with Cilla and her friend (S) (AD) 
3.50 Agatha Christie's Marple: The Secret of 
Chimneys. A weekend away at a country 
house takes Miss Marple into the heart of a 
high-level diplomatic gathering (S) (AD) (HD) 


5.55pm Heartbeat 

16/24 Series 18. Mason's personal feelings 
compromise his professional judgement 
when a local woman is murdered. (S) (AD) 
6.55 17/24. Mason and Miller tackle 
tribal prejudice after an attempt is made 
on a local farmer's life. (S) (AD) 


8.00 Midsomer Murders 

Series 20. Till Death Do Us Part 
Reluctantly joining Sarah at a family 
friend's wedding, Barnaby soon finds 
himself on the trail of a killer. (S) (AD) (HD) 


10.00 DI Ray 

2/4. Rachita and the team race to track 
down Anjuli Kapoor, making more than 
one grim discovery in the process. 
Continues tomorrow 9pm. (S) (AD) (HD) 


11.05 Innocent 

2/4 Series 2. As Sally returns to work, the 
police question Anna. What is she hiding, 
and what are Matthew's parents covering 
up? Continues tomorrow 9pm. (S) (AD) (HD) 
12.05am Where the Heart Is Shown 915/10.25am 
(S) (AD) 2.10-2.30am Unwind (S) (HD) 

ITV3 Freeview 10 Freesat 115 Sky 119 Virgin 117 

+1 F'view 59 (9om-4am) F'sat 116 Sky 219 Virgin 317 


ITV4 


6.00am Football Rivalries (S) (HD) 6.20 
Minder (S) (SL) (AD) 720 The Professionals (S) 
(SL) (AD) 8.25 The Saint (S) 9.35 Dempsey 
and Makepeace (S) (AD) 10.40 Magnum, PI 
(S) (AD) (HD) 11.40 BattleBots (S) (HD) 
12.40pm The Saint (S) 1.50 Dempsey and 
Makepeace (S) (AD) 2.50 Magnum, PI (S) (AD) 
(HD) 3.50 The Professionals (S) (AD) 4.55 
Minder: a tycoon goes back on his word (S) (AD) 
6.00pm New. BattleBots Just eight bots 
remain to compete for a place in the 
semi-finals. Repeated tomorrow 11.35am (S) (HD) 
7.00 The Chase Celebrity Special With 
Jacqui Oatley and Johnny Vegas. (S) (HD) 
8.00 FILM Tomorrow Never Dies **** 
Spy adventure starring Pierce Brosnan. 
Intending to reap the profits for his multimedia 
empire, Elliot Carver attempts to start conflict 
between Britain and China. (S) (AD) (W) (HD) 
10.25 New. All Elite Wrestling: Rampage 
Hard-hitting wrestling action. (S) (HD) 

11.35 FILM Lawman *x Western starring 
Burt Lancaster and Robert Ryan. (S) (AD) (W) (HD) 
1.40am Auto Mundial (S) (HD) 2.05 Motorsport 
Mundial: motorsport highlights (S) (HD) 
2.30-3.00am The Protectors (S) (SL) (HD) 

ITV4 Freeview 26 Freesat 117 Sky 120 Virgin 118 

+1 Freesat 118 Sky 220 Virgin 318 


Dalziel and Pascoe 8.00pm Daiziel 
decides to take a break in East Anglia 


7.10am All Creatures Great and Small 
Repeated 4.20pm (S) 8.00 Doctors: double bill. 
Steve helps a lonely man, then Rana's 
neighbour is seriously wounded (S) 9.20 
Classic Holby City: Sacha makes a desperate 
bid to save Rachel, leaving Chrissie with a 

big decision (S) (HD) 10.40 Casualty: a young 
girl seems to know as much as staff about 
running the casualty department 11.50 The 
Bill: Gabriel is tempted to break the law again 
12.50pm Classic EastEnders: double bill. Jim 
and Patrick try to impress the women in their 
lives, then Derek reflects on his past 2.10 Pie 
in the Sky: 1/10 Series 1. Detective Inspector 
Henry Crabbe prepares to open a restaurant (S) 
3.10 Bergerac: 6/10 Series 3. Jim protects an 
accident-prone Arab visitor 4.20 All Creatures 
Great and Small: 5/16 Series 3. If Wishes Were 
Horses. A local rascal turns over a new leaf 
Shown 710am 5.30 The Upper Hand: 5/19 
Series 4. A woman from Charlie's past proposes 


6.05pm ‘Allo ‘Allo! 

22/26 Series 5. Train of Events. René 
bumps into Mimi, the Colonel and Gruber 
on the night train to Geneva. (S) 


6.40 Last of the Summer Wine 
Series 17. Bicycle Bonanza. Foggy decides 
to go trekking across the moors. (S) (AD) 
7.20 The Glamour of the Uniform 
Howard threatens to join the French 
Foreign Legion. (S) (AD) 


8.00 Dalziel and Pascoe 

3/3 Series 1. An Autumn Shroud. Dalziel 
decides to take a break in East Anglia, where 
he indulges in a fling with a widow. (S) (AD) 


10.00 New Tricks 

4/10 Series 11. Ghosts. A distressed 
patient with dementia runs away from her 
care home to report a killing. (S) (AD) (HD) 


11.20 Dalziel & Pascoe 

1/4 Series 4. On Beulah Heights. The duo 
investigate a child's murder. (S) (AD) 
1.25am Banished: 2/7, Freeman realises the 
time has come to take drastic action (S) (AD) (HD) 
2.35-4.00am Classic Holby City: Jonny 
and Jac clash over a young patient (SL) 
Drama Freeview 20 Freesat 158 Sky 143 Virgin 116 

+1 Freeview 60 Sky 243 Virgin 316 


ITVBe 2a 


7.00am The Real Housewives of Cheshire (S) 
(AD) (HD) 8.00 The Big Bake: Halloween (S) (HD) 
9.00 LittleBe: children’s programmes (HD) 
12 noon Unboxed (S) (HD) 12.25pm The Real 
Housewives of Beverly Hills (S) (HD) 1.25 The 
Only Way Is Essex (S) (HD) 2.05 The Big Bake 
(S) (HD) 3.05 New. Million Dollar Listing: LA: 
will Tracy come to regret bringing Flagg in on 
a deal? (S) (HD) 4.05 The Real Housewives of 
New Jersey (S) (HD) 5.00 The Real 
Housewives of Salt Lake City (S) (HD) 
6.00pm Masters of Flip Dave and Kortney 
Wilson improve a brick cottage. (S) (HD) 

7.00 The Big Bake Brad Smith challenges 
the teams to create creepy cakes. (S) (HD) 
8.00 New. The baking teams create cakes 
that feature colossal creepy crawlies. (S) (HD) 
9.00 New. Emergency Nurses: A&E 
Stories Emergency nurse David treats a 
man who has been crushed by a bull. (S) (HD) 
10.00 Botched A friend seeks help for his 
botched stomach. (S) (AD) (HD) 

11.00 A young woman ravaged by a 
flesh-eating disease seeks help. (S) (AD) (HD) 
12 midnight The Only Way Is Essex (S) (HD) 
12.45-1.00am Unwind (S) (HD) 

ITVBe Freeview 28 Freesat 119 Sky 131 (132 Scotland) 
Virgin 119 +1 Virgin 319 


ALL PROGRAMMES ON THE ABOVE CHANNELS ARE REPEATS UNLESS OTHERWISE STATED 


24 Hour Baby Hospital 0.00pm 
Rose and Slavi with their baby girl 


8.55am Kirstie's House of Craft 9.15 A 
Place in the Sun 10.05 A New Life in the Sun 
11.05 Find It, Fix It, Flog It: two editions (AD) 
1.10pm Heir Hunters 3.10 Four in a Bed 
5.50 The Secret Life of the Zoo (AD) 
6.55pm The Dog House Australia Sammy 
the Jack Russell could be just what reserved 
youngster Alex needs, and can neglected 
Martin the staffy find the home he deserves? 
7.55 Grand Designs Mark and Candida want 
to transform their 17-acre smallholding in Devon 
with a new timber-framed house topped by a 
complex curvy roof, and a working barn with 
a steel frame and traditional Devon cob. (AD) 
9.00 24 Hours in A&E At Queen's Medical 
Centre in Nottingham, a 77-year-old is treated 
for a cardiac arrest and a woman has a spinal 
fracture after falling from her horse. (AD) 
10.00 24 Hour Baby Hospital Bulgarian 
couple Rose and Slavi arrive from Kildare 
just in time for the speedy arrival of their 
baby girl, while Joyce discovers she is about 
to become a mother to triplets. (AD) 

11.05 24 Hours in A&E Phil, 60, falls just 
two feet from a ladder but manages to 
fracture his spine, wrist and ribs. Doctors fear 
he may have serious internal injuries, but 
Paul, Phil's business partner and friend of 28 
years, is there to provide moral support. (AD) 
12.10am Emergency Helicopter Medics (AD) 1.15 
Eight out of Ten Cats Does Countdown: with Harriet 
Kemsley and Chris McCausland 2.15 24 Hours in 
A&E (AD) 3.20=3.50am Food Unwrapped (AD) 
More4 F'view 18 F'sat 124 Sky 136 (137 Scotland) 
Virgin 147 +1 Freesat 125 Sky 236 (237 Scot) Virgin 347 


E4 [13] 


6.00am Hollyoaks Shown last Thu/Fri (AD) 7.00 
Married at First Sight UK 8.00 Melissa & Joey 
(AD) 9.00 Brooklyn Nine-Nine (AD) 10.00 
The Big Bang Theory (AD) 11.00 The Goldbergs 
12 noon The Big Bang Theory (AD) 2.00pm 
The Goldbergs (AD) 3.00 Modern Family: two 
episodes 4.00 Married at First Sight UK 
5.05 The Big Bang Theory: double bill (AD) 
6.00pm The Big Bang Theory 22/23 Series 3 
Penny learns more about the friends. (AD) 
6.30 23/23. Penny seduces Leonard. (AD) 
7.00 New. Hollyoaks Mercedes is not in the 
mood to celebrate. Rptd Thursday 6.30am (AD) 
7.30 Young Sheldon 12/21 Series 3. Paige 
struggles with her parents’ divorce. (AD) 
8.00 New. Modern Family 9/22 Series 7 
The families decamp to a mountain cabin. 
8.30 New. 10/22. Haley, Alex and Luke run 
into Ray Liotta. First shown on Sky Showcase 
9.00 New. Married at First Sight UK 

The couples share their likes and dislikes. 
10.05 New. Rick and Morty Series 7 Rick 
teaches Jerry he works smarter, not harder. (AD) 
10.35 Rick tries to help an old friend. (AD) 
11.05 Naked Attraction Skyla and Zeus are 
looking for their perfect partners. (AD) 
12.10am First Dates (SL) (AD) 1.15 Married at 
First Sight UK 2.20 Gogglebox (SL) (AD) 3.15 
Below Deck Sailing Yacht (AD) 4.00 Brooklyn 
Nine-Nine (AD) 4.50=6.00am Black-ish (AD) 

E4 Freeview 13 Freesat 122 Sky 135 (136 Scot) Virgin 106 
+1 Freeview 30 Freesat 123 Sky 235 (236 Scot) Virgin 306 
E4 Extra F'view 31 F'sat 181 Sky 138 (139 Scot) Virgin 287 


Really 


6.00am Fantasy Homes by the Sea 7.00 Shopping 
8.00 Salvage Hunters 9.00 The Repair Shop 
10.00 The Yorkshire Auction House 11.00 
Antiques Road Trip 12 noon Money for Nothing 
1.00pm A Place in the Sun: Home or Away 2.00 
My 600lb Life 4.00 Animal Cops Houston (AD) 
5.00 Helicopter ER 6.00 The Yorkshire Auction 
House 7.00 Antiques Road Trip 9.00 My Feet Are 
Killing Me 10.00 New. 90 Day Fiancé 12 midnight 
Destination Fear 1.00am Ghost Adventures 2.00 
Shopping 4.00 as 4pm 5.00-6.00am as 12 noon 


Really Freeview 17 Freesat 160 Sky 142 Virgin 128 


The Movies 9.30pm Films from the 
1980s, including E:T. the Extra-Terrestrial 


6.00am Arts Uncovered 6.10 LA 
Philharmonic Centennial Birthday Gala 
8.00 The Joy of Painting 9.00 Tales of the 
Unexpected (AD) 10.00 Alfred Hitchcock 
Presents 11.00 Discovering: lan McKellen 

12 noon The Joy of Painting 1.00pm Tales 
of the Unexpected (AD) 2,00 Wonderland: 
from JM Barrie to JRR Tolkien 3.00 Boswell 
and Johnson's Scottish Road Trip 4.00 
Discovering: Ed Harris: a profile of the actor 
5.00 Tales of the Unexpected (AD) 

6.00pm Alfred Hitchcock Presents A 
special delivery may be an invading life form. 
6.30 A salesman forces a truck off the road. 
7.00 The Joy of Painting Bob Ross 

paints a snow-bound cabin at sunset. 

7.30 Bob creates a startling rendition of the 
Northern Lights above a snowy landscape. 
8.00 Cirque du Soleil: Nouvelle 
Experience A performance by the artistic 
circus troupe, featuring contortionists, 
trapeze artists, acrobats and jugglers. 

9.30 The Movies The journey through 
American cinema continues into the 1980s. 
10.30 Discovering: Michelle Yeoh The life 
and career of the Oscar-winning actress. 
11.30 Joe Cocker: Mad Dogs and Englishmen 
A concert at Manhattan's Fillmore East and 
the Santa Monica Civic Auditorium. 

1.45am Phil Collins: Going Back to Detroit 2.35 
Video Killed the Radio Star 3.05 Cheltenham 
Literature Festival 4.05 The South Bank Show 
5.00-6.00am The Great Songwriters 

Sky Arts Freeview 36 Freesat 147 Sky 130 (131 Scotland) 
Virgin 140/HD 123 BT 350/HD 365 


9.00am The Great House Giveaway 10.00 
Come Dine with Me: from around Swindon (AD) 
12.30pm A Place in the Sun 2.30 Help! We 
Bought a Village 3.30 Come Dine with Me (AD) 
6.00pm A Place in the Sun Looking for a 
holiday home on the island of Gran Canaria. 
7.00 Help! We Bought a Village Ep 7 
Series 2. A couple from Sussex turn an animal 
shelter into a cocktail lounge. Shown 5pm C4 
8.00 New. Cui CHOICE The Great British 
Bake Off 5/10 Series 14. In Pastry Week, the 
bakers make savoury picnic pies in the 
Signature, rough puff pastry in the Technical, 
along with decorative sweet pies in the 
Showstopper. See p77. Simulcast with C4 (SL) (AD) 
9.15 Gogglebox An edition from March, with 
reviews of Jamie's £1 Wonders, Married at 
First Sight Australia and Only Connect. 
10.20 [ai CHOICE The Great British 
Bake Off 5/10 Series 14. Alison Hammond and 
Noel Fielding host. See p77. Shown 8pm C4 (AD) 
11.35 Stand Up to Cancer: Don’t Look 
Down 3/5. The celebrities are struggling to 
hold it together as the mental and physical 
strain takes its toll. Shown 9:15pm Channel 4 (AD) 
12.40am Celebrity SAS: Who Dares Wins (AD) 
1.40 999: on the Front Line 2.45 Bangers: Mad 
For Cars (AD) 3.45=4.45am 24 Hours in A&E (AD) 


Aseven F'view 49 F'sat 127 Sky 137 (138 Scot) Virgin 143 


6.00am How Do They Do It? 6.30 Shed and Buried 
7.00 The Repair Shop 8.00 American Pickers 10.00 
Chasing Classic Cars 11.00 Salvage Hunters: Classic 
Cars (AD) 12 noon How Do They Do It? 1.00pm 
Money for Nothing 2.00 The Repair Shop 3.00 Shed 
and Buried 4.00 Salvage Hunters 5.00 Salvage 
Hunters: the Restorers (AD) 6.00 Wheeler Dealers 
7.00 Outback Opal Hunters 8.00 Salvage Hunters 
9.00 New. Shed and Buried 10.00 Eali CHOICE 
New series. Massive Engineering Mistakes See 
p77 11.00 New. British Superbike Championship 
12.30am New. Wheeler Dealers 1.00 Cops UK: 
Bodycam Squad 2.00 Chasing Classic Cars 

3.00 as tlam 4.00-5.00am How It's Made 


Quest Freeview 12 Freesat 172/HD 167 Sky 144 Virgin 137 
+1 Freeview 70 Freesat 168 Sky 244 Virgin 337 


Yesterday 


Joanna Lumley's Trans-Siberian 
Adventure 8.00pm The Great Wall 


6.10am Warbird Workshop 8.00 
Abandoned Engineering (AD) 10.00 Narrow 
Escapes of World War II (AD) 11.00 The 
Buildings That Fought Hitler (AD) 

12 noon Great American Railroad Journeys 
1.00pm Antiques Roadshow 2.00 Bangers 
and Cash: double bill (AD) 4.00 The Buildings 
That Fought Hitler (AD) 5.00 Auschwitz: 

the Nazis and the Final Solution 

6.00pm Great British Railway Journeys 
Michael Portillo travels from Hull to Malton. 
6.30 Exploring York, Leeds and Bradford. 
7.00 Antiques Roadshow Fiona Bruce 
presents from Crathes Castle, Aberdeenshire. 
8.00 Joanna Lumley’'s Trans-Siberian 
Adventure The actress embarks on a 6,400- 
mile journey using the Trans-Siberian Railway. 
9.00 The Architecture the Railways Built 
In Great Malvern, Tim Dunn learns about the 
woman behind a decorative 1860s station. (AD) 
10.00 Bangers and Cash Derek has three 
scooters to collect, while also finding room 
for a Daimler and a teardrop caravan. (AD) 
11.00 Abandoned Engineering A village 
ruin that is now pitted and scarred. (AD) 

12 midnight Great British Railway Journeys 
1.00-3.00am Warbird Workshop: double bill 
Yesterday Freeview 27 Freesat 159 Sky 155 Virgin 129 
#1 Sky 255 Virgin 329 


Dave 


7.10am David Mitchell's Outsiders (AD) 8.00 
Border Force: America’s Gatekeepers (AD) 
9.00 The Force: behind the Line 10.00 
Inside the Factory 11.00 Rick Stein's Cornwall 
12 noon Storage Hunters UK: double bill 
1.00pm Top Gear: triple bill (AD) 4.00 
Pointless 5.00 Rick Stein's Road to Mexico 
6.00pm Rick Stein's Cornwall Rick tells 
the story of Thomas Hardy's little-known 
love affair with a Cornishwoman. 

6.30 The chef heads out of Newquay to 
catch and cook Cornish king crab. 

7.00 Richard Osman's House of Games 
Matt Edmondson, Sabrina Grant, Andy 
Hamilton and Kirsty Wark take part. 

7.40 Kelly Cates, Tyger Drew-Honey, Desiree 
Burch and Matt Allwright compete. 

8.20 Would I Lie to You? Guests include 
Bob Mortimer, Gabby Logan and Steve Backshall. 
9.00 QI XL Hosted by Stephen Fry. 

10.00 Have | Got 2021 News for You 
11.00 Have I Got a Bit More News for You 
Damian Lewis hosts, with guests journalist 
Katy Balls and comedian Chris McCausland. 
12 midnight Alan Davies: As Yet Untitled 1.00am 
Mock the Week 1.40 Meet the Richardsons: 
double bill (AD) 2.45-4.00am Hypothetical 

Dave F'view 19 F'sat 157 Sky tll (112 Wales) Virgin HD 127 
Dave Ja Vu Freeview 57 Sky 211 (212 Wales) Virgin 327 


Sky Mix [11] 


7.00am Border Security USA (AD) 8.00 
Nothing to Declare (AD) 9.00 Motorway 
Patrol 10.00 Highway Cops 11.00 Highway 
Patrol (AD) 12 noon Motorway Patrol 1.00pm 
Border Patrol 2.00 Border Security USA (AD) 
3.00 Nothing to Declare (AD) 4.00 Stargate 
Atlantis 5.00 Stargate SG-1 6.00 Star Trek: 
Enterprise 7.00 Star Trek: Voyager 8.00 
New. NCIS: Los Angeles: Sam goes to meet 
an informant First shown on Sky Showcase 9.00 
New. The Rookie: Nolan's son is rushed to 
hospital First shown on Sky Witness (AD) 10.00 
Killing Mum and Dad (AD) 11.00 New. Snapped: 
Oklahoma police uncover a love triangle and 
a horrific crime scene First shown on Sky Crime 
12 midnight How | Caught the Killer (AD) 1.00am 
Brit Cops: War on Crime 2.00 Road Wars 3.00 
Highway Patrol (AD) 4.00 Motorway Patrol 
5.00-6.00am Highway Cops (AD) 


Sky Mix Freeview 1! Freesat 144 Sky 151 Virgin 135 


USA [24] 


9.00am NCIS (AD) 10.55 Entertainment 
News 11.00 NCIS 12 noon Law & Order 
6.00pm NCIS Series 9. Triple bill. Vance's 
brother-in-law is linked to the murder of a 
petty officer 7.00 Ziva and Tony attempt 

to rescue a kidnapped US Navy chaplain 
8.00 Gibbs and the team track an arsonist 
(AD) 9.00 Law & Order Series 20. Double bill. 
The death of a war veteran is investigated, 
then a crime scene investigator is murdered 
11.00 Law & Order: Special Victims Unit 
Series 6. Double bill. Fin stumbles on a robbery, 
then a girl claims she has been molested 
12.55am NCIS 2.55 Criminal Minds 
3.35-4.00am 999: Criminals Caught on Camera 
5 USA F'view 21 F'sat 129 Sky 141 Virgin 120 (162 Scot) 
+1 Freesat 130 Sky 241 Virgin 320 


8.00am Bargain-Loving Brits in the Sun 
10.00 Casualty 24/7: Every Second Counts 
11.00 GPs: behind Closed Doors (AD) 12 noon 
Traffic Cops 2.00pm Police Interceptors 
5.00 Car Pound Cops: Give Me My Car Back! 
6.00pm Home and Away Xander decides not 
to lie for John any longer. Shown 1.45pm C5 (AD) 
6.30 New. Remi and Eden stew over Kirby's 
press release. Repeated tomorrow 1.45pm C5 (AD) 
7.00 GPs: behind Closed Doors A patient 
complains about the effects of painkillers. (AD) 
8.00 FILM The Hobbit: the Battle of 

the Five Armies **** Fantasy adventure, 
the conclusion to Peter Jackson's trilogy, 
starring Martin Freeman and lan McKellen. 
Bilbo and his dwarf friends are facing 
enemies on all sides. Review page 83. 
10.45 Coastal Crime: Caught on Camera 
How CCTV and technological advances are 
helping to bring criminals to justice. 

11.45 Sleeping with My Murderer A couple 
whose lies and secrets led to tragedy. (AD) 
12.45am Killer at the Crime Scene 1.45 Skin A&E 
(AD) 2.35=3.00am Home and Away (AD) 

5 Star Freeview 32 Freesat 131 Sky 128 (129 Scotland) 
Virgin 126 +1 Freesat 141 Sky 228 (229 Scot) Virgin 326 


5 Action [33 


9.00am Winter Road Rescue 9.35 The 
Motorway 10.35 Traffic Cops: a chase through 
a housing estate 11.35 Police Interceptors 
12.40pm FILM Kansas Raiders **«* Western 
starring Audie Murphy 2.20 FILM Decision 
at Sundown ** Western starring Randolph 
Scott 4.00 The Motorway 5.00 Traffic Cops 
6.00pm Police Interceptors Damo and Nyci 
are involved in a pursuit that ends in a fireball. 
7.00 Jimmy and his dog Boas have their 
hands full when a dangerous weapon is found. 
8.00 Paul Jackson tries to stop a runaway 
van driver from causing further havoc. 

9.00 Motorway Cops: Catching Britain's 
Speeders On the M6, PC lan Cosgrove heads 
through traffic to the scene of a hit-and-run. 
10.00 New. Ice Cold Catch Valdimar's 
generator cuts out, leaving the crew 
dangerously adrift. Greg's debilitating injury 
keeps him anchored on dry land. 

11.00 World's Deadliest Weather: Caught 
on Camera Devastating flooding washes 
people down the street in Austria. 

12 midnight Police: Night Shift 999 1.00am 
Fights, Camera, Action! 2.00=3.00am Sinkholes 
5 Action Freeview 33 Freesat 132 Sky 150 Virgin 130 


5 Select [46 


9.00am Cash in the Attic 11.00 The Yorkshire 
Vet 1.00pm World's Most Scenic Railway 
Journeys 2.00 The Yorkshire Vet (AD) 4.00 
The Highland Vet 5.00 Ben Fogle: New Lives 
in the Wild: a castaway tribe in Cambodia 
6.00pm World's Most Scenic Railway 
Journeys The luxury A/ Andalus train. 

7.00 The Big Steam Adventure The trio 
travel from Peterborough to York. 

8.00 Rob Bell's Engineering Reborn How 
the Pirelli Tyre Building was transformed. 
9.00 Britain's Lost Battlefields with Rob 
Bell The final battle of the Wars of the Roses. 
10.00 Forged in Fire Armed Forces 
Tournament Forging a bolo knife. 

11.00 The Pacific War in Colour Okinawa. 
12 midnight The US drops bombs on Japan. 
1.05-3.00am Forged in Fire (AD) 


5 Select F'view (HD only) 46 F'sat 133 Sky 153 Virgin 138 


BBC News Freeview 231 Freesat 212 Sky 503 Virgin 601 Sky News Freeview 233 Freesat 202 Sky 501 Virgin 603 BT 33 
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Ambulance Australia 8.00pm 
Dan treats a gunshot wound 


6.10am New. Changing Rooms 
Australia 7.00 My Dream Home 
8.00 Tipping Point 10.00 DIY 
SOS: the Big Build 12 noon 
Rochelle Humes: Interior Designer 
in the Making (AD) 1.00pm Tipping 
Point 4.00 My Dream Home 


6.00pm Property Brothers: 
Forever Homes Drew and 
Jonathan's brother JD wants 
his bachelor pad transformed. 


7.00 DIY SOS: the Big Build The 
team builds a home from scratch 
on the Isle of Sheppey in Kent. 


8.00 Ambulance Australia A man 
with a gunshot wound is treated. 


9.00 24 Hours in A&E A man 
severs three fingers with a saw. 


10.00 999 Rescue Squad A man 
has been crushed by his own car. 


11.00 Louis Theroux: Life on the 
Edge Revisiting documentaries 
exploring forbidden desires. (AD) 


12.10am One Born Every Minute 
1.10 Plate of Origin 2.30-3.00am 
Inside the Ambulance 


W F'view 25 F'sat 156 Sky 132 (133 Scotland) 
Virgin 125 +1 Sky 232 (233 Scotland) Virgin 325 


HGTV a4 


7.00am The Restoration Man (AD) 
8.00 The Great Interior Design 
Challenge 9.00 A Place in the Sun 
10.00 Escape to the Country 
11.00 Fantasy Homes by the Sea 
12 noon The Restoration Man (AD) 
1.00pm New. Bargain Mansions 
2.00 Flip or Flop Nashville 3.00 
The Great Interior Design Challenge 
4.00 Escape to the Country 5.00 
The Restoration Man (AD) 6.00 

A Place in the Sun 7.00 Fantasy 
Homes by the Sea 8.00 Escape to 
the Country 9.00 New. Windy City 
Rehab: Alison expands a family’s 
historical home 10.00 New. Luxe 
for Less 11.00 Bargain Mansions 
12 midnight Fantasy Homes by the Sea 
1.00am The Restoration Man (AD) 
2.00 The Great Interior Design Challenge 
3.00-4.00am My Lottery Dream Home 
HGTV F'view 44 F’sat 166 Sky 158 Virgin 191 
#1 Sky 258 Virgin 391 


London Live 


Available in London area only. Other regional 
stations are available on Freeview 7 or 8 


6.00am Space 1999 7.00 Department 
S 8.00 Grand Tours of the Scottish 
Islands 9.00 Kate Humble: off the 
Beaten Track 9.45 London Districts 
10.00 The Avengers (BW) 11.15 World 
Natural Heritage: Panama 12.15pm The 
Fall and Rise of Reginald Perrin 1.00 
FILM Penny Princess *** 2.50 
FILM Gypsy Girl &*&* Rural romantic 
drama 5.00 William and Mary 6.00 
London Live News 7.00 Castle Builders 
8.00 Shine on Harvey Moon 9.00 
Murder Maps 10.00 Murder Most 
Horrid 10.45 Amerika Square 
12.35am FILM The Ashram ** 
2.25 FILM Moonwalkers ** 4.30 
Grand Tours of the Scottish Islands 
5.00 London Districts 5.15-6.00am 
Kate Humble: off the Beaten Track 


London Live F'view 8 Sky 117 Virgin HD 159 


Food Network [43 


Ainsley'’s Food We Love 
9.00pm Guest Dev Griffin 


6.00am Trisha’s Southern Kitchen 
7.00 The Pioneer Woman 8.00 
Barefoot Contessa: back to Basics 
9.00 New series. The Kitchen: 
the gang serve up some tricks and 
even better treats for Halloween 
10.00 Sophie Grigson: Slice of Italy 
11.00 New. Halloween Baking 
Championship: the eight bakers 
work in pairs to make creepy 
cookies from home 1.00pm The 
Great British Bake Off 3.00 James 
Martin's French Adventure (AD) 
4.00 Barefoot Contessa: back to 
Basics 5.00 The Pioneer Woman 
6.00pm James Martin's French 
Adventure: in Lyon (AD) 7.00 The 
Great British Bake Off: teatime 
treats 8.00 River Cottage Veg: 
cooking with summer garden 
vegetables 9.00 Ainsley's Food 

We Love: with Dev Griffin (AD) 
10.00 Nadiya Bakes: double bill: a 
camembert and chilli brioche wreath, 
then an indulgent chocolate fondant 
11.00 Diners, Drive-Ins and Dives 
12 midnight New. Outrageous 
Pumpkins 1.00am New. Restaurant: 
Impossible 2.00=3.00am Halloween 
Baking Championship: a zombie cake 
Food Network F'view 43 F'sat 148 Sky 140 
(141 Scot) Virgin 190 +1 F'sat 149 Sky 240 (241 Scot) 


Great TV 5d 


8.00am Diagnosis Murder 9.00 
Sue Thomas: F.B.Eye 11.00 Castle 
1.00pm Sue Thomas: F.B.Eye 3.00 
Diagnosis Murder 5.00 Murder, She 
Wrote 7.00 M*A*S*H 9.00 Randall 
and Hopkirk (Deceased): Marty's 
aunt needs protection in Monte 
Carlo 10.00 The Persuaders!: Danny 
meets up with an old friend on the 
French Riviera 11.00 Return of the 
Saint: Simon exposes an embezzler 
12 midnight M*A*S*H 2.00am Randall 
and Hopkirk (Deceased) 3.00 The 
Persuaders! 3.50 Movie News 4.00 
Castle 4.50-5.00am Movie News 
Great TV Freeview 50 (limited) Freesat 142 
Sky 157 Virgin 170 +1 Freesat 143 Sky 257 


RealityXtra (4 


9.00am Medical Detectives 11.00 
Shocking Crimes: Murder Book 
1.00pm Written in Blood: double bill. 
Simon Toyne travels to Manchester 
to examine the gang violence and 
turf wars, then a look into a double 
murder in Northern Ireland 3.00 
Medical Detectives 5.00 Shocking 
Crimes: Murder Book: double bill 
7.00 Judge Judy: 14 editions 
1,.00am Shocking Crimes: Murder Book 
3.00 Written in Blood 4.50-6.00am 
Medical Detectives: triple bill 
RealityXtra Freeview 68 Freesat 134 

Sky 147 Virgin 172 


BBC Parliament [222] 


7.00am Education Questions 8.00 
House of Commons 9.30 Select 
Committees 11.30 Live Foreign, 
Commonwealth and Development 
Office Questions 12.30pm Live House 
of Commons: the day’s proceedings in 
the House of Commons 7.30 Live 
House of Lords 10.00 Welsh First 
Minister's Questions 11.00 Lords 
Questions: questions in the House of 
Lords 11.40-7.00am House of Lords 


BBC Parliament Freeview 232 Freesat 201 
Sky 504 Virgin 605 


PBS America 


- eN 


Britain on Film with Tony 
Robinson 7.20pm Footage 


8.00am Beautiful Serengeti 8.30 
The Ottoman Empire 9.45 Britain 
on Film with Tony Robinson 10.50 
New. After Chaos 11.55 Stalin's 
Executioners: the Katyn Massacre 
1.00pm Beautiful Serengeti 

1.30 as 6.10pm 2.45 as 7.20pm 
3.55 After Chaos 5.00 as 9.40pm 


6.10pm The Ottoman Empire 2/3 
An exploration of the Ottoman 
Empire's Golden Age and the 
height of its expansion into Europe. 


7.20 Britain on Film with Tony 
Robinson Ep 1. Newsreel of world 
leaders in the 1930s, as well as 
footage of everyday life. 


8.35 After Chaos 2/2. Experts 
examine how Warsaw was rebuilt 
after the Second World War. 


9.40 Stalin's Executioners: the 
Katyn Massacre The Soviets’ 
murder of 22,000 Polish officers 
during the Second World War. 


10.50 Britain on Film with 
Tony Robinson As 7.20pm. 

12 midnight After Chaos 
1.15-2.00am Beautiful Serengeti 


PBS America F'view 84 (Ipm-12 midnight only) 
Freesat 155 Sky 174 Virgin 187 


6.00am Hardcore Pawn 7.20 
Mega Disasters 8.15 Ancient Aliens: 
the Ultimate Evidence 10.10 World's 
Greatest Treasure Mysteries 11.10 
Britain's Most Historic Towns 
12.10pm Storage Wars 1.05 

Pawn Stars 2.05 Hardcore Pawn 
4.00 Ancient Aliens: the Ultimate 
Evidence 6.00 Mega Disasters 
7.00 Storage Wars 8.00 New. 
Ghost Hunters: the Perry-Mansfield 
Performing Arts Camp 9.00 New. 
Paranormal Survivor: Marina 
Duarte is plagued by paranormal 
activity after a spirit board session 
10.00 Haunted Hospitals 11.00 
Paranormal: Caught on Camera 

12 midnight Paranormal Cops 12.30am 
Paranormal Survivor 1.30 The Proof Is 
Out There 2.00 World's Greatest Treasure 
Mysteries 3.00 Dickinson's Real Deal 
3.45 Storage Wars 4.10 Forged with 
Steele 5.00-6.00am Pawn Stars 


Blaze F'view 64 F'sat 162 Sky 164 Virgin 174 


Challenge ag 


7.00am The Chase 10.00 
Catchphrase (AD) 11.00 Supermarket 
Sweep 12 noon Wheel of Fortune 
1.00pm Pointless Celebrities (AD) 
2.00 Who Wants to Be a Millionaire? 
3.00 Blockbusters 4.00 Bullseye 
6.00pm Who Wants to Be a 
Millionaire?: a classic episode of the 
award-winning quiz show presented 
by Chris Tarrant 7.00 Weakest 
Link: Anne Robinson asks more 
general knowledge questions 
against the clock as contestants try 
to avoid being voted off the team 
8.00 The Chase: double bill of the 
quiz show presented by Bradley 
Walsh 10.00 Who Wants to Be a 
Millionaire?: Chris Tarrant hosts the 
quiz in which a million pounds is up 
for grabs 11.00 Bullseye: double bill 
12 midnight Weakest Link 1.00am 
The Chase 4.00 Who Wants to Be a 
Millionaire? 5.00-6.00am Bullseye 
Challenge Freeview 48 Freesat 146 

Sky 145 Virgin 139 


Milkshake! on C5 


5.35am Peppa Pig 5.45 Paw Patrol 
6.00 Sunny Bunnies 6.05 Daisy & 
Ollie 6.10 Monkey 6.15 Peppa Pig 6.25 
New. Oggy Oggy 6.35 Odo 6.45 New. 
Tweedy & Fluff 6.50 New. Fireman Sam 
7.00 Thomas & Friends 7.10 Peppa Pig 
7.20 Paw Patrol 7.35 Pip and Posy 
7.45 Paddington 8.05 Chip and Potato 
8.20 Milo 8.30 Paw Patrol 8.45 Ben 
and Holly 8.55 Peppa Pig 9.00 New. 
Monkey Rhymes 9.05=9.15am Story Den 


Full listings for Channel 5 are on p80 


CBeebies 


6.00am Colourblocks 6.05 Vegesaurs 
6.10 Bing 6.20 Teletubbies 6.35 Tee 
and Mo 6.40 Chuggington 6.50 Bing 
7.00 Colourblocks 7.05 Hey Duggee 
7.20 Bluey 7.40 Go Jetters 7.50 Peter 
Rabbit 8.05 New. Octonauts 8.15 
Numberblocks 8.20 Alphablocks 8.25 
Steve and Aneeshwar Go Wild 8.30 

My Petsaurus 8.35 Justin's House 
9.00 Bing 9.10 Yakka Dee! 9.15 Love 
Monster 9.20 Dipdap 9.25 Colourblocks 
9.30 Twirlywoos 9.45 Something 
Special 10.05 Teletubbies 10.20 The 
Toddler Club 10.35 New. Tiny Wonders 
10.40 Hey Duggee 10.45 Vegesaurs 
10.50 Gecko's Garage 10.55 Bluey 11.05 
Supertato 11.10 Let's Go for a Walk 
11.25 Nick Cope's Popcast 11.35 Down 
on the Farm 11.50 Our Family 12 noon 
Big Cook Little Cook 12.20pm Waffle 
the Wonder Dog 12.30 Get Well Soon 
12.40 Andy's Safari Adventures 1.00 
Yakka Dee! 1.05 Numberblocks 1.10 
Alphablocks 1.15 Hey Duggee 1.25 
Love Monster 1.40 Colourblocks 1.45 
Something Special 2.05 Teletubbies 
2.20 Dipdap 2.25 Supertato 2.30 

Go Jetters 2.45 Time for School 2.55 
Small Potatoes 3.00 Andy's Dinosaur 
Adventures 3.15 Swashbuckle 3.35 
Hey Duggee 3.45 Peter Rabbit 3.55 
New. Fred & Pete's Treasure Tales 4.10 
Small Potatoes 4.15 New. The Game 
Catchers 4.25 Bluey 4.40 New. 
Supertato 4.45 Go Jetters 5.00 
Topsy and Tim 5.15 Waffle the Wonder 
Dog 5.25 Sarah & Duck 5.35 JoJo & 
Gran Gran 5.45 Moon and Me 6.10 
Clangers 6.20 In the Night Garden... 
6.50-7.00pm Bedtime Stories 


CBeebies F'view 202 F’sat 608 Sky 608 Virgin 702 


CBBC 


7.00am Shaun the Sheep 7.10 Danger 
Mouse 7.20 Dennis & Gnasher 
Unleashed! 7.35 Boy Girl Dog Cat Mouse 
Cheese 7.45 New. Newsround 7.55 
Grizzy and the Lemmings 8.10 Odd 
Squad 8.25 Monster Loving Maniacs 
8.35 Hey You What If? 8.40 Operation 
Ouch! 9.15 Deadly 60 9.45 FILM 
Pokémon: Zoroark *&%* (W) 11.415 
Danger Mouse 11.40 Grizzy and the 
Lemmings 12 noon Boy Girl Dog Cat 
Mouse Cheese 12.25pm Dennis & 
Gnasher Unleashed! 12.45 The Worst 
Witch 1.15 The Demon Headmaster 
1.45 Silverpoint 2.05 Blue Peter 2.35 
Deadly Mission Shark 3.05 Diddy Bits 
3.10 The Deep 3.30 Danger Mouse 
3.40 Ninja Express 3.55 Taffy 4.05 
Grizzy and the Lemmings 4.20 Boy Girl 
Dog Cat Mouse Cheese 4.30 Monster 
Loving Maniacs 4.45 Odd Squad 5.00 
OOglies Funsize 5.05 Total Dramarama 
5.15 Summer Camp Island 5.30 New. 
The Football Academy 6.00 Malory 
Towers 6.25 Blue Peter: Top Challenges 
6.30-7.00pm New. Spooky Files 


CBBC F'view 201 F'sat 607 Sky 607 Virgin 701 


ITV Kids 


Streamed on ITVX Kids, plus on ITV2 
5am-9.00 and on ITVBe Yam to 12 noon 


ITV2 


5.00am Captain Underpants 5.25 
Scooby-Doo! Mystery Incorporated 
5.45 Craig of the Creek 6.10 Teen 
Titans Go! 6.35 Looney Tunes Cartoons 
7.05 Jurassic World Camp Cretaceous 
7.30-9.00am FILM Scooby-Doo! and 
WWE: Curse of the Speed Demon (W) 


ITVBe 

9.00am Wildwoods 9.15 New. Minibods 
9.20 Lily's Driftwood Bay 9.30 The 
Hive 9.45 Percy's Tiger Tales 10.00 
Oddbods 10.10 Happy the Hoglet 
10.20 Sound Collector 10.25 Sooty 
10.40 Pingu in the City 10.50 Bob the 
Builder 11.20 Postman Pat 11.35 
Mumfie 11.45=12 noon Pip Ahoy! 


Film4 [14] 5 


11.00am Distant Drums ** 
Routine period adventure. Gary Cooper , 
Mari Aldon, Richard Webb (1951, U) (S) 

1.05pm The Wrong Box *** 
Quirky period comedy about a 
family inheritance. John Mills, Ralph 
Richardson, Michael Caine (1966, U) (S) 

3.15 The Mouse That Roared 
*k*& A tiny country declares war 
on America so that it will qualify for 
aid after its defeat in this wry 
comedy. Peter Sellers, Jean Seberg (1959, U) (S) 
5.00 It Should Happen to You 
kek Fine comedy in which a 
small-town girl arrives in New York 
with a novel way to make her name. 
Judy Holliday, Peter Lawford (1954, U) (S) 


6.45pm Star Trek: Nemesis 
%*«*k* Captain Picard clashes with 
his evil clone in this action-packed 
adventure. Review, right. Patrick 
Stewart, Jonathan Frakes (2002, 12) (S) (AD) 


9.00 Antwone Fisher **x* 
A young black sailor is sent to a 
psychiatrist for help in Denzel 
Washington's directorial debut. 
Review, right. Derek Luke (2002, 15) (S) 


11.20 Midsommar **x* 
Enjoyably daft folk horror, with 
Florence Pugh and friends falling 
foul of pagan practices at a 
Swedish village's summer 
solstice festival. (2019, 18) (S) (AD) 


2.15-4.00am Race with the 
Devil *** Watchable Wicker 
Man-like horror thriller in which two 
married couples are chased across 
Texas by Satanists. Peter Fonda (1975, 15) (S) 
Film4 Freeview 14 Freesat 300 

Sky 313 Virgin 428 

+1 F'view 47 F'sat 301 Sky 314 Virgin 430 


Talking [ez] § 
Pictures TV 


6.00am Where There's a Will ** 
Occasionally charming comedy of 
manners. George Cole (1955, U) (S) 730 
Sherlock Holmes TV drama. (5) 
8.05 It's Turned Out Nice Again 
ek * Mischievous comedy starring 
George Formby as an ideas man in 
an underwear factory. Review, right. 
(1941, U) (S) 9.45 The Butler's Dilemma 
%** Farcical comedy with Richard 
Hearne as a man with gambling 
debts. Francis Sullivan (1943, U) (S) 11.15 
Shadows on the Stairs * Irritating 
thriller. Paul Cavanagh (1941) (S) 12.30pm 
The Leather Boys *** Dated but 
fascinating 1960s drama with Rita 
Tushingham as the wife of a young 
biker who is grappling with his 
sexuality. (1963, PG) (S) 2.35 Baby the 
Rain Must Fall *** An ex-con's 
life is made bearable by singing with 
a band in this sombre but absorbing 
drama. Review, right. Lee Remick, Steve 
McQueen (1965) (S) 4.30 Smokescreen 
%%*& Peter Vaughan's engaging 
performance makes this Brighton- 
set thriller worth watching. (1964, PG) (5) 
6.00pm The Black Arrow 

TV adventure with William Squire. 
6.30 Scotland Yard Docudrama. 
7.05 The Four Just Men 
TV drama with Vittorio De Sica. (S) 
7.55 Thunderbirds TV sci-fi 
9.05 Maigret TV detective series. 
11.05 Night of the Living Dead 
Radiation from a fallen 
satellite causes the dead to rise from 
the grave and seek human flesh in 
this horror classic. Judith 0'Dea (1968, 15) (S) 
1.00am Happy Birthday to Me 
*&* Overly complicated stalk-and- 
slash shocker. Melissa Sue Anderson (1981, 15) (S) 
3.15 Out of the Dark *** 
Offbeat and lurid serial killer thriller. 
Cameron Dye (1988, 18) (S) 5.00-6.00am 
Stagecoach West TV western. (S) 
Talking Pictures TV Freeview 82 
Freesat 306 Sky 328 Virgin 445 


Radiolimes 


82 Lass J Join RT BOOK CLUB monthly or quarterly, 


ALL PROGRAMMES ON THE ABOVE CHANNELS ARE REPEATS UNLESS OTHERWISE STATED 


just £14.99 per book 


wi radiotimes.com/bookclub 


U- suitable for all; PG Parental Guidance - for general viewing, but some scenes may be unsuitable for young or sensitive children; 12,15, 18 - for viewers of these ages and over. 


Great Movies [24]§ 


9.00am Brace for Impact ** 
Uneven air-crash thriller. Kerry Condon 
(2016) 11.00 Killer Contractor ** 
Do you trust your builder? Alyshia Ochse 
(2019) 1.00pm Meet Me in New York 
*«* Breezy romance. Brooke Nevin (2022) 
2.55 Love & Where to Find It x* 
Rivals become accidental pen pals. 
Elise Gatien, James Clayton (202!) 5.00 Garage 
Sale Mysteries: the Beach Murders 
6.50pm After Earth ** Father- 
and-son astronauts Will and Jaden 
Smith crash-land on a future Earth 
in this sci-fi adventure. (2013, 12) 

9.00 The Expatriate ** 
Watchable if undistinguished chase 
drama. Aaron Eckhart, Olga Kurylenko (2012, 15) 
11.05 The Double ** A retired 
CIA agent teams up with an FBI 
rookie to track down a suspected 
assassin. Richard Gere, Topher Grace (2011, 12) 
12.55am Eye for an Eye ** 
Convoluted homage to film noir. 

John Travolta, Morgan Freeman (2019, 15) 2.50 
Wild West Chronicles: double bill 
4.00-5.40am Adopt Me or I'll 
Kill You ** The new girl in school 
turns nasty. Ava Locklear, Sierra Pond (2018) 
Great Movies Freeview 34 Freesat 302 
Sky 321 Virgin 425 

+1 Freeview 61 (/imited 10pm-5am) Sky 322 


Great Action (42]5 


8.10am Wild West Chronicles 9.20 
The Last Posse ** Unusual but 
tiresome western. Broderick Crawford (1953, U) 
10.50 War in the Atlantic 12 noon 
Wild West Chronicles 1.00pm Ride 
Lonesome ***>* Brilliantly scripted 
western with Randolph Scott as a 
bounty hunter. Review, right. (1959, 12) 
2.35 Badland ** A detective hunts 
for Confederate war criminals. Kevin 
Makely (2019) 5.05 Dragonfly Squadron 
*«* War drama that's spoilt by 
mawkish romance. John Hodiak (1954, U) 
7.05pm Biggles: Adventures in 
Time * Cheery but leaden sci-fi 
adventure. Neil Dickson (1986, PG) 

9.00 Drive Hard ** John Cusack 
sleepwalks through this caper as a 
bank robber who dupes an ex-racing 
driver into piloting his escape. (2014, 15) 
10.55 The Road **** Sober 
post-apocalypse drama in which a 
man and his son make a perilous 
journey. Viggo Mortensen (2009, 15) 

1.05am Nowhere to Run ** 
Soft-centred action thriller. Jean-Claude 
Van Damme, Rosanna Arquette (1992, 15) 
3.00-5.00am Battle Honours 


Great Action Freeview 42 (limited) 
F'sat 305 Sky 323 Virgin 426 +1 Sky 324 


Great Movies [52]5 
Christmas . 


8.00am Santa's Summer House 
%* Painful comedy. Cynthia Rothrock (2012) 
10.00 Instant Message ** Penpals 
meet for the first time. Marla Sokoloff (2005) 
12 noon Girlfriends of Christmas 
Past *%* Whimsical romcom. Tammin 
Sursokn (2016) 2.00pm Holiday Road 
Trip ** Feuding pet-shop workers 
are thrown together. (2013) 4.00 

A Dogwalker's Christmas Tale 
** A spoilt girl learns the meaning 
of community. Lexi Giovagnoli (2015) 
6.00pm Family for Christmas 
** Few surprises but fun to be had 
in this fantasy tale. Lacey Chabert (2015) 
8.00 A Dream of Christmas ** 
What if she'd never married? (2016) 
10.00 Christmas Wish ** 

A struggling woman falls into an 
alternate world. Nicole Eggert (2007) 

12 midnight The Christmas Clause 
** Sentimental fantasy. Lea Thompson 
(2008, 12)2.00am Highway to Heaven 
3.00-5.00am A Golden Christmas 
%** Childhood sweethearts meet 
again as feuding adults. (2009, U) 

Great Movies Christmas Freeview 52 
Freesat 303 Sky 319 Virgin 424 

+1 F'view 63 (limited 10pm-Sam) F'sat 304 Sky 320 


Sky Premiere & 


6.00am Shrapnel ** No-nonsense 
action thriller. Jason Patric (2023, 15) 735, 
Sick **«* A lake-house pandemic 
retreat turns deadly for two friends 
in this slick slasher thriller. Gideon Adlon 
(2022) 9.15 As 3.45pm 11.00 As 
5.45pm 1.05pm As 9.45pm 3.45 
Puss in Boots: the Last Wish 
kW Riotously fun animated 
comedy adventure with the 
swashbuckling cat. Antonio Banderas (2022, PG) 
5.45pm Champions *** Good- 
natured comedy drama about a 
basketball team of teens with 
learning difficulties. Woody Harrelson (2023, 12) 
8.00 The Pope's Exorcist ** 
Daft possession horror movie about 
a priest who is sent to save the soul 
of a young boy. Russell Crowe (2023, 15) 
9.45 The Fabelmans 
Steven Spielberg's lively reflection 
on teenage life in mid-century 
Arizona. Michelle Williams (2022, 12) 
12.25am Pearl **** Vibrant 
horror prequel to X, in which Mia 
Goth’s wannabe dancer falls for a 
cinema projectionist. Review p43. 
(2022, 15) 2.10 As 6am 3.50 As 7.35am 
5.30 Sky Cinema Preview 


Sky Premiere Sky 301 Virgin 401 
BT 501/HD 515 +1 Sky 312 


Legend 5 


8.00am Walker, Texas Ranger 

9.00 The Six Million Dollar Man 
10.00 Star Trek: Deep Space Nine 
11.00 Killer Wave: TV mini-series 
3.00 Super Cyclone ** 
Low-budget disaster movie. Ming-Na, 
Nicholas Turturro (2012) 5.00 Star Trek 
6.00pm Star Trek: Deep Space 
Nine TV sci-fi starring Avery Brooks. 
7.00 The Six Million Dollar Man 
TV sci-fi adventure with Lee Majors. 
8.00 Walker, Texas Ranger 

TV action drama with Chuck Norris. 
9.00 Jiu Jitsu ** Bland sci-fi 
flick that pits a team of martial 
artists (plus Nicolas Cage) against 
an alien creature. Alain Moussi (2020, 15) 
11.00 Jeepers Creepers kx** 
Riveting horror about a brother 
and sister who disturb an ancient 
demons lair. Gina Phillips (2001, 15) 
12.50am Hellbound: Hellraiser II 
*«* Gory horror that sees Ashley 
Laurence fight demons for her 
father's soul. (1988, 18) 2.45-4.30am 
FirstBorn ** Flawed but 
unsettling horror in which a sinister 
presence has designs on a woman's 
daughter. Antonia Thomas, Luke Norris (2016) 


Legend F'view 41 F'sat 137 Sky 148 Virgin 149 


HorrorXtra H 


8.00am Battlestar Wars * 
Zero-budget, CGl-heavy sci-fi 
mockbuster. Luke Fattorusso (2020, 12) 10.00 
Farscape 11.00 Bone Eater * Bruce 
Boxleitner and a cast of has-beens 
are terrorised by an unconvincing 
skeletal demon. (2007) 1.00pm Wyvern 
*&* Watchable monster mayhem 
about a small Alaskan town that's 
terrorised by a winged beast. Nick 
Chinlund (2009, 15) 3.00 Farscape 4.00 
Star Trek 5.00 Crystal Skulls ** 
Cheap Indiana Jones-style disaster- 
movie hokum in which a team must 
find an ancient artefact to avert the 
end of the world. Richard Burgi (2014, 12) 
7.00pm Farscape TV sci-fi. 

8.00 Star Trek TV sci-fi drama. 
9.00 The Humanity Bureau ** 
Bland post-apocalypse sci-fi about 
a special agent trying to protect a 
mother and son from his tyrannical 
employers. Nicolas Cage (2017, 15) 

10.55 Eat Locals * Hopelessly 
old-fashioned vampire comedy 
horror, the directorial debut of actor 
Jason Flemyng. Freema Agyeman (2017, 15) 
1.00-3.00am As 9pm 


HorrorXtra F'view 69 F’sat 138 Sky 317 


Virgin 171 +1 F'sat 139 Sky 318 Virgin 371 


Poltergeist **** 10.00-1.50pm BBc3H 


HORROR Evil spirits enter the home of a suburban 
American family through their television set in this 
spooky spectacular, co-produced and co-written by Steven 
Spielberg. After a deceptively cute opening, Tobe Hooper — 
who also directed The Texas Chain Saw Massacre — piles 
on the thrilling special effects and grisly moments. Hooper's 
direction may lack its usual edgy personality (apparently he 
was overruled by Spielberg's script suggestions), but he 
puts on a dazzling show, and the performances from Craig T 
Nelson, JoBeth Williams and co are uniformly on the panic 
button. ALAN JONES (US 1982, violence, swearing, drug abuse, HD) 


It's Turned Out Nice Again 
KICK 8.05-9.45am 
Talking Pictures TV | 


COMEDY George Formby’s 
famous catchphrase was 
pressed into service for the 
title of this mischievous 
comedy, in which he plays an 
ideas man at an underwear 
factory. It’s zippily directed, 
but the action often gets 
bogged down by a subplot 
involving George's mother 
trying to break up his 
romance with Peggy Bryan. 
DAVID PARKINSON (UK 1941, BW) 


Ride Lonesome ** * * 
1.00-2.35pm Great Action 


WESTERN Director Budd 
Boetticher and star Randolph 
Scott made a series of films 
together — and this is one of 
the best. Scott plays a bounty 
hunter who goes after young 
killer James Best in order to 
flush out his brother, snarling 
Lee Van Cleef. Watch out for 
James Coburn in his movie 
debut. TONY SLOMAN 

(US 1959, may be edited for content) 


Baby the Rain Must Fall 
KKK 2.35-4.30pm 
Talking Pictures TV 


DRAMA This film provided 
the great Steve McQueen 
with one of his more sombre 
roles. He's fresh out of jail 
and reunited with his wife 
(Lee Remick) and the 


daughter he has never seen. 
He has a nothing job by day 
but sings with a band at 
night, though any hopes he 
has of fame are dashed. 
Robert Mulligan beautifully 
evokes the atmosphere 

of small-town Texas. 
ADRIAN TURNER (US 1965, BW) 


Star Trek: Nemesis k**« 
6.45-9.00pm Film4 12 


SCI-FI This action-packed 
tenth entry in the franchise 
sees the crew of the USS 
Enterprise about to split up 
after Riker (Jonathan Frakes) 
accepts his own starship 
command. Their plans change 
when the Romulans offer 

a peace treaty and Captain 
Picard (Patrick Stewart) 
encounters his evil clone twin 
(Tom Hardy). ADAM SMITH 

(US 2002, edited for content, HD) 


The Hobbit: the Battle of 
the Five Armies **** 
8.00-10.45pm 5 Star 


FANTASY Peter Jackson 
marshals elves, dwarves, 
orcs and mortal men in 
awesomely staged conflict, 
as his epic but uneven Hobbit 
trilogy comes to an end. Too 
much time is perhaps spent 
on minor characters and 
romantic subplots, but the 
one-on-one battles generate 
plenty of intensity. STELLA 
PAPAMICHAEL (US/NZ 2014, 

may be edited for violence, HD) 


Antwone Fisher *** 
9.00-11.20pm Film4 15 


DRAMA Denzel Washington 
made his directorial debut 
with this powerful tale of child 
abuse and its lifelong effects. 
Derek Luke plays the young 
black sailor whose deep- 
rooted problems manifest 
themselves in outbursts of 
violence. When he's forced to 
seek help from a psychiatrist 
(played by Washington), he 
learns how to process his 
horrific past. SLOAN FREER 
(US 2002, violence, swearing, HD) 


Saw: the Final Chapter 
kK 10.00pm- 
12 midnight Sky Max 


HORROR Saw V! director 
Kevin Greutert returns for 
this seventh instalment, which 
nimbly jumps between two 
story strands. As Detective 
Hoffman (Costas Mandylor) 
hunts police-protected Jill 
(Betsy Russell), bogus Jigsaw 
survivor Bobby Dagen (Sean 
Patrick Flanery) is subjected to 
an all-too-real ordeal. Though 
the film initially borders on 
parody, it soon hits its gory 
groove. AJ (Can/US 2010, violence, HD) 


The Ones Below x * 
11.15pm-12.40am BBC2 
(not in Wales) 


THRILLER Writer and 
theatre director David Farr's 
screen debut stars Clemence 
Poésy and Stephen Campbell 
Moore as soon-to-be parents. 
They are intrigued when a 
more ostentatious expectant 
couple (Laura Birn and David 
Morrissey) move in downstairs. 
Jealousy, anxiety and 
pregnancy-related paranoia 
all play their part in what 
follows, but Farr’s handling of 
the material is desperately 
unsubtle. EMMA SIMMONDS 
(UK 2015, swearing, a sex scene, nudity, HD) 


Sky Cinema picks 


Nashville 
5.20-8.00pm Sky Drama 
Robert Altman directs. (1975, 15) 
Sky 310; Virgin 410; BT 510/524 


Zathura: a Space 
Adventure **** 
755-9.50pm Sky Spooky 
It's Jumanji in space. (2005, PG) 
Sky 306; Virgin 406; BT 506/520 


Prisoners * **«%* 10.15pm- 
12.55am Sky Thriller 

Tense crime thriller. (2013, 15) 
Sky 309; Virgin 409; BT 509/523 


For full SKY CINEMA listings visit radiotimes.com/tv-listings 
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The Murder of Grace Millane 
9.00pm The 2018 tragedy 


6.00am The Early Rundown 7.00 
Kay Burley 8.00 Air Ambulance 
ER 9.00 Nothing to Declare 10.00 
Curse of the Ancients 11.00 Malawi 
Wildlife Rescue 12 noon The Flash 
1.00pm MacGyver (AD) 3.00 
Hawaii Five-O 4.00 S.W.A‘T. (AD) 
5.00 The Simpsons: triple bill 


6.30pm The Fresh Prince of 
Bel-Air 6/26 Series 4. Carlton and 
Will get involved in a legal battle. 


7.00 New. Cricket World Cup 
South Africa v Bangladesh. 


8.00 UFO 3/4. The world reels 
from the New York Times bombshell, 
and some begin to wonder if the 
government may be using the 
alien narrative as a cover up. (AD) 


9.00 The Murder of Grace 
Millane True-crime documentary 
about the 2018 case. 


10.45 Brassic 4/8 Series 5. Erin's 
dad dies, taking her back to the 
seaside town where she grew up. 


11.45 The Blacklist 18/22 
Series 10. Red's attempt to mediate 
between two rival families takes 
a deadly turn, and an elusive 
criminal is linked to the incident. 
12.45am The Force: North East 
1.40 Road Wars 2.10 Stop, Search, 
Seize 3.05 Hawaii Five-O 4.00 
S.W.ALT. (AD) 5.00-6.00am The 
Early Rundown: double bill 
Sky Showcase Sky 106 Virgin 109 
BT 340/HD 355 +1 Sky 206 

Sky Sci-Fi 
6.00am Most Haunted 7.00 
Warehouse 13 8.00 Shopping 
11.00 Atlantis 12 noon Star Trek: 
the Next Generation 2.00pm 
Fringe 3.00 Atlantis 4.00 
Stargate SG-1 5.00 Stargate Atlantis 


6.00pm Star Trek: the Next 
Generation 14/26 Series 7 
Beverly succumbs to the charms 
of a mysterious stranger while 
attending a family funeral. 

7.00 15/26. Four junior officers 
seek promotion — and one of them 
finds herself sent on a perilous 
mission into Cardassian space. 


8.00 Star Trek: Enterprise 
2/26 Series 1. Captain Archer 
comes face to face with Sarin, 
who reveals a conspiracy is afoot. 
Scott Bakula stars. 


9.00 Aquarium of the Dead *« 
Horror comedy starring 
Vivica A Fox. After an attempt 

to save a sick octopus goes awry, 
staff at a California aquatic centre 
realise that the other animals are 
now infected by a virus that turns 
them into zombies. 


11.00 Westworld 5/8 Series 3 
Caleb is dosed with an unusual drug, 
and Dolores piles the pressure on 
Liam for access to Rehoboam. 
11.00 6/8. As the world falls into 
chaos, Serac gains control of 
Delos, changing Charlotte's plan. 
1.00am Chucky 3.00 Star Trek: 
Enterprise 4.00-6.00am Star 
Trek: the Next Generation 

Sky Sci-Fi Sky 139 (140 Scotland) Virgin 122 
BT 348/HD 363 #1 Virgin 229 


Billions 900pm Axe comes up 
with an ambitious new plan 


6.00am Fish Town 7.55 Six Feet 
Under 10.05 Ray Donovan (AD) 
12.15pm Game of Thrones (AD) 1.20 
The Gilded Age (AD) 3.30 Six Feet 
Under: George returns from hospital 


5.40pm Ray Donovan 11/12 
Series 6. The Donovans band 
together to save one of their own, 
while Mac faces a hard decision. (AD) 
6.45 12/12. Smitty is given a 
crash course in what it means 
to be a part of the family. (AD) 


7.50 Game of Thrones 5/7 
Series 7 Daenerys makes an 
offer to the Lords of Westeros, 
while Tyrion worries about 

his Queen's decisions. (AD) 


9.00 Billions 11/12 Series 7 
Chuck, Axe and Wendy square 
off against Prince as the force 
of the campaign increases. 


10.05 The Gilded Age 6/9. As 
George fights to protect his public 
image, Agnes's status quo is 
disrupted and Armstrong intensifies 
her campaign against Peggy. (AD) 


11.10 Tin Star 7/9 Series 2 

As Jack and Angela prepare 

to face the consequences of 

their actions, a discovery prompts 
him to formulate a plan. (AD) 
12.15am Billions (AD) 2.20 Game 
of Thrones (AD) 3.30 In Treatment 
4.00-6.00am Fish Town 

Sky Atlantic Sky 108 (109 Wales) 

BT 342/HD 357 +1 Sky 208 (209 Wales) 


Sky Witness 


6.00am Stop, Search, Seize (AD) 7.00 
Border Patrol 9.00 Border Security 
USA (AD) 10.00 Motorway Patrol 
10.30 Highway Patrol (AD) 11.00 The 
Equalizer (AD) 12 noon Bull 1.00pm 
FBI (AD) 2.00 FBI: International 
(AD) 3.00 Caught Red Handed 


4.30pm Nothing to Declare 
Seven editions following the work 
of customs officers in Australia. 


8.00 The Equalizer 4/10 
McCall uncovers a lead while 
investigating the staged suicide of 
a community activist, while Aunt 
Vi teaches Delilah a lesson. (AD) 


9.00 Law & Order: Special 
Victims Unit 1/22 Series 23 
Benson's loyalty to Garland is tested 
during the ongoing investigation 
into a sex-for-housing scheme, 
while a powerful congressman is 
identified as a suspect. 


10.00 Blue Bloods 5/16 Series 11 
Eddie and Rachel Witten are 
heralded for bravery after 
stopping a shooter — only to be 
accused of faking the incident. (AD) 


11.00 The Rookie 5/20 Series 2 
The rookies are asked to develop 
their first confidential informants, 
while Officer Chen's mother 
complicates her home life. (AD) 

12 midnight Coroner 1.00am 9-1-1: 
Lone Star 2.00 Madam Secretary 
3.00 FBI: International (AD) 4.00 
Border Security USA (AD) 5.00= 
6.00am Stop, Search, Seize (AD) 
Sky Witness Sky 107 Virgin 110 

BT 341/HD 356 +1 Sky 207 Virgin 310 


Saw: the Final Chapter 
10.00pm Dr Gordon's in danger 


6.00am NCIS: Los Angeles 7.00 
DC's Legends of Tomorrow (AD) 8.00 
The Flash 9.00 Stargate SG-1 11.00 
NCIS: Los Angeles 12 noon The 
Flash 1.00pm MacGyver (AD) 3.00 
Hawaii Five-O 4.00 S.W.ATT. (AD) 
5.00 DC's Legends of Tomorrow (AD) 


6.00pm Stargate SG-1 7/22 
Series 3, The team members are 
captured by an alien bounty hunter. 
7.00 8/22. The team members 
are mistaken for demons. 


8.00 Flintoff: Lord of the Fries 
1/6. Andrew Flintoff and cyclist Rob 
Penn set up a mobile chip shop to 
tour the UK, sampling the best of 
the great British outdoors. (AD) 


9.00 The A to Z of Horror 
Movies Featuring guests 
watching some of the genre's 
most terror-inducing clips. (AD) 


10.00 Saw: the Final Chapter 
EE kk *k* Horror starring Tobin 
Bell and Costas Mandylor. 
Jigsaw's widow becomes a target 

after the villain's prolific protégé 
escapes a trap. He also wants to 
settle a score with the publicity- 
hungry guru of a Jigsaw-victim 
support group. Review p83. (Ww) 
12 midnight Brassic 1.00am The 
Blacklist 2.00 New series. A League 
of Their Own Ep 1. Rptd tomorrow 9pm 
3.00 Hawaii Five-O 4.00 S.W.A.T. 
(AD) 5.00-6.00am Highway Patrol 


Sky Max Sky 113 (114 Wales) Virgin 111 
BT 346/HD 361 


Sky Replay 


7.00am Gixth Sense with Colin Fry 8.00 
Four Weddings 10.00 Sun, Sea and A&E 
11.00 UK Border Force (AD) 12 noon 
Highway Patrol 1.00pm Caught on 
Dashcam 2.00 Most Haunted 
4.00 Quantum Leap: double bill 
6.00pm DC's Legends of Tomorrow: 
double bill (AD) 8.00 Highway Patrol: 
double bill 9.00 Day of the Dead: 
trapped in the basement of the morgue, 
Cam and Lauren strategize their escape 
from the dead (AD) 10.00 The Russell 
Howard Hour: topical comedy show 
11.00 Warrior: Hop Wei and Long Zii 
gather for Mai Ling's wedding, while Li 
Yong receives a grim warning from 
Kong Pak and Bill returns to the force 
12 midnight Sun, Sea and ASE 2.00am 
A League of Their Own: US Road Trip 
2.0 (AD) 3.00 Duck Quacks Don't Echo 
(AD) 4.00 Four Weddings 5.00= 
6.00am 6ixth Sense with Colin Fry 


Sky Replay Sky 152 Virgin 156 


Sky Crime 


6.00am Highway Patrol 7.00 Motorway 
Patrol 8.00 Highway Cops (AD) 

9.00 Nothing to Declare 10.00 Caught 
Red Handed 11.30 Border Patrol 

12 noon Made for Murder 1.00pm 
Killer in My Village 2.00 Forensics: 
Catching the Killer (AD) 3.00 World's 
Most Evil Killers (AD) 4.00 Britain's 
Most Evil Killers 5.00 Forensics: 
Catching the Killer (AD) 6.00 What the 
Killer Did Next (AD) 7.00 Britain's Most 
Evil Killers 8.00 Britain's Most Evil 
Killers 9.00 New. Killer in My Village 
10.00 The Murder of Grace Millane 

12 midnight Killer in My Village 
1.00am The Real Manhunter (AD) 
2.00 An Unexpected Killer 3.00 What 
the Killer Did Next (AD) 4.00 Road 
Wars 5.00-6.00am Motorway Patrol 


Sky Crime Sky 122 (123 Scotland) Virgin 121 
BT 349/HD 364 #1 Sky 222 (223 Scot) Virgin 321 


The Good Life 740pm 
Barbara and Tom are worried 


7.05am Desmond's 7.45 Keeping 
Up Appearances 8.20 2 Point 4 
Children 9.00 Hi-de-Hi! 9.40 Still 
Open All Hours 10.20 Last of the 
Summer Wine 11.40 Keeping Up 
Appearances 12.20pm Only Fools 
and Horses 1.00 Still Open All Hours 
1.40 Dad's Army 3.00 Hi-de-Hi! 
3.40 Keeping Up Appearances 
4.20 Still Open All Hours 5.00 
Last of the Summer Wine 


6.20pm The Green Green Grass 
Marlene throws Boycie out. 
7.00 Boycie builds a distillery. 


7.40 The Good Life Tom and 
Barbara catch fleas. (AD) 

8.20 Barbara's last posh frock is 
ruined, plunging her into despair. (AD) 


9.00 Only Fools and Horses The 
Trotters meet a pregnant German 
woman who is in need of help. (AD) 


9.40 Dad's Army Mainwaring 
and the platoon try to capture 
a German aircraft crew. 


10.20 The Cleaner A pompous 
novelist suffers writer's block 


11.00 The Fast Show Unlucky Alf 
calls in the professionals. (AD) 


11.40 Live at the Apollo Featuring 
Nathan Caton and Celia Pacquola. 


12.40am as 10.20pm 1.20 as 9pm 
(AD) 2.00 The Fast Show (AD) 
2.30 Detectorists (AD) 3.10= 
4.00am Live at the Apollo 


Gold Sky 110 (111 Wales) Virgin 124 
BT 344/HD 359 #1 Sky 210 (211 Wales) Virgin 324 


Sky Comedy 


8.00am Young Rock (AD) 9.00 The 
Fresh Prince of Bel-Air 9.25 Bliss (AD) 
10.00 Wellington Paranormal (AD) 
11.00 The Fresh Prince of Bel-Air 

11.30 Crashing (AD) 12.50pm House 
of Lies 1.30 Silicon Valley 3.30 The 
Fresh Prince of Bel-Air 4.00 Wellington 
Paranormal (AD) 5.00 Young Rock (AD) 
5.55 Bliss (AD) 6.30pm The Fresh 
Prince of Bel-Air 7.00 Will & Grace: 
double bill (AD) 8.00 The Office US: 
double bill 9.00 Curb Your Enthusiasm: 
triple bill. Larry finds himself blackmailed 
9.40 Larry befriends a sex offender and 
ends up inviting him to a Passover meal 
10.15 Larry makes a new friend 

11.00 Breeders (AD) 12 midnight 

New. The Tonight Show Starring 

Jimmy Fallon 1.00am Enlightened 
2.20 Camping (US) (AD) 3.00 House 
of Lies 3.40-5.00am Crashing (AD) 


Sky Comedy Sky 114 (115 Wales) 
Virgin 112 BT 347/HD 362 


Comedy Central 


8.00am Most Ridiculous: All Abroad 
8.35 Most Ridiculous: Brides and 
Grooms 9.00 The Middle 11.00 Home 
Improvement 1.00pm Last Man 
Standing 2.00 Friends (AD) 

9.00pm FILM Scary Movie 2 * 
Horror parody sequel that sends up 
classic moments from, among others, 
The Exorcist, The Amityville Horror 

and The Haunting 10.30 Jimmy Carr: 
Making People Laugh: the near-the- 
knuckle comedian delights in shocking 
the audience at the SECC Glasgow 
12.45am Your Face or Mine 1.15 South 
Park 2.40 Key and Peele 3.05 The 
Daily Show 3.30 Michael Mcintyre's Big 
Show 4.15=5.00am The Middle 


Comedy Central Sky 112 (113 Wales) 
Virgin 132 BT 345/HD 360 
#1 Sky 212 (213 Wales) Virgin 332 


So Help Me Todd 9.00pm 
Todd works on a tricky case 


7.10am Murdoch Mysteries 

9.00 Rizzoli & Isles (AD) 10.00 
Hudson & Rex (AD) 11.00 Without 
a Trace 12 noon Frankie Drake 
Mysteries (AD) 1.00pm Death in 
Paradise (AD) 2.00 Murdoch 
Mysteries 4.00 Rizzoli & Isles (AD) 
5.00 Hudson & Rex(AD) 


6.00pm Without a Trace 20/23 
Series 3. An investigation leads 
back to a previous case. 


7.00 Elementary 8/24 Series 2 
Sherlock looks into the murder of 
a young woman with a curious 
link to a billionaire CEO, 


8.00 Death in Paradise 4/8 
Series 8. DI Mooney and the 

team investigate when a coffee 
plantation owner is shot dead. (AD) 


9.00 New. So Help Me Todd 9/21 
Margaret asks Todd for help with 

a case, and tensions between 
Margaret and Gus simmer. 


10.00 New. My Life Is Murder 
4/10 Series 3. Alexa examines 

a suspicious drug overdose at 
an upscale retirement village. 


11.00 Rizzoli & Isles 1/10 Series 1 
The detectives investigate a 
murder that appears to echo the 
MO of a jailed serial killer. (AD) 


12.10am Elementary 1.05 Hudson 
& Rex (AD) 2.00-4.00am 
Murdoch Mysteries: double bill 


Alibi Sky 109 (110 Wales) Virgin HD 114 
BT 343/HD 358 +1 Sky 209 (210 Wales) Virgin 191 


Discovery 


6.00am Wheeler Dealers 7.00 
Deadliest Catch (AD) 8.00 Ed Stafford: 
First Man Out 9.00 Alaska: the Last 
Frontier (AD) 10.00 How It's Made: 
double bill 11.00 Wheeler Dealers 

12 noon Salvage Hunters 1.00pm 
Deadliest Catch: double bill 3.00 
Alaskan Bush People 4.00 Blowing Up 
History 5.00 Wheeler Dealers: Ant 
Anstead tries to restore a 1973 Ford 
Mustang Mach 1 to its former glory 
6.00 Salvage Hunters: Drew Pritchard 
visits an aeroplane scrapyard (AD) 
7.00 Wheeler Dealers: Mike helps 

a member of the team by fixing up 

his four-litre V6 2007 Mustang (AD) 
8.00 Outback Truckers: Robbie's truck 
gets stuck in gravel 9.00 New. Gold 
Rush: double bill 12 midnight How the 
Universe Works 1.00am Gold Rush: 
double bill 4.00-5.00am Bitchin’ Rides 


Discovery Sky 125 (126 Scotland) Virgin 177 
BT 320/HD 325 #1 Sky 225 (226 Scot) Virgin 377 


Discovery History 


6.00am Expedition Unknown 7.00 
Devonport: inside the Royal Navy 8.00 
Wings of War 9.00 Combat Dealers 
(AD) 10.00 Salvage Hunters 11.00 
Salvage Hunters: the Restorers 12 noon 
How It's Made 1.00pm Combat Dealers 
2.00 Devonport: inside the Royal Navy 
3.00 Salvage Hunters 4.00 Mysteries 
at the Museum 5.00 Wings of War 
6.00pm Combat Dealers (AD) 7.00 
Expedition Unknown: Josh Gates traces 
the Vikings’ westward expansion 8.00 
HMS Ark Royal (AD) 9.00 Combat 
Dealers 10.00 Salvage Hunters 

11.00 Salvage Hunters: the Restorers 
12 midnight How It's Made 1.00am 
Combat Dealers 2.00 Salvage Hunters 
3.00 Combat Dealers 4.00-5.00am 
Salvage Hunters: the Restorers 


Discovery History Sky 177 Virgin 181 
#1 Sky 277 Virgin 381 
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I Am Paul Walker 70.00pm 
The Fast and Furious star 


6.00am Inside the Freemasons (AD) 
7.00 Discovering: Sigourney Weaver 
8.00 The Directors 9.00 Shaq (AD) 
10.00 Janet Jackson (AD) 

10.55 Navajo Police: Class 57 

12 noon The Ibiza Affair: Uncovered 
2.00pm The Insurrectionist 

Next Door 3.30 Premier League 
Legends (AD) 4.00 The Directors 
5.00 Discovering: Sigourney Weaver 


6.00pm Shag Shaquille signs a 
contract with the Lakers. (AD) 


7.00 Janet Jackson Janet 
decides that her musical career 
will evolve on her own terms. (AD) 


7.55 New. Navajo Police: Class 
57 Behind the scenes at the 
Navajo Nation's police academy. 


9.00 House of Kardashian 
Kylie Jenner becomes a 
Generation Z icon. Last in series. 


10.00 | Am Paul Walker A profile 
of the Fast and Furious star. 


11.50 Dogtown and Z-Boys *** 
EE Documentary that delivers 

a fascinating portrait of the 
street kids from Dogtown, LA, 
who made skateboarding the 
coolest sport in 1970s America. (W) 


1.40am The Day Sports Stood Still: 
documentary (AD) 3.20 The 
Newspaperman: the Life and Times 
of Ben Bradlee 5.00-6.00am 
Discovering: Sigourney Weaver 


Sky Documentaries Sky 121 (122 Scotland) 
Virgin 188 BT 352/HD 367 


Nat Geographic 


8.00am Food Factory 9.00 Air Crash 
Investigation 10.00 Colossal Machines 
11.00 Megafactories 12 noon Car SOS 
(AD) 1.00pm Europe from Above 2.00 
Air Crash Investigation (AD) 3.00 
World War Il: Secrets from Above (AD) 
4.00 World's Biggest Battleship: Drain 
the Oceans 5.00 Car SOS (AD) 6.00 
Lost Treasures of Egypt 7.00 Air Crash 
Investigation (AD) 8.00 Hitler: the Lost 
Tapes of the Third Reich: Hitler embarks 
on a genocidal war of conquest, which 
threatens the future of Europe 

9.00 World War II: Secrets from Above 
(AD) 10.00 WW2: Hell under the Sea 
(AD) 11.00 Air Crash Investigation: the 
crash of a German plane flying over 
the French Alps. 12 midnight Airport 
Security: Peru 1.00am Banged Up 
Abroad 2.00 Abandoned 2.55=5.00am 
Secrets of the Zoo: Keeper Tales 


Nat Geographic Sky 129 (130 Scotland) 
Virgin 183 #1 Sky 229 (230 Scot) Virgin 383 


Sky History 


6.00am Siorage Wars 7.00 Forged in 
Fire 8.00 American Pickers 9.00 
Pawn Stars Do America 10.00 Al 
Murray: Why Do the Brits Win Every 
War? 11.00 Treasures Decoded 

12 noon Auction Hunters 1.00pm 
Storage Wars 2.00 Alien Files: 
Unsealed 4.00 Digging for Britain 
5.00 Pawn Stars Do America 6.00 
American Pickers 7.00 Forged in Fire 
8.00 New. What on Earth?: America’s 
apocalypse pyramid 9.00 New. Sex 
Mad Georgians: Fanny Murray 10.00 
Pawn Stars Do America 11.00 New. 
Ancient Aliens 12 midnight New. Truth 
and Lies 1.00am Storage Wars 2.00 
Curse of Skinwalker Ranch 3.00 What 
on Earth? 4.00 Digging for Britain 
5.00-6.00am Auction Hunters 


Sky History Sky 123 (124 Scotland) Virgin 131 
BT 353/HD 368 #1 Sky 223 (224 Scot) Virgin 331 


Wildlife Icons 8.00pm 
How rhinos have evolved 


6.00am Hope for Wildlife 7.00 
Monkey Life (AD) 8.00 Guardians 
of the Wild 9.00 Volcanic Odysseys 
10.00 Tales from Zambia 11.00 O! 
Pejeta Diaries 12 noon Orangutan 
Jungle School 1.00pm Monkey Life 
(AD) 2.00 Guardians of the Wild 3.00 
Volcanic Odysseys 4.00 O! Pejeta 
Diaries 5.00 Tales from Zambia 


6.00pm Orangutan Jungle 
School Rescued orphan Josh 
needs his wrist examined. 


7.00 Monkey Life Five loris from 
Hong Kong arrive at the zoo. (AD) 
7.30 Little chimp Thelma is up to 
her usual tricks. (AD) 


8.00 Wildlife Icons How the 
adaptations help the “Big Five" 
animals in daily life. 


9.00 Land of Gremlins 
Exploring some of Madagascar's 
most striking landscapes and 
remarkable creatures. 


10.00 Orangutan Jungle 
School As 6pm. 


11.00 Tales from Zambia 
Following a herd of elephants 
from sunrise to sunset. 


12 midnight Brazil Untamed: the 
daily life of the capybara 1.000am 
Great Blue Wild 2.00 Wildlife 
Icons 3.00 Land of Gremlins 
4.00 Guardians of the Wild 
5.00-6.00am Volcanic Odysseys 


Sky Nature Sky 124 (125 Scotland) 
Virgin 189 BT 354/HD 369 


9.00am The Life of Birds (AD) 10.00 
Frozen Planet (AD) 11.00 David 
Attenborough’s Natural Curiosities (AD) 
12 noon Sea of Creepy Monsters 
1.00pm Impossible Engineering (AD) 
3.00 Forbidden History (AD) 5.00 The 
Life of Birds (AD) 6.00 Frozen Planet 
(AD) 7.00 David Attenborough's Natural 
Curiosities (AD) 8.00 Sea of Creepy 
Monsters: underwater creatures that 
hrive around the Indonesian island of 
Sulawesi 9.00 Forbidden History: the 
story of Hitler's state executioner (AD) 
10.00 Impossible Engineering (AD) 
11.00 The Life of Birds (AD) 12 midnight 
Frozen Planet (AD) 1.00am David 
Attenborough’s Natural Curiosities (AD) 
2.00 Sea of Creepy Monsters 3.00 
Forbidden History (AD) 3.50 The 

Life of Birds (AD) 4.40 Frozen Planet 
(AD) 5.30-6.00am The Zoo 


Eden Sky 166 Virgin HD 176 
+1 Sky 266 Virgin 376 


Animal Planet 


8.00am Insane Pools: off the Deep 
End 9.00 Crikey! It's the Irwins 

10.00 Dr Jeff: Rocky Mountain Vet 

12 noon Insane Pools: off the Deep End 
1.00pm How Do Animals Do That? 
2.00 Swimming with Monsters with 
Steve Backshall 3.00 Rugged Justice 
4.00 Dr Jeff: Rocky Mountain Vet 
6.00 Insane Pools: off the Deep End: 
Lucas builds a pool at a bird sanctuary 
7.00 Crikey! It's the Irwins: Bindi and 
the family plan an emotional surprise 
for Terri in the Crocoseum 8.00 The 
Aquarium 10.00 Alaskan Bush People: 
a family survives in the wilderness (AD) 
11.00 Expedition Bigfoot 100am 
Alaska: the Last Frontier 2.00 Dr Jeff: 
Rocky Mountain Vet 4.00-5.00am 
Insane Pools: off the Deep End 


Animal Planet Sky 162 (178 Nl) Virgin 178 
+1 Sky 262 (278 Nl) Virgin 378 


Sky 401 Virgin 511/HD 501 BT 420/HD 440 
6.00am Sky Sports News 

7.00 Good Morning Sports Fans 
9.00 LIVE Cricket World Cup 
Coverage of South Africa v 
Bangladesh, the group match from 
Wankhede Stadium, Mumbai. 
5.30pm Sky Sports News 

7.30 LIVE Championship 
Football Coverage of Leicester City 
v Sunderland from the King Power 
Stadium (kick-off 8.00). 

10.30 Back Pages Tonight 
11.00-6.00am Sky Sports News 


Sky Football 


Sky 403 Virgin 513/HD 503 BT 422/HD 442 


6.00am Classic Play-Off Finals 9.00 
EFL Greatest Games: action from 2016 
10.00 Championship Retro (AD) 
12 noon Women's Super League 
Football 12.30pm German Football 
1.30 Championship Highlights 
2.00 Scottish Premiership Round-Up 
2.15 Scottish Premiership Highlights 
2.30 League One and Two Goals 
3.00 Women's Super League Football: 
highlights from Bristol City v Arsenal 
3.30 Championship Highlights 4.45 
Scottish Premiership Round-Up 5.00 
German Football 6.00 League One and 
Two Goals 6.30 Championship Highlights 
7.00 Women's Super League Football 
7.30 LIVE Championship 
Football Coverage of Leicester City 
v Sunderland from the King Power 
Stadium (kick-off 8.00). 
10.30 Scottish Premiership Round-Up 
10.45 Scottish Premiership Highlights 
11.00 Women's Super League Football 
11.30 Scottish Women's Premier League 
Highlights 12 midnight EFL Greatest 
Games (AD) 1.00am Classic League 
Cup Final (AD) 2.00 Classic Play-Off 
Finals 5.00=6.00am Championship 
Season Review: the 2018/19 season 


Sky Golf 


Sky 405 Virgin 515/HD 505 BT 424/HD 444 
6.00am Golf Academy 7.00 School 

of Golf 8.00 The Best of the Hero 
Masterclass 8.30 Best of the Shot Centre 
(AD) 9.00 Playing Lessons (AD) 10.00 
Nick Dougherty's Winter Tee Time Tips 
2022 11.00 PGA Tour Golf 12 noon 
European Tour Golf 1.00pm LPGA Tour 
2.00 LIVE College Golf Day two 
of the St Andrews Collegiate 
Championship on the Jubilee Course 
at the St Andrews Links Collegiate. 
5.00 Golf: action from the Simpson 
Cup 5.30 Best of the Shot Centre (AD) 
6.00 PGA Tour Golf: highlights of the 
Zozo Championship in Japan 7.00 
LPGA Tour Golf 8.00 College Golf: the 
St Andrews Collegiate Championship 
11.00 LPGA Tour Golf 12 midnight 
PGA Tour Golf 1.00am European Tour 
Golf: action from day four of the 
Andalusia Masters in San Roque, Spain 
2.00 Golf Academy 3.00 School 

of Golf 4.00 The Best of the Hero 
Masterclass 4.30 Best of the Shot 
Centre (AD) 5.00-6.00am Nick 
Dougherty's Winter Tee Time Tips 2022 


Sky 413 Virgin 521 BT HD 412 


6.00am Snooker: the Northern Ireland 
Open 8.00 Trail Running: the Golden 
Trail World Series from II Golfo Dell'lsola 
in Italy 10.00 Cycling: the Serenissima 
Gravel Race in Italy 11.00 Snooker 
1.00pm LIVE Snooker The 
afternoon session on day three of 
the Northern Ireland Open from 
Waterfront Hall in Belfast, featuring 
matches in the second round. 
5.00 Triathlon: the final round of 
the Super League season in Neom, 
Saudi Arabia 6.00 Snooker: day 
three of the Northern Ireland Open, 
held at Waterfront Hall in Belfast 
7.00 LIVE Snooker The evening 
session on day three of the 
Northern Ireland Open, featuring 
matches in the second round. 

11.01 Snooker 1.00am Cycling 2.00 
Snooker: the Northern Ireland Open 
4.00-6.00am World Superbikes 


Snooker from 7.00pm 
Eurosport 1 Mark Allen aims 
for his third title win in Belfast 


Sky 402 Virgin 512/HD 502 BT 421/HD 441 


6.00am Greatest Games 7.00 
Highlights 10.00 The Football Show 
12 noon Highlights 12.30pm Gary 
Neville's Soccerbox (AD) 1.00 Premier 
League Years (AD) 3.00 Greatest 
Games (AD) 4.00 Highlights 5.30 
Premier League Review 6.30 
Netbusters 7.00 Soccer Special 
10.15 Premier League Review 11.15 
Netbusters 11.45 Greatest Games 

12 midnight Premier League Icons 
1.00am Premier League Years (AD) 
3.00 Greatest Games 4.00 Best Goals 
(AD) 5.30=6.00am 100 Club (AD) 


Sky Cricket 


Sky 404 Virgin 514/HD 504 BT 423/HD 443 
6.00am Cricket World Cup Highlights 
9.00 LIVE Cricket World Cup 
South Africa v Bangladesh, the 
group match from Mumbai. 
5.30pm Pushing Boundaries 6.00 
Classic World Cup Cricket 7.00 Cricket 
World Cup Highlights 2.00am Classic 
Cricket World Cup Cricket 3.00 Cricket 
World Cup Highlights 4.00 Classic 
World Cup Cricket 5.00-6.00am 
Cricket World Cup Highlights (AD) 


Sky NFL 


Sky 407 Virgin 517/HD 507 BT 426/HD 446 


6.00am Highlights 7.00 Pro-Football 
Talk 9.00 Review Show 10.00 
Highlights 11.00 Bitesize 12 noon Good 
Morning Football 3.00pm Highlights 
4.00 Bitesize 5.00 Highlights 6.00 
Pro-Football Talk 8.00 Game of the 
Week 11.00 NFL Fantasy 12 midnight 
Total Access: NFL news 1.00am 
Highlights 2.00 Pro-Football Talk 4.00 
Bitesize 5.00 Her Huddle 5.30= 
6.00am Neil Meets Justin Jefferson 


Sky Arena 


Sky 408 Virgin 518/HD 508 BT 427/HD 447 
6.00am NRLW 7.00 NRL 8.00 Darts 
12 noon British Basketball League 
2.30pm Unbeatable 3.00 Women's 
Super League 4.00 Super League 
5.00 Boxing Archive (AD) 5.30 Boxing 
7.30 NRLW 8.30 NRL 9.30 Unbeatable 
10.00 British Basketball League: action 
from Sheffield Sharks v London Lions 
12.30am Unbeatable 1.00 Darts 
5.00-6.00am Rugby League 


Sky 414 Virgin 522 BT HD 413 


6.00am Cycling: round one of the UCI 
Track Champions League in Majorca 
7.00 Triathlon: the final round of the 
Super League season in Neom, Saudi 
Arabia 8.00 Snooker: day two of the 
Northern Ireland Open 10.00 World 
Superbikes 1.00pm Cyclo-Cross 3.00 
Ski Jumping 5.00 World Superbikes 
8.00 Cyclo-Cross: the women's and 
men's races in the World Cup meeting 
from Waterloo, Wisconsin 10.00 
Motocross: World Championship o1 
Nations highlights 11.00 Ski Jumping 
12 midnight Triathlon: Super League 
action 1.00am Motor Racing: World 
Endurance Championship 2.00 Ski 
Jumping 4.00=6.00am Snooker 


Sky 410 Virgin 527 BT 408/HD 430 
6.00am World Rally (AD) 6.30 Premier 
League: the Big Interview 7.00 Premier 
League Review (AD) 8.00 National 
League Football 10.00 Badminton 

12 noon The Boot Room Boys (AD) 
1.45pm TNT Sports Goals Reload 
2.00 LIVE Uefa Youth League 
Football Manchester Utd Under-19s 
v FC Copenhagen Under-19s, the 
Group A match (kick-off 2.00). 
4.00 National League Football (AD) 
4.30 Champions League 
Magazine: news and updates (AD) 
5.00 LIVE Champions League 
Football Galatasaray v Bayern 
Munich, the Group A match from 
Rams Park (kick-off 5.45); 

7.45 Sevilla v Arsenal, the Group B 
match from Estadio Ram6én 
Sanchez Pizjudn (kick-off 8.00). 
10.30 Champions League Football 
11.30 Fight Week: double bill 

12 midnight Wrestling 

1.00am LIVE Wrestling The next 
generation of wrestling superstars 
showcase their talents in WWE NXT. 
3.15 Fight Week 4.00 TNT Sports 
Goals Reload 4.15 UFC: the Ultimate 
Fighter (AD) 5.15 Sport in Focus (AD) 
5.30-6.00am Classic French Football 


Sky 411 Virgin 528 BT 409/HD 431 
6.00am The Rugby Review 6.45 
Sport in Focus (AD) 7.00 Goals Reload 
7.30 Champions League Magazine 
(AD) 8.00 Europa League Magazine 
(AD) 9.00 Australian Football: action 
from the weekend's A-League matches 
3.00pm Premier League Highlights 
4.30 Premier League Review (AD) 
5.30 National League Football (AD) 
6.00 Premier League Netbusters 
6.30 Premier League Stories (AD) 
7.00 LIVE Champions League 
Football Manchester United v FC 
Copenhagen in Group A, held at 
Old Trafford (kick-off 8.00). 
10.30 UFC Watch-Along 

11.00 Premier League Reload 
11.15 Premier League Review (AD) 
12.15am MotoGP Rewind (AD) 
12.30 LIVE Major League 
Baseball A post-season match. 
4.00 Down the Clubhouse (AD) 
5.00-6.00am West Indies v England: 
Cricket Classics: action from 1998 (AD) 


Sky 417 Virgin 529 BT 410/HD 432 
6.00am Italian Football 8.00 French 
Football 1.00pm Italian Football 3.00 
Europa League and Conference League 
Magazine (AD) 4.00 Two Tribes (AD) 
5.30 LIVE Champions League 
Football Inter Milan v RB Salzburg 
in Group D (kick-off 5.45); 

7.45 Coverage of SC Braga v Real 
Madrid in Group C (kick-off 8.00). 
10.00 Back into the Sunshine (AD) 
11.45 TNT Sports Goals Reload 

12 midnight Champions League 
Football 4.00-6.00am Badminton 


Sky 421 Virgin 530 BT 411/HD 434 
6.00am MLB World Series Film 2008 
7.45 What | Wore: Hector Bellerin 
8.00 MotoGP: the Australian Grand 
Prix 12.30pm Major League Baseball 
3.30 Goals Reload 3.45 Badminton 
5.45 Badminton Weekly (AD) 6.00 
Squash 7.00 Sign Up: into Football 
7.45 LIVE Champions League 
Football FC Union Berlin v Napoli 
in Group C, held at Stadion An der 
Alten Forsterei (kick-off 8.00). 
10.00 Wrestling 12.30am MotoGP 
5.00 MLB Prime 9: All '5Os Team 
5.30-6.00am Prime 9: All "70s Team 


BT 450/HD 458 


7.30-10.15pm LIVE Champions 
League Football The Goals Show. 
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LAST LEG 
Emma and 
Harry Judd 
brave the cold 
in Norway 


Wed 


REALITY 
Celebrity Race 


across the World 
9.00pm BBC! Catch up via iPlaye: 


The order the celebrity: 

‘tyme pairs arrived at the 

ageiuN% checkpoint last week 

was quite a surprise — 
and the shocks keep coming onthe ~~ 
final leg to Tromso in Norway. It’s a 
close-run race: they've got similar 
amounts of money left (by which 
| mean, not much) and there are only 
a few hours between them. 

RT recently published a letter 
from areader who prefers the 
non-celebrity version of this format, 
but I think this one has been just as 
compelling. As the celebs have 
slogged their way through 
24 countries, their true personalities 
have emerged. It’s hard to keep up 
a facade for the cameras when 
you're exhausted, grubby and facing 
another overnight bus ride. 
Meanwhile, they have learnt how to 
be frugal. Even Mel and Helene have 
stopped taking taxis everywhere. 

Our preview didn't include the 
result, so don't be misled by this 
picture of Harry Judd and his mum 
Emma, because we don't know who 
won. But as they near the finish line 
at the Arctic Circle, they all feel like 
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worthy winners. JANE RACKHAM 


PROPERTY DRAMA DOCUMENTARY DRAMA 
Location, Location, Mrs Sidhu Investigates DNA Family Secrets Payback 

i i 8.00pm Drama 9.00pm BBC2 Catch up via iPlayer 9.00pm ITV1 Full series on ITVX 
Location/Grand Designs Cope vie uxrv play ee 
8.00pm/9.00pm c4 ninteresting tact is thrown up in e€ police are, a IS point, growing 


Catch up via C4 streaming 

Nothing can keep Kirstie Allsopp and 
Phil Spencer down. Undeterred by 
soaring mortgage rates and a cost of 
living crisis, the peppy pair are all 
smiles as they return to help more 
families find their dream homes. 

Glen and Natalie have been 
saving for years to live by the sea 
in Torquay, while Amy wants to 
relocate to south Devon. Both sets 
of house-hunters have gone through 
multiple viewings and rejected offers. 
Can Kirstie and Phil pull some 
bricks and mortar-shaped aces 
from their sleeves? 

Grand Designs follows at 9pm, as 
Kevin McCloud meets a couple with 
big plans for a tiny plot in Hackney, 
east London. FRANCES TAYLOR 


She may regard her son 

WSS) as feckless and lazy, but 

dF without Tez, | doubt Mrs 
Sidhu would be solving 
her cases. When she got a catering 
gig at a software company, he 
already had its apps installed. A job 
working with the cast of a hit fantasy 
show? Tez was its biggest fan. 

Now, in this finale, Mrs S is 
providing the food at a major 
championship boxing match, so of 
course her offspring is a keen 
admirer of one of the fighters. Never 
have | known one man have such 
varied interests. Though after one of 
the contenders gets abducted, it’s 
actually mum who exchanges oven 
gloves for boxing gloves when she 
gets a lesson in sparring. 

DAVID BROWN 


this edition. DNA testing isn't popular 
in some countries, which makes it 
hard for siblings Anthony, Karen and 
Sally to find the daughter their father 
had while stationed in Germany after 
the Second World War. 

Meanwhile Laura had a wonderful 
childhood with her adoptive parents 
despite undergoing years of 
reconstructive facial surgery, but 
now hopes to trace any blood 
relations. Finally, Julie believes she’s 
of mixed heritage but wants to 
confirm exactly where her father 
came from. 

They all have a lot of secrets to 
unlock. “Don't underestimate how 
emotionally taxing this can be,” 
Stacey Dooley warns them... 
anditis. JR 


increasingly convinced that Lexie’s 
past criminal history means that 
she's capable of having orchestrated 
the attack on Jared. 

Lexie, though, is more concerned 
with the trail of shell companies and 
bank accounts her late husband left 
behind — work that involves her 
repeatedly inputting strings of 
numbers into computers and then 
looking shocked when the results 
come up onscreen. She does, though, 
eventually get some time off from the 
typing when gangster Cal coerces her 
into taking a trip to Lithuania in the 
company of his heavy, Aaron. Thanks 
to his surveillance work, DC| Adam 
Guthrie is aware of what Lexie has 
planned — the big issue is whether 
he'll arrest her at the airport. DB 
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ALSO ON TODAY 


The Big Bed-Bug _—Portrait Artist 
Invasion of the Year 
8.00pm Channel 5 8.00pm Sky Arts 

A myth-busting look at Rory Stewart, Ainsley 
the bed bugs sweeping Harriott and Rob 
France, whether they'll Delaney sit as Stephen 
cause chaoshere-and §Manganand Joan 


how to get rid of them. 


DOCUMENTARY 


Jay Blades: the 
Midlands through Time 


9.00pm Channel 5 Catch up via My5 
Jay Blades finishes his 
Xs series about the people 
adh) ~who have left their mark 
on the West Midlands by 
wandering around the remains of 
Coventry Cathedral, a stark reminder 
of the Blitz. But it’s unusual stories 
and forgotten local heroes that 
interest him most: Malcolm X visiting 
Smethwick in1964 and the work of 
Pearl Hyde of the Women's Voluntary 
Service (WVS). 

There are tales of racism, hardship 
and bombings, but he has fun, too, 
learning about the origins of the 
Birmingham balti, driving a Mini 
(his first car, bought for £60) and 
meeting Neville Staple of Two-Tone 
band the Specials. JR 


SWEET 'N’ SPICY 
Even a frugal 
dessert is a delight 


when it's by Nadiya 
Hussain 


Bakewell (right) host. 


‘ 


DRAMA 
Dark Winds 


9.00pm Alibi Catch up via Now 

The sight of tan-coloured sandstone 
canyons and desert plateaus are 
enough to transport us far away from 
the UK, but the dialogue also reminds 
us that although this is a crime 
drama, it ain't no Midsomer Murders. 

Early onin episode two, a tardy Jim 
Chee reveals that he's late for work 
because he hit a coyote on the way. 
Then, while accompanying Joe 
Leaphorn on adrive out to interview 
suspects, he asks whether his Navajo 
police colleague has a medicine 
pouch about his person. 

Both the landscape and language 
make this a mystery unlike any other 
on TV, and the case too is unusual, 
with mysticism blended with a gritty 
central story about grudges and 
greed. DB 


WEDNESDAY 25 OCTOBER 
LIVE SPORT 


A League 

of Their Own 
9.00pm Sky Max 
Former Lioness Jill 
Scott joins as anew 
team captain, with 
guests Gareth Bale 
and Katherine Ryan. 


COMEDY DRAMA 
Hamish Macbeth 


10.00pm, 10.50pm BBC4 
Full series on iPlayer 


Between his disturbing turns as PO ria eae ue 
psychopaths in Cracker and P - 9 s 

i : Newcastle United v Borussia 
Trainspotting, Robert Carlyle took on Dortmund 
the more likeable role of lackadaisical 7pm (k/o 8pm) TNT 2 


police constable Hamish Macbeth in 
these easy-going (and rather loose) 
adaptations of MC Beaton’'s detective 
stories. Hamish is essentially the 
opposite of an ambitious go-getter, 
preferring to swerve his duties in the 
fictional Highland town of Lochdubh 
in favour of living the quiet life with 
his terrier companion Wee Jock. 

A hit when shown in the mid-90s 
on Sundays, it’s now been excavated 
from the archives and made available 
in fullon BBC iPlayer, with a taste of 
the show's whimsical charms ina 
double bill on BBC4 this evening. DB 


A draw and awinso far for 
Newcastle, for whom midfielder 
Sean Longstaff (above) has been 
one of the stars of the season. 
Young Boys v Manchester City 
7.45pm (k/o 8pm) TNT 1 
City are at the top of Group Gas 
they take on Swiss opposition. 


Cricket: ICC 
Men's World Cup 


Australia v Netherlands 
9am Sky Sports Main Event/ 
Cricket 
Action from Delhi. 


FILM OF 
THE DAY 


FOOD 
Nadiya’s Simple Spices 
8.00pm BBC2 Catch up via iPlayer 
I'm not sure which TV chef first 
started doing a happy dance to show 
us just how yummy their food was, 
but they all do it now. Nadiya Hussain 
has other ways of expressing how 
flavoursome one of her dishes is — 
widening those eyes, a satisfied 
smile, anod of the head, appreciative 
noises — but even she resorts to 
dancing when she tastes her 
vegetable leftover pakoras. “Love me 
apakora!” she says as she jiggles 
about ecstatically. 

In this penultimate episode of the 
series she’s making budget food, 
including a leek biryani (with lots 
of tips on how to cook rice), a spicy 
vegetable burger (using last night's 
mashed potato as the basis for the 
patties) and a “bonkers” take on 
shortbread for dessert — using 
cottage cheese and a fudge-style 
filling (‘I don't know if you'll ever eat 
normal shortbread again”). And here's 
that happy dance once more. JR 


Blade Runner 2049 


kk*x* © 
10.40pm BBC1 (11.10pm Wales, 
12.25am Scotland, not N Ireland) 
The sci-fi classic gets a ravishing 
sequel by Denis Villeneuve, with 
Ryan Gosling as replicant officer K, 
whose investigation leads him to 
Deckard (Harrison Ford), a cop who 
vanished 30 years earlier. (2017) 


FILM REVIEWS 
page 93 
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DAYTIME 
BBCI 


6.00am Breakfast Jon Kay, Sally Nugent. (s) (HD) 
9.15 Morning Live Magazine show. (s) (HD) 

10.00 Scam Interceptors Jim Browning looks into 
who is behind fraudulent call centres. (S) (HD) 

10.45 Frontline Fightback Following the hunt for a 
group of moped muggers in Hull. (Revised rpt) (S) (AD) (HD) 
11.15 Homes under the Hammer Properties in 
Manchester, Liverpool and Stoke-on-Trent. (R) (S) (AD) (HD) 
12.15pm Bargain Hunt Charlie Ross presents the 
antiques challenge from Hele, near Exeter. (R) (S) (AD) (HD) 
1.00 BBC News Regional News; Weather (S) (HD) 

1.45 Doctors Scarlett makes a big decision, while 

Sid and Bear learn about Tye's plans. (S) (AD) (HD) 

2.15 Money for Nothing Sarah Moore finds a leather 
recliner, a formica table and a pile of woolly blankets 
with potential for upcycling. Rptd Friday 6.15am BBC2 (S) (HD) 
3.00 Escape to the Country A globetrotting couple 
search for a base in rural Wiltshire. (R) (S) (AD) (HD) 

3.45 The Travelling Auctioneers Kirk and Christina 
Trevanion help a Somerset couple downsize. (R) (S) (HD) 
4.30-5.15 The Repair Shop Restoring a postbox, 

a silver tea set and a leather desk folder. (R) (S) (AD) (HD) 


BBC2 


6.15am Money for Nothing shown Mon 2:15pm BBCI (S) (HD) 
7.00 Homes under the Hammer In Nottingham, 
Bournemouth and north London. (k) (S) (AD) (HD) 


8.00-9.00 Sign Zone 8.00 Great Coastal Railway 
Journeys Michael takes a ferry from Southampton to the Isle 
of Wight, where he rides the island's railway. (R) (S) (AD) (HD) 
8.30 Marcus Wareing's Tales from a Kitchen Garden The 
chef explores possibilities for his smallholding. (R) (S) (HD) 


9.00 Nicky Campbell Calls on the day's talking 
points. Simulcast with Radio 5 Live. (S) (HD) 

10.00 BBC News (Ss) (HD) 

11.15 Politics Live News from Westminster. (s) (HD) 
1.00pm Impossible Quiz with Rick Edwards. (R) (S) (HD) 
1.45 Unbeatable Hosted by Jason Manford. (rR) (S) (HD) 
2.15 Wanted Down Under A fireman and his wife 
consider a new life in Melbourne, Victoria. (R) (S) (HD) 
3.00 Call That Hard Work? A florist, a personal 
trainer and a car sales executive compete. (R) (S) (HD) 
3.45 Wild Cameramen at Work Gordon Buchanan 


and Mark Smith reveal the highlights of their careers. 
(R) (S) (AD) (HD) 


4.15-5.15 Cornwall: This Fishing Life A vast new 
development with hundreds of homes threatens 
the future of the fishermen of Hayle. (R) (S) (AD) (HD) 


ITV1 


6.00am Good Morning Britain (s) (HD) 

9.00 Lorraine Showbiz and style tips. (s) (HD) 

10.00 This Morning Lifestyle advice, competitions 
and star interviews. Including Regional Weather (S) (HD) 
12.30pm Loose Women Topical studio discussion 
from a female perspective. Repeated 2.20am (S) (HD) 

1.30 ITV Lunchtime News Regional News; Weather (S) (HD) 
2.00 James Martin's American Adventure The 
chef visits Santa Cruz, California, shopping at farmers’ 
markets and cooking on an artichoke farm. (R) (S) (AD) (HD) 
3.00-4.00 Lingo A husband and wife from Essex, 
sisters from London, and a Newcastle couple take part 
in the word game. (R) (S) (HD) Followed by Regional Weather 


Channel 4 


6.05am Countdown Mark Watson guests. (R) (S) (HD) 
6.45 Cheers Double bill of the sitcom. (R) (S) (HD) 
7.35 Everybody Loves Raymond (f) (S) (AD) (HD) 
8.25 Frasier Three episodes of the comedy. (R) (S) (AD) 
9.55 Find It, Fix It, Flog It Fixing up a pinball machine 
that has been stored in a damp shed. () (S) (AD) (HD) 
10.55 Renovation Nation Sparks fly at Matt and 
Michelle's farmhouse. (R) (S) (AD) (HD) 11.55 News (S) (HD) 
12 noon Steph's Packed Lunch Weekday magazine 
show hosted by Steph McGovern. (S) (HD) 

2.10pm Countdown With Mark Watson. (s) (HD) 

3.00 A Place in the Sun Craig Rowe heads to Crete 
to help Andy and Vicky find a holiday home. (R) (S) (HD) 
4.00-5.00 The Great House Giveaway Connor and 
Lia renovate a three-storey home in south Wales. (s) (HD) 


BBCI fo 


Celebrity Race 
across the World 
9.00pm Will a 
scenic detour 
scupper Noel and rs 
Alex's chances? ‘ 


5.15pm Pointless 

Quiz in which contestants try to score the fewest 
points possible by giving the least obvious correct 
answers to questions. Presented by Alexander 
Armstrong, with Richard Osman. (R) (S) (HD) 


6.00 BBC News Weather (s) (HD) 
6.30 Regional news magazines ‘s) (HD) 


7.00 The One Show 
Jermaine Jenas presents chat and topical stories. 
Editor Joanne Vaughan-Jones (S) (HD) 


@BBC RED BUTTON 7.00-10.30pm 5 Live Final Score 
Champions League updates from BBC Radio 5 Live 


7.30 EastEnders 
Things go from bad to worse for Jay. Sharon makes 
a decision about Albie’s future, while Cindy and lan 


take a gamble on a business strategy. 
Writer Richard Davidson Cast Tuesday/Thursday (S) (AD) (HD) 


8.00 The Repair Shop 

Painting conservator Lucia Scalisi gets to work ona 
seascape painting which holds poignant memories 
for its owners. Will they be blown away when they 
see the results of her restoration? Toy experts 
Amanda Middleditch and Julie Tatchell tackle a 
dislocated doll belonging to a woman who fled to the 
UK from Bosnia with her parents when she was a 
child. With mechanical maestro Steve Fletcher 
getting a head start on the doll’s squiffy eye, the 
women try to make the doll more robust and a little 
less scary. Metal and leather experts Dominic Chinea 
and Suzie Fletcher work on a vintage seed-sower 
and ceramics expert Kirsten Ramsay revives a 


Parisian earthenware plate. A box set is on iPlayer. 
Series producers Tanveer Bari and Paula Fasht; Executive producers 
Hannah Lamb and Emma Walsh (R) (S) (AD) (HD) 


9.00 Celebrity Race across the World 
6/6. |n the final leg, the four teams have to 
make tough decisions in a bid to be the first to 

the finish line in Tromso, the gateway to the Arctic. 

Starting from Berlin, siblings Billy and Bonny have a 

battle on their hands to maintain their lead. Alex and 

his dad take an expedition to Lapland, but this 
detour puts further strain on their dwindling 
resources of time and money. Will cash-strapped Mel 
and Helene take the short but costly route through 

Scandinavia, or opt to travel through the less 

expensive Baltic states? And can Harry persuade his 

mum that his way is the best way? See page 86. 


Producers Kathryn Burke and Charlotte Jacobs 
Series producer Lucy Curtis (S) (AD) (HD) 


10.00 BBC News Regional News; Weather (5) (HD) 


10.40 Blade Runner 2049 kxxx* 
Futuristic sci-fi thriller starring Harrison Ford 
and Ryan Gosling. Los Angeles blade runner 

Officer K uncovers a shocking secret that puts him 

on the trail of Rick Deckard, who has been missing 

for 30 years. Meanwhile, corporate magnate Niander 

Wallace seeks the truth about so-called replicant 

reproduction in order to further his plans for 

interstellar colonisation. Available on iPlayer for 

30 days. Film of the day: page 93. 


Rick Deckard Harrison Ford Mariette Mackenzie Davis 
Officer K Ryan Gosling Dr Ana Stelline Carla Juri 
Niander Wallace Jared Leto Mister Cotton Lennie James 
Luv Sylvia Hoeks Doc Badger Barkhad Abdi 
Joi Anade Armas Coco David Dastmalchian 
Lt Joshi Robin Wright Gaff Edward James Olmos 
Sapper Morton Dave Bautista 


Director Denis Villeneuve (2017, 15) (S) (AD) (W) (HD) 


1.10am Weather for the Week Ahead (S) (HD) 
1.15-6.00am BBC News (S) (HD) 


BBC1 Freeview 1/HD 101 Freesat 101 Sky 101 Virgin 101 


WEDNESDAY Main Channels 


BBC2 


Moulin Rouge: 
Yes We Can-Can! 5, 
10.00pm Putting on ma 
the glitz: dancer 
Zeak makes his 
debut performance 


5.15pm Flog It! 
From Allerton Castle in North Yorkshire. 
Director Chloe Rawlings; Series producer Amanda Lowe (R) (S) (HD) 


6.00 Richard Osman's House of Games 
Larry Dean, Kirsty Gallacher, Sam Quek and Lemn 
Sissay show off their trivia knowledge. (Ss) (HD) 


6.30 Strictly It Takes Two 
Janette Manrara chats to more couples about their 
progress and forthcoming dance routines. (S) (HD) 


7.00 Celebrity Antiques Road Trip 

DJ and presenter Bobby Friction takes on journalist 
Sima Kotecha as they scour the shops of Oxfordshire 
and Northamptonshire in the company of Roo Irvine 
and Philip Serrell. Items purchased for auction include 


truncheons, art deco cutlery and a goat's head vase. 
Series producer Paul Tasker 
Executive producers John Redshaw and Joe Sharp (S) (HD) 


8.00 Nadiya’s Simple Spices 
@ 5/6. Moreish Moneysavers. Nadiya Hussain 
sets out to prove that cooking frugally doesn't 
mean scrimping on flavour, beginning with crispy 
fried pakoras made from leftover vegetables. She 
also creates a spectacular biryani before showing 
how to turn last night's mashed potato into burgers. 
For dessert, Nadiya presents a twist on classic 
shortbread, featuring cinnamon-infused dough and 


a fast-track fudge-style filling. See page 87. 
Series director/producer Jessica Parrish (S) (AD) (HD) 


8.30 Nigella: at My Table 

5/6.Nigella Lawson demonstrates recipes for a 
savoury take on French toast, spiced lamb kofta, 
rose and pepper pavlova with strawberries, egg 
curry, and white chocolate cheesecake. 


Series director Dominic Cyriax 
Series producer Hannah Griffiths (R) (S) (HD) 


9.00 DNA Family Secrets 
@ 5/6 Series 3. Laura was adopted as a child. After 
becoming a mother herself, she is searching for 
her biological relatives. Anthony and his sisters Karen 
and Sally are looking for a half-sibling they believe 
their father had while he was stationed as a soldier in 
Germany, while Julie wants to find answers regarding 
her ancestry, for the sake of both her and her 
daughter. Presented by Stacey Dooley. See page 86. 


Director Brent Gundesen; Series producer Helen Crampton 
Repeated tomorrow 12:15am (S) (AD) (HD) 


10.00 Moulin Rouge: Yes We Can-Can! 
5/6. Zeak is unexpectedly thrust into the limelight 
when another dancer is injured and the troupe is a 
man down. Meanwhile, with just 24 hours before TV 
show La grande soirée begins, creative director Janet 
must rethink all the choreography after the stage is 


revealed to have only a single entrance and exit. 
Director/Producer Christian Francis-Davies (S) (HD) 


10.30 Newsnight With Mark Urban. (s) (Ho) 
11.10 Weather (s) (HD) 


11.15 Unspun World with John Simpson 
The week's major global news stories. (S) (HD) 


11.45 Union with David Olusoga 
4/4. The historian explores how the Easter Rising in 


1916 led to the partition of Ireland. See choice, p66. 
Shown Monday 9pm (S) (AD) (HD) 


12.45-3.00am Sign Zone 12.45 The Crash Detectives 
2/4 Series 4. Investigators go to work after an 18-year-old 
man dies in a head-on crash on a country road. (R) (S) (HD) 
1.15 Clean It, Fix It The team head to London to help 
Shirley transform her cluttered flat. (R) (S) (HD) 

2.00 Union with David Olusoga 3/4. The emergence of a 
new working-class movement. (R) (S) (AD) (HD) 


BBC2 Freeview 2/HD 102 Freesat 102 Sky 102 Virgin 102 


ITV1 


WEDNESDAY 25 OCTOBER 


nnel 


BBC1 
SCOTLAND 


< 2.15pm Politics 
Payback 9.00pm Location, Scotland 3.00-3.45 
Has Lexie (Morven Location, Money for Nothing 
Christie) bitten off Location 8.00pm 10.00pm Robert Bee ga Poe 
is A . Icture Slam 11. 
more than she can Kirstie Allsopp Carlyle stars in Debate Night 12.25am 
chew in her search and Phil Spencer the mid-1990s FILM: Blade Runner 
for Cal's money? are in Devon comedy drama 2049 2.55 Weather 
for the Week Ahead 
3.00-6.00 News 
BBC 
SCOTLAND 


4.00pm Tipping Point 
Ben Shephard hosts the arcade-themed quiz, as 
contestants try to hit the jackpot. (R) (S) (HD) 


5.00 The Chase 

Bradley Walsh presents as Darren, Mel, Kiaran 
and Caitlin pit their wits against a Chaser in the 
hope of winning thousands of pounds. (R) (S) (HD) 


6.00 Regional News Weather (s) (HD) 


5.00pm Help! We Bought a Village 
A piggery is transformed into a new living space. 
Repeated 6.50pm 4seven, tomorrow 2.30pm 4seven (S) (HD) 


6.00 Four in a Bed 
Gareth and Jonny host the third visit of the week 
at The George Inn in Plympton, Devon. (S) (HD) 


6.30 The Simpsons 
Lisa Goes Gaga. Lisa tries to make herself popular 
by writing things on the internet. (R) (S) (AD) (HD) 


7.00pm Great British Railway 


Journeys 


Stoke Mandeville to Beaconsfield 
In Buckinghamshire, Michael Portillo 
discovers the legacy of a German 


Jewish doctor who fled the Na 


Next episode tomorrow 7pm. 
Repeated 12.55am (R) (S) (AD) (HD) 


7.30 Climbing Great Buildings 


zis. 


7.00pm Icons of 
Football 7.30 Born to 
Be Wild 8.00 
Scotland's Home of the 
Year 8.30 Food Fest 
Scotland 9.00 The 
Nine 10.00 River City 
10.30 Debate Night 
11.30 The Big Cases: 
Found under the Floor 
11.50-12 midnight 
The Culture Scene 


6.30 ITV Evening News Weather (5) (40) ooChaua ai sid hee teal ca ckealn ie ; STV 
A anne lews Sport; Weather (5) (HD) scales the iconic edifice in the City o . 
7.30 Emmerdale P London. More tomorrow 7.30pm Lael 
i 7.55 Stand Up to C : Dylan-J 's St ; ae ; ; epi. STV News and 
Pollard attempts to encourage David to move i and Up to Cancer: Dylan-Yamess story Director Kasia Uscinska; Series producer Adam Weather 10.40 
on. Ryan feels awkward. Tom breaks down. Dylan-James was two years old when he was Barry Repeated 1.25am (R) (S) (AD) (HD) Scotland Tonight; ITV 
Writer Karin Young Cast Thursday/Friday (S) (AD) (HD) diagnosed with cancer. His mother tells his story. a Weather 11.05 Peston 
P Signed repeat Thursday 1am (R) (S) (AD) (HD) 8.00 Australia: Earth's 12 midnight-12.30am 
8.00 Coronation Street i : fA Magical Kingdom The Pease rieeay 
Aadi invites Courtney to search for jobs with him. 8.00 Location, Location, Location ; 1/3. Land. A portrait of Australia's Show 3.30-4.45 
Ed and Ronnie meet a potential business investor. New series. Ep 1. Kirstie Allsopp and Phil wildlife. Tree kangaroos climb branches Night Vision 
Writers Chris Fewtrell and Joe Turner Spencer are back to help more house- alongside palm cockatoos, whose ITV1 BORDER 
Ne hunters in an ever-changing property market, intelligence rivals that of dolphins. SCOTLAND 


9.00 Payback 

@ 4/6. Abandoned by the police and left to 
fend for herself, Lexie edges closer to 

finding Cal's money. But her worst nightmare 


starting with two families in Devon. Kirstie is with 
Torquay couple Natalie and Glen, who feel priced 
out of their local area and after 30 viewings are 
struggling to find a home. Meanwhile, Phil meets 
Amy, who is looking to move from Somerset to 


Series director Tosca Looby; Executive producers 


Karina Holden, Sue Clothier, Caroline Hawkins and 


Clare Birks Repeated 2.55am (R) (S) (AD) (HD) 
RT TRAVEL Visit some of Australia’s main cities 


on a 20-day vacation: see page 143 


10.45pm Representing 
Border 11.15 Peston 
12.05-12.30am 

The Way We Were 


becomes a reality when he decides to teach her 


9.00 The Magic of Mushrooms 
a lesson. The whole series is on ITVX. See p86. _ 


Richard Fortey examines the world of 


BBC1 WALES 


Exmouth in search of a seaside idyll for her two 
- 2 Or 10.40pm BBC Wales 


Jal AVGSAINGAM 


Lexie Noble Morven Christie Donny Noble Roman W Sharkey children. The next episode will be available to ; ; F Live 11.10 FILM: Blade 
Cal Morris Peter Mullan Connie Morris Julie Graham stream after this broadcast. See page 86. A atcha ; nm Fe sae ally ' a el ry Runner 2049 
¢ Jibran Khan Prasanna Puwanarajah Aaron Morris Jack Greenlees Directors Paul Leyshon and Sasha Webb WI e Nelp o myco PU let EetIC che y- 1.40-6.00am News 
DCI Adam Guthrie Derek Riddell Michae Mark Sweeney Producers Rachel Allison and Miles Goodwin (S) (HD) Producer Russell Leven; Exec producer Jacqueline 
DS Rob Livingston Steven Miller Nicky Leigh — Seamus Mclean Ross . Smith Rptd tomorrow 1.55pm (R) (S) (HD) BBC2 WALES 
Di Jean Royce Andi Osho Moira Ridley Christina Stracham 9.00 Grand Designs 10.00 Hamish Macbeth 1145pm Beacons: >) 
Malky Roberts Steven Mackintosh Connor Ridley Paddy Towers Ep 5. Kevin McCloud meets Graeme and Melanie, - : Saran (ella agora WEISS 
Kathleen Rebecca Benson Dougie Martin Bell re : Series 1. The Great Lochdubh < 
i ‘ 7 i who have ambitious plans to make a home in 11.30 Unspun World 
Doris Szabo Eileen Duffy DC Cooper Titana Muthui ' Salt Robbery. Comedy drama set with John Simpson me 
Rufus Hayes Henry Pettigrew Surveillance Office Vilnius Hackney, east London, but they have only a tiny against the backdrop of a Highland Soren IPSN, 
! : F : ; : midnight Rick Stein's wn 
PC Sara Naylor Rori Hawthorn Ricardas Bartasius twin garage plot with no surrounding land. il tarring Robert Carlyle. PC SeaionslOshess 
Bianca Morris Lindsey Campbell Tomas Bantius Vaidotas Martinaitis Architect Graeme has come up with a modernist village, starring <0! ert Carlyle. Fe 5618 doar Cosel aT) 
Pent ee design and the schedule is set at 12 months, but | {@mish Macbeth’s rural beat Is rocked °o 
Writer Debbie O'Malley; Producer Eric Coulter 9 : é : by two bizarre mysteries. (R) (S) (HD) BBCI 
Director Andrew Cumming (S) (AD) (HD) costs soon rocket, leaving the family exhausted. 10.50 A Pillar of the Community — | 
Director Edward Sunderland; Exec producers John Lonsdale and ieee ‘i NORTHERN 
10.00 ITV News John Comerford Rptd 11.55pm 4seven, Fri10pm 4seven (S)(AD) (HD) | Hamish investigates when a newcomer IRELAND 


Weather; Regional News and Weather (s) (HD) 
10.45 Peston 


10.00 Building Britain's Superhomes 
Ep 1. An insight into the construction of luxury 


starts to receive anonymous threats. 
First shown in 1995. A box set is 
available on iPlayer. See page 87. 


10.40pm Nolan Live: 
lively debate on issues 
affecting Northern 


Political magazine show hosted by Robert Peston, homes, as cameras follow the work of maverick Hamish Macbeth Robert Carlyle ireland, with Stephen 

featuring topical guests and cultural figures. property developer Guy Phoenix. His latest TV John Ralph Riach Nolan 11.40 Alan 

Executive producer Andrew Dagnall (S) (HD) project is the transformation of a dated hillside Lachlan McCrae Jimmy Wuill Carr's Picture Slam: 
house in Nottingham into a bespoke abode ts Ponll with contestants from 

11.40 No Return Series director/Executive producer Paul Barnett (R) (S) (AD) (HD) ea Campbell apes oal Cardiff, West Sussex 

4/4. Kathy finds out if she can count on Megan fons Fs ry rf P Anne La and Croydon 

when she returns to Turkey for Noah's court case. | 11.05 The Great British Bake Off Eola Eahlaa 12.25-6.00am News 

As the final verdict draws closer, the whole family | 5/10. For Pastry Week the Signature challenge Agnes Meldon Barbara Rafferty BBC2 

is more divided than ever. Can they pull together sees the contestants make savoury picnic pies, Barney Meldon Stuart McGugan NORTHERN 

before it's too late? The whole series is on ITVX. before the Technical challenge features a classic aa Soutar an he IRELAND 

Kathy Powel Sheridan Smith Tara Fisher Jade Jordan | French rough puff pastry. For the Showstopper Tee aca Gan cata 

ae ‘ch Lees ont sn _ Bini they create decorative sweet pies, but who will Maj Roddy Maclean David Ashton Lie heeent re a 

ea Lily Sutff at as MurstSeven | impress the judges? See choice, page 77. Malkie Clunie Jon Croft PiGRaIBRICS CRATE 

Megan McGee Sian Brooke Reyhan Ekici Rosie Hilal Shown yesterday 8pm (S) (SL) (AD) (HD) Writers Daniel Boyle and Stuart Hepburn topical debate from 

Steve McGee David Mumeni Derya Soylu Elif Knight 12.20am Taskmaster Ep 5. Lucy Beaumont gets ear ieee ears NichelesiRemton Lisburn 

Fred McGee Jack Chorley Burak Eskoy Cosh Omar handy with toilet roll. Shown last Thursday (S) (SL) (AD) (HD) 

Batur Doga Celik Rosie Jodie Campbell 1.15 Stand Up to Cancer: Nnamdi’s Story The story of a 11.40 Wisconsin Death Trip: 

Zeph Maximilian Henhappel Hayley Funlola Olufunwa man with prostate cancer. Shown Tue 7.55pm (S) (SL) (AD) (HD) Arena 


Writer Danny Brocklehurst; Producer Farah Abushwesha 
Director John Alexander (R) (S) (AD) (HD) 


12.30am EFL Highlights Action from all the midweek 
fixtures, including Birmingham City v Hull City and 
Leicester City v Sunderland. Shown tipm ITV4 (S) (HD) 
1.45 Catchphrase Stephen Mulhern hosts. (R) (S) (AD) (HD) 
2.20 Loose Women Topical chat. Shown 12.30pm (S) (HD) 
3.05 Shoplifting: the Battle on the High Street? 
Tonight Paul Brand examines the factors behind a 
recent rise in shoplifting. Shown last Thursday (S) (SL) (HD) 
3.30 Unwind A sequence to calm the mind. (S) (HD) 
4.45-6.00am The Masked Dancer Ep 2 Series 2 
With routines from Pearly King, Onomatopoeia, Pig, 
Sea Slug, Cactus and Tomato Sauce. (R) (S) (SL) (AD) (HD) 


ITV1 Freeview 3/HD 103 Freesat 103 Sky 103 Virgin 103 
+1 Freeview 35 Freesat 12 Sky 203 Virgin 303 


i RT Choice #& Family @ Red button (R) Repeat (S) Subtitles (SL) Signing (AD) Audio description (HD) High def FILMS Bd Premiere (W) Widescreen (BW) Black/white EXX¥ Outstanding **** Very good *** Worth watching ** Could be worse * Poor 


1.20 Handmade: Britain's Best Woodworker Ep 3 
Series 3. The woodworkers use their own childhoods as 
inspiration for a toy. Shown Sun 8pm (S) (SL) (AD) (HD) 
2.15 Little Richard: | Am Everything **** Music 
documentary exploring the life, career and legacy 
of flamboyant rock ‘n’ roll icon Little Richard. 
Director Lisa Cortes (2023, 15) (S) (SL) (AD) (W) (HD) 
4.00 Unreported World Ep 7. How a preacher may have 
led hundreds to their deaths. Shown last Fri (S) (SL) (AD) (HD) 
4.25 Couples Come Dine with Me In Essex, Callum 
and his wife Alison showcase a fun-filled menu. (R) (S) (HD) 
5.20 Beat the Chef With Clodagh McKenna. (R) (S) (HD) 
5.45-6.05am Food Unwrapped How supermarkets 
manage to sell pesto at an affordable price. (R) (S) (HD) 


Channel 4 Freeview 4/HD 104 Freesat 104 Sky 104 Virgin 104 
+1 Freeview 15 Freesat 121 Sky 204 Virgin 304 


A visit to the small town of Black River 


Falls to examine sinister events that 
occurred there. First shown in 2000. 


Director James Marsh; Editor Anthony Wall (R) (S) (HD) 
12.55am Great British Railway Journeys 


Shown 7pm (S) (AD) (HD) 
1.25 Climbing Great Buildings 
Shown 7.30pm (S) (AD) (HD) 


1.55 When Ireland Was Divided: Border 
Country Stories of people who have been 


affected by the border between the Republic 
of Ireland and the UK. Shown Mon 10pm (S) (HD) 
2.55-3.55am Australia: Earth's Magical 


Kingdom Shown 8pm (S) (AD) (HD) 


BBC4 F'view 9/HD 106 F'sat 108 Sky 116 Virgin 108 


Channel 5 


listings are overleaf 


89 


ISION WEDNESDAY 


Telev 


aa RT TRAVEL Looking for inspiration for your next holiday? 


WEDNESDAY Freeview 


Jay Blades: the Midlands through 
Time 9.00pm The effects of the Blitz 


5.35am Milkshake! See page 92 
9.15 Jeremy Vine (S) (HD) 

11.15 Storm Huntley (S) (HD) 
12.40pm Alexis Conran (S) (HD) 

1.40 5 News (S) (HD) 

1.45 Home and Away Remi and Eden 


stew over Kirby's solo career press release. 

Shown yesterday 6.30pm 5 Star (S) (AD) (HD) 

2.15 Christmas on Honeysuckle Lane ** 
Drama starring Alicia Witt. A woman 
returns to spend what might be 

the last Christmas in her family home. 

Director Maggie Greenwald (2018) (S) (W) (HD) 

4.00 Bargain-Loving Brits in the Sun 

Bar owner Dave and his new partner Tony 

are opening a Mexican restaurant. (R) (S) (HD) 


5.00pm 5 News (Ss) (HD) 


6.00 Dogs Behaving (Very) Badly 
7/15 Series 4. Graeme Hall takes on 
german shepherd Jake, whose antics 
around traffic lights are leaving owner 
Danielle at a crossroads. (R) (S) (HD) 
6.55 5 News Update (S) (HD) 


7.00 Ready Meals: the Shocking 
Truth 

Marketing executives, whistleblowers 
and industry insiders spill all on the 
tricks of the trade and divulge the truth 
behind Britain's ready meal addiction. 
Producer Emily Jones (S) (HD) 

7.55 5 News Update (S) (HD) 


8.00 The Big Bed-Bug Invasion 
An epidemic of bed bugs has been 
sweeping across France. This 
programme looks at how they spread, 
how to get rid of them and whether the 
same could happen in the UK. (S) (HD) 
Followed by 5 News Update (s) (HD) 


9.00 Jay Blades: the Midlands 
through Time 
@ 3/3. The presenter discovers how 
badly Coventry suffered during the 
Second World War, targeted by Hitler 
due to the area's manufacturing might. 
In the half-destroyed cathedral, Jay 
hears about the woman who mobilised 
locals in the aftermath of the Blitz, 
before discovering how the city rose 
out of the ashes. See page 87. (S) (HD) 


10.00 Truth or Dare: the Murder 
of Mary Gregory 

The story behind the murder of 
grandmother Mary Gregory in 2018. 
Police faced a challenging case, with no 
crime scene left, no weapon, no DNA 
evidence and no apparent motive. (S) (HD) 


11.30 Crimes That Shook Britain 
Re-examining the case of Jill Dando's 
murder, looking back at some of the 
unanswered questions from the case. 
Producer Anthony McNally (R) (S) (HD) 


12.30am Cricket World Cup: Australia v 
Netherlands (S) (HD) 1.25 Casino Show (S) 
(HD) 3.25 The All-Inclusive: How Do They 
Do It - and Should You? (R) (S) (HD) 

5.05 House Doctor (R) (S) (SL) 5.30= 
5.35am Entertainment News (S) (HD) 
Freeview 5/HD 105 Freesat 105 Sky 105 Virgin 105 
Freeview 38 Freesat 128 Sky 205 Virgin 305 


BBC4 listings are overleaf 


Laura Smyth presents the acts 


7.00pm A Wright Family Holiday 
5/6. The Wrights visit the Peak District 
where they take to the water on the River 
Derwent then head to Bakewell. (S) (AD) (HD) 
7.30 6/6. In the final episode, the Wrights 
are in Cornwall, where they head to the 
beach to swim with horses. (S) (AD) (HD) 
Followed by New. The Catch Up (Ss) (HD) 


8.00 Top Gear 

The boys are challenged to knock down a 
row of derelict houses faster than a team 
of experts. More tomorrow 7pm. (S) (HD) 


9.00 James Arthur: out of Our Minds 

Middlesbrough-born singer James Arthur 
opens up about his mental health struggles 
and issues he has had with antidepressants 
as he prepares to go out on tour. (S) (AD) (HD) 


10.00 New. BBC New Comedy Awards 
4/7. Nationwide search to find the best 
new stand-up talent in the UK. (S) (HD) 


10.30 Back to Life 

3/6 Series 2. Miri attempts to reinvent herself 
when meeting Billy's family. (S) (AD) (HD) 
11.00 4/6. Disasters threatens to derail 
Miri's date. A box set is on iPlayer. (S) (AD) (HD) 


11.25 New. The Bold Type 
8/16 Series 4. Jane's brother comes to 
town, Adena asks for help in dealing with 
RJ, and Richard and Sutton start wedding 
planning. More tomorrow 11.25pm. (S) (HD) 
12.05am James Arthur: out of Our Minds (S) 
(AD) (HD) 1.05 BBC New Comedy Awards (S) 
(HD) 1.35 This Is Gay (S) (HD) 1.550 A Wright 
Family Holiday (S) (SL) (AD) (HD) 2.550-3.50am 
James Arthur: out of Our Minds (S) (SL) (AD) (HD) 
F'view 23/HD 107 (not Scot/Wales) F'sat 179/HD 107 
Sky 115 (117 Wales; 121 Scotland) Virgin 107 (157 Scotland/Wales) 


5.00am CITV: children’s programmes (HD) 
9.00 One Tree Hill (S) (HD) 10.00 Dawson's 
Creek (S) (HD) 11.00 Dress to Impress (S) (HD) 
12 noon Dinner Date (S) (AD) (HD) 1.00pm 
Alan Carr's Epic Game Show (S) (AD) (HD) 
2.00 Chuck (S) (HD) 3.05 One Tree Hill (S) 
(HD) 4.00 Dawson's Creek (S) (HD) 5.00 
Dinner Date: Brandon from Bournemouth 
chooses three blind dates (S) (AD) (HD) 
6.00pm Celebrity Catchphrase Stephen 
Mulhern hosts as Richard Ayoade, Katie 
McGlynn and Joe Swash all play to win 
£50,000 for their chosen charity. (S) (AD) (HD) 
7.00 Alan Carr's Epic Game Show The 
comedian hosts an updated version of Name 
That Tune as four contestants try to identify 
songs in the shortest time possible. (S) (AD) (HD) 
8.00 Bob's Burgers Series 7 Gene works 
with the head of his favourite chocolate 
company to fix the changed recipe. (S) (AD) (HD) 
8.30 Linda chaperones Tina to a conference, 
while Gene and Louise have plans for their 
time alone with Bob. (S) (AD) (HD) 
9.00 New. Big Brother Highlights from 
the past 24 hours inside the house. (S) (HD) 
10.00 New. Big Brother: Late and Live 
AJ Odudu and Will Best present a discussion 
on events in the Big Brother house. (S) (HD) 
11.05 Family Guy Series 9. Peter joins forces 
with Joe to play a series of painful pranks on 
his friends and neighbours. (S) (AD) (HD) 
11.35 Series 17. Peter is mistakenly identified 
as transgender, which leads him to learn 
a very important lesson. (S) (AD) (HD) 
12.05am American Dad! (S) (AD) (HD) 1.00 Bob's 
Burgers (S) (AD) (HD) 2.00 Don't Hate the Playaz 
(S) (HD) 2.45=3.00am Unwind (S) (HD) 
Freeview 6 Freesat 113 Sky 118 Virgin 115 
Freeview 29 Freesat 114 Sky 218 Virgin 315 


Lewis 8.00pm The detectives look 
into the death of a female bishop 


6.00am Classic Emmerdale (S) 7.05 Classic 
Coronation Street (S) (AD) 8.10 Bless This 
House (S) 9.15 Where the Heart Is: 10/10 
Series 9. In a Perfect World. The townsfolk 
mourn Sally's death Repeated 12.10am; 10.25 
1/9 Series 10 RSVP. Anna and Kim welcome 
the latest recruit Repeated 15am (S) (AD) 11.30 
Heartbeat: 16/24. Mason's personal feelings 
compromise his professional judgement 
when a woman is murdered; 12.35pm 17/24 
Mason and Miller tackle tribal prejudice after 
an attempt is made on a farmer's life (S) (AD) 
1.40pm Classic Emmerdale: double bill. Carl 
stuns Tom by revealing the truth about Paul's 
death, then Turner begins to have doubts 
about moving to Spain (S) 2.40 Classic 
Coronation Street: double bill. Peter finally 
goes to the police station to face the music, 
then he decides to leave Weatherfield for good 
(S) (AD) 3.50 Agatha Christie's Marple: The 
Blue Geranium. The body of a strange man is 
found at the village golf club (S) (AD) (HD) 


5.55pm Heartbeat 

18/24 Series 18. Armed robbers target 
post offices around Aidensfield. (Ss) (AD) 
6.55 19/24. Might a new female arrival 
threaten Peggy's hold over David? (S) (AD) 


8.00 Lewis 

2/4 Series 5. Wild Justice. Lewis and 
Hathaway enter the world of St Gerard's 
College after a female bishop is found 
dead having consumed poisoned wine. 
Then another two killings occur. (S) (AD) (HD) 


10.00 DI Ray 

3/4. As the body count continues rising, 
Rachita and the team uncover more 
evidence that indicates they are dealing 
with some dangerous criminals. Next 
episode tomorrow 10pm. (S) (AD) (HD) 


11.05 Innocent 
3/4 Series 2. Sally and Sam grow closer, 
as the police investigate Gary Walker's link 
to the case. Karen admits a secret and 
Bethany's connection to Matthew comes 
to light. More tomorrow 11.05pm. (S) (AD) (HD) 
12.10am Where the Heart Is Shown 915/10.25am 
(S) (AD) 2.20=2.30am Unwind (S) (HD) 
Freeview 10 Freesat 115 Sky 119 Virgin 117 
F'view 59 (9pm-4am) F'sat 116 Sky 219 Virgin 317 


6.00am The Best of the 90s (S) (HD) 6.15 
Minder (S) (AD) 7.25 The Professionals (S) 
(AD) 8.25 The Saint (S) 9.35 Dempsey and 
Makepeace (S) (AD) 10.35 Magnum, PI (S) (AD) 
(HD) 11.35 BattleBots: eight bots remain (S) (HD) 
12.35pm The Saint (S) 1.45 Dempsey and 
Makepeace (S) (AD) 2.45 Magnum, PI (S) (AD) 
(HD) 3.50 The Professionals (S) (AD) 4.50 
Minder: Terry minds an illegal bookie (S) (AD) 
6.00pm New. BattleBots The final four bots 
compete. Repeated tomorrow 10.40am (S) (HD) 
6.55 River Monsters Reports of a face-eating 
creature in a remote part of Bolivia. (S) (HD) 
7.30 Jeremy Wade investigates deaths in the 
waters of America's tourist hotspots. (S) (HD) 
8.00 The Grand Fishing Adventure Ali 
and Bobby fish for giant sturgeon carp in an 
underwater special. Shown Monday 9pm (S) (HD) 
9.00 New. All Elite Wrestling: Collision 
Hard-hitting wrestling action. (S) (HD) 
11.00 New. EFL Highlights Including Stoke 
City v Leeds United. Repeated 12.30am ITV1 (S) (HD) 
12.35am New. All Elite Wrestling: Battle of the 
Belts: top AEW wrestlers are in action as all the 
major titles are defended (S) (HD) 1.40 Made in 
Britain (S) (SL) (AD) (HD) 2.05 The Protectors (S) 
(SL) (HD) 2.35=3.00am Unwind (S) (HD) 
Freeview 26 Freesat 117 Sky 120 Virgin 118 
Freesat 118 Sky 220 Virgin 318 


a A 


Mrs Sidhu Investigates 8.00pm A boxer 
is kidnapped and held at ransom 


7.10am All Creatures Great and Small 
Repeated 4.20pm (S) 8.00 Doctors: double bill. 
Caroline suspects a boy has been taking 
drugs, then Rana has bad news for a TV 
producer 9.20 Classic Holby City: Malick's 
reputation hangs in the balance (S) (HD) 
10.40 Casualty: Tom Harley arrives as 
locum consultant 11.50 The Bill: Peter 
Cavanaugh takes Sam hostage 

12.50pm Classic EastEnders: double bill. 
Martin prepares to face a terrible task, then 
Martin is rocked by Pauline's revelation 2.10 
Pie in the Sky: 2/10 Series 1. Henry is enlisted 
in the search for a missing policeman (S) 3.10 
Bergerac: 7/10 Series 3. Jim investigates the 
death of a businessman 4.20 All Creatures 
Great and Small: 6/16 Series 3. Pig in the 
Middle. James and Helen celebrate their 
anniversary Shown 710am 5.30 The Upper 
Hand: 6/19 Series 4. Charlie helps a young man 


6.05pm ‘Allo ‘Allo! 
23/26 Series 5. An Enigma Variation 
René is on a mission at the chateau. (S) 


6.40 Last of the Summer Wine 
Series 17. The First Human Being to Ride 
a Hill. Howard's bike is confiscated. (S) (AD) 
7.20 Captain Clutterbuck's Treasure 
The friends are offered the chance to 
become wealthy. (S) (AD) 


8.00 New. Mrs Sidhu Investigates 
4/4. On the Ropes. The crime- 
solving caterer has a gig at a major 

boxing championship match when a boxer 

is kidnapped. See page 86. (AD) (HD) 


10.00 New Tricks 

5/10 Series 11. London Underground 

The team investigates when the body of a 
film critic is found in a sewer. (S) (AD) (HD) 


11.20 Dalziel & Pascoe 
2/4 Series 4. Recalled to Life. Inspector 
Dalziel comes under investigation. (S) (AD) 
1.25am Banished: 3/7. Elizabeth and 
Tommy's marriage is blessed (S) (AD) (HD) 
2.35-4.00am Classic Holby City: Sacha 
makes a desperate bid to save Rachel, 
leaving Chrissie with a big decision (SL) 
Freeview 20 Freesat 158 Sky 143 Virgin 116 
Freeview 60 Sky 243 Virgin 316 


7.00am The Real Housewives of Cheshire (S) 
(AD) (HD) 8.00 The Big Bake: Halloween (S) (HD) 
9.00 LittleBe: children’s programmes (HD) 
12 noon Unboxed (S) (HD) 12.25pm The Real 
Housewives of Beverly Hills (S) (HD) 1.25 The 
Only Way Is Essex (S) (HD) 2.05 The Big Bake 
(S) (HD) 3.05 New. Million Dollar Listing: LA 
(S) (HD) 4.05 The Real Housewives of New 
Jersey (S) (HD) 5.00 The Real Housewives of 
Salt Lake City: Jen lashes out (S) (HD) 
6.00pm Masters of Flip Dave and Kortney 
Wilson transform an outdated home into a 
stunning modern masterpiece. (S) (HD) 
7.00 The Big Bake The teams impress Danni 
Rose, Eddie Jackson and Ron Ben-lsrael with 
cakes from a vampire summer camp. (S) (HD) 
8.00 New. The teams create chilling cakes 
and take the judges on a wild ride. (S) (HD) 
9.00 New. Ferne McCann: My Family and 
Me Ferne, Lorri and Sunday adjust to being 
a family of four with baby Finty. (S) (HD) 
10.00 The Only Way Is Essex Diags invites 
a companion on the group's mini break. (S) (HD) 
11.00 Botched A bodybuilder strives to 
complete her “muscular plastic” look. (S) (HD) 
12 midnight-1.00am The Only Way Is Marbs (S) (HD) 
Freeview 28 Freesat 119 Sky 131 (132 Scotland) 
Virgin 119 +1 Virgin 319 


ALL PROGRAMMES ON THE ABOVE CHANNELS ARE REPEATS UNLESS OTHERWISE STATED 


~ Visit radiotimes.com/partnerbrochures 


The Dog House 9.00pm Will cheeky 
cockapoo puppy Percy get a match? 


8.55am Kirstie’s Handmade Treasures 
9.15 A Place in the Sun 10.05 A New Life in 
the Sun 11.05 Find It, Fix It, Flog It (AD) 
1.10pm Heir Hunters 3.10 Four in a Bed 
5.50 The Secret Life of the Zoo (AD) 
6.55pm The Dog House Australia Amy 
and Kunal hope that getting a dog will help 
their son Arnav get his spark back. When 
they meet Lane, a dachshund cross puppy, 
Arnav falls in love but his parents aren't sure. 
7.55 Grand Designs Tom and Danielle have 
decided to build a wooden house in south 
Cornwall with curvy cladding and interior 
walls covered in weathered timber. (AD) 
9.00 The Dog House Canine matchmaking 
returns to Woodgreen Pets Charity as they 
find homes for abandoned dogs. Deaf parents 
Hannah and Craig and their boys meet their 
match in cheeky cockapoo puppy Percy. (AD) 
10.00 Homes from Hell: Caught on 
Camera Amateur footage captures some of 
the many things that can go horribly wrong 
in the place where peace and security should 
reign. The invaders of domestic sanctuaries 
include bugs and chaos-causing animals. (AD) 
11.05 24 Hours in A&E In an episode 
revealing how marital bonds are tested by 
difficult circumstances, Corey, aged 27, is 
rushed in after suffering a cardiac arrest. (AD) 
12.05am Emergency Helicopter Medics: an 
injured cyclist is rescued (AD) 1.10 Eight out of Ten 
Cats Does Countdown 2.15 24 Hours in A&E (AD) 
3.20=-3.50am Food Unwrapped (AD) 

F'view 18 F'sat 124 Sky 136 (137 Scotland) 
Virgin 147 +1 Freesat 125 Sky 236 (237 Scot) Virgin 347 


6.00am Hollyoaks Shown last Friday/Monday 
7pm (AD) 7.00 Married at First Sight UK 
8.00 Melissa & Joey (AD) 9.00 Brooklyn 
Nine-Nine (AD) 10.00 The Big Bang Theory 
(AD) 11.00 The Goldbergs: double bill (AD) 
12 noon The Big Bang Theory (AD) 2.00pm 
The Goldbergs (AD) 3.00 Modern Family: 
double bill 4.00 Married at First Sight UK 
5.00 The Big Bang Theory: double bill (AD) 
6.00pm The Big Bang Theory 1/24 Series 4 
Sheldon arranges his first-ever date. (AD) 
6.30 2/24. The gang meet Steve Wozniak. (AD) 
7.00 New. Hollyoaks Warren wants to improve 
business at The Loft. Rptd Friday 6.30am (AD) 
7.30 Young Sheldon 13/21 Series 3. George 
Sr and Georgie go camping with Dale. (AD) 
8.00 New. Modern Family 11/22 Series 7 
Mitchell throws a slumber party for Lily. 
8.30 New. 12/22. Jay decides to take up a 
new hobby. Both eps first shown on Sky Showcase 
9.00 New. Married at First Sight UK 
The couples head off for a country retreat. 
10.00 New series. Teen First Dates Josh 
and Mason are set up on a double date. (AD) 
11.05 New. Sex Rated Former salesman Kyle 
thinks he has all the skills to satisfy ladies. (AD) 
12.05am Gogglebox (SL) (AD) 1.15 Married at 
First Sight UK 2.15 Teen First Dates (AD) 3.15 
Below Deck Sailing Yacht (AD) 4.05 Brooklyn 
Nine-Nine (AD) 4.55-6.00am Black-ish (AD) 
Freeview 13 Freesat 122 Sky 135 (136 Scot) Virgin 106 
Freeview 30 Freesat 123 Sky 235 (236 Scot) Virgin 306 
F'view 31 F'sat 181 Sky 138 (139 Scot) Virgin 287 


6.00am Fantasy Homes by the Sea 7.00 Shopping 
8.00 Salvage Hunters 10.00 The Yorkshire Auction 
House 11.00 Antiques Road Trip 12 noon Money 
for Nothing 1.00pm A Place in the Sun: Home or 
Away 2.00 My 600lb Life 4.00 Animal Cops 
Houston (AD) 5.00 Helicopter ER 6.00pm The 
Yorkshire Auction House 7.00 Antiques Road Trip 
9.00 New series. Crack Addicts 10.00 Dr Pimple 
Popper 11.00 Ghost Adventures 12 midnight 
Destination Fear 1.00am Ghost Adventures 2.00 
Shopping 4.00 as 4pm 5.00-6.00am as 12 noon 


Freeview 17 Freesat 160 Sky 142 Virgin 128 


WEDNESDAY 25 OCTOBER 


Portrait Artist of the Year 8.00om 
Celebrity sitter Rob Delaney 


6.00am Charles Hazlewood: Beethoven and 
Me (AD) 7.00 André Rieu: Starry Night in 
Maastricht 8.00 The Joy of Painting 9.00 
Tales of the Unexpected (AD) 10.00 Alfred 
Hitchcock Presents 11.00 Discovering: Ed Harris 
12 noon The Joy of Painting 1.00pm Tales 
of the Unexpected (AD) 2.00 National 
Treasures: the Art of Collecting (AD) 3.00 
Marcel Duchamp: the Art of the Possible (AD) 
4.00 Discovering: Gary Oldman 5.00 
Tales of the Unexpected: double bill (AD) 
6.00pm Alfred Hitchcock Presents A man 
has a very special dinner at a private club. 
6.30 Union soldiers hang a Confederate 
farmer for sabotage, but the rope breaks. 
7.00 The Joy of Painting Bob Ross creates 
a snowy landscape with stately evergreens. 
7.30 Painting ocean waves under clouds. 
8.00 New. Portrait Artist of the Year 
Creating portraits of celebrity sitters Rory 
Stewart, Ainsley Harriott and Rob Delaney. 
9.00 New. Discovering: Kevin Bacon The 
life and career of the American actor, known 
for his roles in Footloose, Apollo 13 and Diner. 
10.00 Discovering: Rod Steiger A look at 
the life and career of the American actor. (AD) 
11.00 Art Traffickers: Treasures Stolen 
from the Tombs The stories behind those 
who have stolen masterpieces. (AD) 
12 midnight Olive Kitteridge 1.15am Nina 
Simone: the Lost Album (AD) 2.40 Southern 
Journey (Revisited) (AD) 4.10 The South Bank 
Show 5.00=6.00am The Agatha Christie Hour (AD) 
Freeview 36 Freesat 147 Sky 130 (131 Scotland) 
Virgin 140/HD 123 BT 350/HD 365 


9.00am The Great House Giveaway 10.00 
Come Dine with Me: dinner parties in 
Dumfries and Galloway (AD) 12.30pm A 
Place in the Sun 2.30 Help! We Bought a 
Village 3.30 Come Dine with Me (AD) 
6.00pm A Place in the Sun Jonnie Irwin 
helps a Hull man find property in Spain. 
6.50 Help! We Bought a Village. A piggery 
is transformed into a new living space in a 
French hamlet. Shown 5pm Channel 4 
7.45 The Great British Bake Off 5/10 
The bakers are hoping not to crumble under 
pressure as they face Pastry Week. See 
choice, page 77. Shown yesterday 8pm C4 (AD) 
9.00 Stand Up to Cancer: Don't Look 
Down 3/5. The celebrities are struggling to 
hold it together as the mental and physical 
strain of high-wire walking takes its toll. 
Shown yesterday 9.15pm Channel 4 (AD) 

10.00 FILM The Inbetweeners Movie 
*&** Comedy based on the TV series 
starring Simon Bird, Joe Thomas, James 
Buckley and Blake Harrison. (AD) (W) 

11.55 Grand Designs A couple plan to build 
a three-storey home on a tiny twin garage 
plot in Hackney. Shown 9pm Channel 4 (AD) 
12.55am Gogglebox: double bill (AD) 3.05 
Taskmaster (AD) 4.05=5.00am Sex Rated 


F'view 49 F'sat 127 Sky 137 (138 Scot) Virgin 143 


6.00am How Do They Do It? 6.30 Shed and 
Buried 7.00 The Repair Shop 8.00 American 
Pickers 10.00 Chasing Classic Cars 11.00 Salvage 
Hunters: Classic Cars 12 noon How Do They Do It? 
1.00pm Money for Nothing 2.00 The Repair Shop 
3.00 Shed and Buried 4.00 Salvage Hunters 
5.00 Salvage Hunters: the Restorers (AD) 6.00 
Wheeler Dealers 7.00 Outback Opal Hunters 8.00 
Salvage Hunters 9.00 New. Salvage Hunters 
10.00 The Repair Shop 11.00 How Do They Do It? 
11.30 How Do They Do It? 12 midnight Wheeler 
Dealers 1.00am Cops UK: Bodycam Squad 2.00 
Chasing Classic Cars 3.00 Salvage Hunters: 
Classic Cars 4,00=5.00am How It's Made 


Freeview 12 Freesat 172/HD 167 Sky 144 Virgin 137 
Freeview 70 Freesat 168 Sky 244 Virgin 337 


Turkey with Simon Reeve 9.00pm 
Visiting the Black Sea Highlands 


6.10am Warbird Workshop: double bill 
8.00 Abandoned Engineering (AD) 10.00 
Auschwitz: the Nazis and the Final Solution 
11.00 The Buildings That Fought Hitler (AD) 
12 noon Great American Railroad Journeys 
1.00pm Antiques Roadshow 2.00 Bangers 
and Cash (AD) 4.00 The Buildings That Fought 
Hitler (AD) 5.00 Auschwitz: the Nazis and 
the Final Solution: the role of Rudolf Hoess 
6.00pm Great British Railway Journeys 
Michael Portillo discovers an early 20th 
century steam engine in Sheffield. 
6.30 A journey between Liverpool and Wales. 
7.00 Antiques Roadshow Items brought in 
0 be valued in Norfolk include two pieces of 
talian jewellery and a Chinese vase. 
8.00 Great American Railroad Journeys 
Michael Portillo travels from St Louis to 
Jefferson City, Missouri. 
9.00 Turkey with Simon Reeve Simon 
ravels along the Black Sea Coast to Ankara. 
10.00 Bangers and Cash Actor Cliff Parisi 
drops off his Bedford CA campervan. (AD) 
11.00 Abandoned Engineering A town in 
he US that has been erased. (AD) 
12 midnight Great British Railway Journeys 
1.00=3.00am Warbird Workshop 

Freeview 27 Freesat 159 Sky 155 Virgin 129 

Sky 255 Virgin 329 


7.10am David Mitchell's Outsiders (AD) 8.00 
Border Force: America’s Gatekeepers (AD) 
9.00 The Force: behind the Line 10.00 
Inside the Factory 11.00 Rick Stein's Cornwall 
12 noon Storage Hunters UK 1.00pm Top 
Gear (AD) 4.00 Pointless 5.00 Rick Stein's 
Road to Mexico: exploring Guadalajara 
6.00pm Rick Stein's Cornwall Rick makes 
a honey pudding on the Isles of Scilly. 
6.30 Rick meets a man paid to eat cheese. 
7.00 Richard Osman's House of Games 
Matt Edmondson, Sabrina Grant, Andy 
Hamilton and Kirsty Wark test their skills. 
7.40 With Kelly Cates, Tyger Drew-Honey, 
Desiree Burch and Matt Allwright. 
8.20 Would I Lie to You? With guests Greg 
Davies, Alex Jones, John Cooper Clarke and 
Rick Edwards. Hosted by Rob Brydon. 
9.00 QI XL Questions on tea time. 
10.00 New. David Mitchell's Outsiders 
3/6 Series 3. The Outsiders discover that 
there has been a murder in the camp. (AD) 
11.00 Live at the Apollo With Ardal 
O'Hanlon, Mawaan Rizwan and Sara Barron. 
12 midnight Live at the Apollo 1.00am QI XL 
2.00 Big Zuu's Big Eats (AD) 2.45 Gavin & Stacey 
(AD) 3.15=4.00am Hypothetical 

F'view 19 F’sat 157 Sky 111 (112 Wales) Virgin HD 127 

Freeview 57 Sky 211 (212 Wales) Virgin 327 


7.00am Border Security USA (AD) 8.00 
Nothing to Declare (AD) 9.00 Motorway Patrol 
10.00 Highway Cops 11.00 Highway Patrol 
(AD) 12 noon Motorway Patrol 1.00pm Border 
Patrol 2.00 Border Security USA (AD) 3.00 
Nothing to Declare (AD) 4.00 Stargate Atlantis 
5.00 Stargate SG-1 6.00 Star Trek: Enterprise 
7.00 Star Trek: Voyager 8.00 New. NCIS: Los 
Angeles: thieves find a body during a burglary 
First shown on Sky Showcase 9.00 New. Liverpool 
Narcos: how ecstasy spawned a cultural 
revolution First shown on Sky Documentaries 
10.00 New. The Lawman: film celebrating 
former footballer Denis Law First shown on Sky 
Documentaries (AD) 11.45 New. Snapped: a 
man dies in a house fire First shown on Sky Crime 
12.40am How | Caught the Killer (AD) 1.35 Brit Cops: 
War on Crime 2.30 Road Wars 3.00 Highway Patrol 
4.00 Motorway Patrol 5.00-6.00am Highway Cops 


Freeview 11 Freesat 144 Sky 151 Virgin 135 


9.00am NCIS (AD) 9.55 Entertainment 
News 10.00 NCIS (AD) 12 noon Law & Order 
6.00pm NCIS Series 9. Triple bill. The team 
discovers an elusive arsonist was not 
working alone 7.00 The investigators try 
to catch fugitive terrorist Harper Dearing 
8.00 Gibbs takes desperate measures to 
track down Harper Dearing (AD) 9.00 
New. Criminal Minds Series 8. The agents 
investigate a murderer who struck in 
different cities within a matter of hours First 
shown on Sky Witness 10.00 Law & Order: 
Special Victims Unit Series 6. Double bill 
12 midnight NCIS 2.55am Criminal Minds 
3.35-4.00am Criminals: Caught on Camera 
F'view 21 F'sat 129 Sky 141 Virgin 120 (162 Scot) 
Freesat 130 Sky 241 Virgin 320 


8.00am Bargain-Loving Brits in the Sun 
10.00 Casualty 24/7: Every Second Counts 
11.00 GPs: behind Closed Doors (AD) 12 noon 
Traffic Cops 2.00pm Police Interceptors 5.00 
Car Pound Cops: Give Me My Car Back! 
6.00pm Home and Away Marilyn struggles 
making up with Roo. Shown 1.45pm C5 (AD) 
6.30 New. Felicity runs from her problems. 
Repeated tomorrow 1.45pm Channel 5 (AD) 
7.00 GPs: behind Closed Doors A GP refers 
a boy to a cancer-screening specialist. (AD) 
8.00 Casualty 24/7: Every Second Counts 
Doctor Dave negotiates with the police. 
9.00 New series. Trauma Room One 1/8 
Series venturing inside Liverpool's Walton 
Centre. Repeated tomorrow Tlpm 
10.00 Ambulance: Code Red A hay bale 
lands on a farmer's head in a remote location. 
11.00 999: Emergency Call Out A driver 
who has crashed passes a breath test. 
12 midnight Criminals: Caught on Camera: the 
use of CCTV to fight crime 1.00am Sleeping with 
My Murderer (AD) 2.00 GPs: behind Closed Doors 
(AD) 2.50=3.00am Entertainment News 
Freeview 32 Freesat 131 Sky 128 (129 Scotland) 
Virgin 126 +1 Freesat 141 Sky 228 (229 Scot) Virgin 326 


9.00am Winter Road Rescue 9.35 The 
Motorway 10.35 Traffic Cops 11.35 Police 
Interceptors: Jimmy finds a weapon 
12.40pm FILM When the Daltons Rode 
kk Western starring Randolph Scott (BW) 
2.25 FILM Apache Drums *** Western 
4.00 The Motorway 5.00 Traffic Cop 
6.00pm Police Interceptors A reckless 
car thief seems intent on causing carnage. 
7.00 Jacko and Bully spring a stinger 
trap as part of a high-speed pursuit. 
8.00 Officers respond to reports of a fight 
involving weapons including a machete. 
9.00 FILM King Arthur *** Period 
action adventure starring Clive Owen and 
Keira Knightley. In the last days of the Roman 
Empire, Arthur begins to doubt his faith and 
allegiance to Rome. Review page 93. 
11.35 FILM Double Impact *** Action 
thriller starring Jean-Claude Van Damme. 
More than two decades after the murders of 
their parents by Triad assassins in Hong 
Kong, their twin sons set out for revenge. 
1.45am Fights, Camera, Action!: footage of violent 
clashes 2.50=3.00am Entertainment News 
Freeview 33 Freesat 132 Sky 150 Virgin 130 


a 


9.00am Cash in the Attic 11.00 The 
Yorkshire Vet 1.00pm World's Most Scenic 
Railway Journeys 2.00 The Yorkshire Vet 
4.00 The Highland Vet 5.00 Ben Fogle: 
New Lives in the Wild: in Thailand 

6.00pm World's Most Scenic Railway 
Journeys A trip from Brisbane to Cairns. 
7.00 World War II in Colour The 
effectiveness of the German blitzkrieg. 

8.00 After the retreat from Dunkirk. 

9.00 Nazi Megastructures How the railways 
were used as a weapon of war across Europe. 
10.00 Forged in Fire Armed Forces 
Tournament Marines forge the KA-BAR knife. 
11.00 Atomic Ghost Fleet: Drain the Oceans 
The wreckage at Bikini Atoll. 

12.05am Forged in Fire: double bill of the 
competition 2.00=3.00am The Railways 

That Built Britain with Chris Tarrant 


F'view (HD only) 46 F'sat 133 Sky 153 Virgin 138 
FREEVIEW TV and film 
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DIY SOS: Veteran Street 
Z00pm Nick is in Manchester 


6.10am New. Changing Rooms 
Australia 730 Inside the Ambulance 
8.00 Tipping Point 10.00 DIY SOS: 
Veteran Street 11.00 DIY SOS: the 
Big Build 12 noon Rochelle Humes: 
Interior Designer in the Making (AD) 
1.00pm Tipping Point 4.00 My 
Dream Home 


6.00pm Property Brothers: 
Forever Homes Creating a home 
where every inch counts. 


7.00 DIY SOS: Veteran Street 
The team builds the final home on 
Veterans Street in Manchester. 


8.00 Inside the Ambulance A 
man has an irregular heartbeat. (AD) 


9.00 24 Hours in A&E 
A woman is rushed in with sepsis. 


10.00 999 Rescue Squad 
A teenager falls down a chimney. 


11.00 Louis Theroux: Life on the 
Edge Louis reflects on his reports 
on the US prison system. (AD) 
12.10am One Born Every Minute: a 
couple await the birth of their third 
child 1.10 Plate of Origin 2.30= 
3.00am Inside the Ambulance 
F'view 25 F'sat 156 Sky 132 (133 Scotland) 
Virgin 125 +1 Sky 232 (233 Scotland) Virgin 325 


7.00am The Restoration Man (AD) 
8.00 The Great Interior Design 
Challenge 9.00 A Place in the Sun 
10.00 Escape to the Country 11.00 
Fantasy Homes by the Sea 12 noon 
The Restoration Man (AD) 1.00pm 
New. Bargain Mansions 2.00 Flip 
or Flop Nashville 3.00 The Great 
Interior Design Challenge 4.00 
Escape to the Country 5.00 The 
Restoration Man (AD) 6.00 A Place 
in the Sun 7.00 Fantasy Homes 
by the Sea 8.00 Escape to the 
Country: Searching for a home in 
Northumberland 9.00 Brother 
vs Brother 10.00 New. Good 
Bones 11.00 Bargain Mansions 
12 midnight Fantasy Homes by the Sea 
1.00am The Restoration Man (AD) 2.00 
The Great Interior Design Challenge 
3.00-4.00am My Lottery Dream Home 
F'view 44 F'sat 166 Sky 158 Virgin 191 
Sky 258 Virgin 391 


Available in London area only. Other regional 
stations are available on Freeview 7 or 8 


6.00am Space 1999 7.00 Department S 
8.00 Grand Tours of the Scottish 
Islands 9.00 Kate Humble: Off the 
Beaten Track 9.45 London Districts 
10.00 My Greek Odyssey 11.00 
Monkey 12 noon Raiders of the Lost 
Art 1.00pm FILM A Private Enterprise 
4% 2.40 FILM Oh... Rosalinda! 
%*&«*k*& Musical starring Michael 
Redgrave 4.45 The Avengers (BW) 
6.00 News 7.00 Gary Rhodes at the 
Table 7.45 London Districts 8.00 
Castle Builders 9.00 Murder Most 
Horrid 9.45 FILM The Shape of 
Things to Come * Cheap Star Wars 
cash-in based on the HG Wells novel 
11.45 FILM Wilt ** 1.40am FILM 
The Hippopotamus ** 3.30 News 
Rewind 5.00=6.00am Talking Points 


F'view 8 Sky 117 Virgin HD 159 
FREEVIEW channels 


continued from overleaf 


River Cottage Veg 8.00pm 
Hugh Fearnley-Whittingstall 


6.00am Trisha’s Southern Kitchen 
7.00 The Pioneer Woman 8.00 
Barefoot Contessa: back to Basics 
9.00 The Kitchen 10.00 Ainsley's 
Food We Love (AD) 11.00 New. 
Halloween Baking Championship 
12 noon The Great British Bake Off 
2.00pm James Martin's French 
Adventure (AD) 3.00 Nadiya Bakes 
4.00 Barefoot Contessa: back to 
Basics 5.00 The Pioneer Woman 
6.00pm James Martin's French 
Adventure: the south-eastern town 
of Annecy (AD) 7.00 The Great 
British Bake Off: the contestants 
are challenged to bake the perfect 
loaf of bread in Kent 8.00 River 
Cottage Veg: Hugh Fearnley- 
Whittingstall's vegetable patch is 
invaded by slugs 9.00 James 
Martin's American Adventure: the 
chef ends his road trip in New York 
10.00 Nadiya Bakes: double bill: 
biscuits, bites and party cakes 
11.00 Diners, Drive-Ins and Dives: 
gangster green chilli in Colorado 
12 midnight New. Outrageous Pumpkins: 
3D pop culture pumpkins 100am 
Restaurant: Impossible 2.00-3.00am 
Halloween Baking Championship 

F'view 43 F'sat 148 Sky 140 
(141 Scot) Virgin 190 +1 F'sat 149 Sky 240 (241 Scot) 


8.00am Diagnosis Murder 9.00 
Sue Thomas: F.B.Eye 11.00 Castle 
1.00pm Sue Thomas: F.B.Eye 3.00 
Diagnosis Murder 5.00 Murder, 
She Wrote 7.00 M*A*S*H 9.00 
Randall and Hopkirk (Deceased): 
Jeff and Marty embark on a ghost 
hunt 10.00 The Persuaders!: Brett 
and Danny go on a camping holiday 
11.00 Return of the Saint: Simon 
tangles with drug smugglers 

12 midnight M*A*S*H 2.00am 
Randall and Hopkirk (Deceased) 3.00 
The Persuaders! 3.50 Movie News 4.00 
Castle 4.50-5.00am Movie News 


Freeview 50 (limited) Freesat 142 
Sky 157 Virgin 170 +1 Freesat 143 Sky 257 


9.00am Medical Detectives 

11.00 Shocking Crimes: Murder 
Book 12 noon Murder She Solved 
1.00pm Written In Blood 

3.00 Medical Detectives 5.00 
Shocking Crimes: Murder Book 
6.00 Murder She Solved: The 
disappearance of Ottawa journalist 
Cara Louise Ellis 700 Judge Judy 
1,.00am Shocking Crimes: Murder Book: 
the mystery of a missing retiree. 2.00 
Murder She Solved 3.00 Written In 
Blood 4.50=6.00am Medical Detectives 


Freeview 68 Freesat 134 
Sky 147 Virgin 172 


7.00am Foreign, Commonwealth and 
Development Office Questions 8.00 
House of Commons 9.30 Live Select 
Committees 11.30 Live Women and 
Equalities Questions 12 noon Live 
Prime Minister's Questions 12.35pm 
Live House of Commons 7.30 Live 
House of Lords 10.00 Prime Minister's 
Questions 10.35 Lords Questions: 
questions in the House of Lords 
11.15-7.00am House of Lords 


Freeview 232 Freesat 201 
Sky 504 Virgin 605 


The Irish Civil War 8.30pm 
Grafton Street in Dublin 


8.00am Beautiful Serengeti 8.30 
The Ottoman Empire 9.40 Britain 
on Film with Tony Robinson 10.50 
The Irish Civil War 12 noon Hellfire: 
Battle for Cobargo 1.00pm Beautiful 
Serengeti 1.30 The Ottoman 
Empire 2.40 Britain on Film with 
Tony Robinson 3.55 The Irish Civil 
War 5.00 Hellfire: Battle for Cobargo 


6.10pm The Ottoman Empire 
3/3. The slow decline of the 
Ottoman Empire in the face of 
Russian expansion. 


7.20 Britain on Film with 
Tony Robinson Ep 2. Archive 
footage from the home front 
during the Second World War. 


8.30 The Irish Civil War 1/3 
The origins and legacy of the 
1922-23 civil war. 


9.40 Mariupol: Uniost Hope 
Charting the first month of the 
invasion of the Ukrainian city. 


10.50 Britain on Film with 

Tony Robinson As 7.20pm. 

12 midnight The Irish Civil War 

1.15-2.00am Beautiful Serengeti 
F'view 84 (Ipm-12 midnight only) 

Freesat 155 Sky 174 Virgin 187 


6.00am Hardcore Pawn 7.20 
Mega Disasters 8.15 Ancient 
Aliens: the Ultimate Evidence 
10.10 World's Greatest Treasure 
Mysteries 11.10 Britain's Most 
Historic Towns 12.10pm Storage 
Wars 1.05 Pawn Stars 2.05 
Hardcore Pawn 4.00 Ancient 
Aliens: the Ultimate Evidence 
6.00pm Mega Disasters 7.00 
Storage Wars 8.00 New. Ghost 
Hunters: events in the small and 
secluded town of Haines, Alaska 
9.00 New. Paranormal Survivor 
10.00 Haunted Hospitals 11.00 
Paranormal: Caught on Camera 
12 midnight Paranormal Cops 
12.30am Paranormal Survivor 
1.30 The Proof Is Out There 2.00 
World's Greatest Treasure Mysteries 
3.00 Dickinson's Real Deal 3.45 
Storage Wars 4.10 Forged with Steele 
5.00-6.00am Pawn Stars 


F'view 64 F'sat 162 Sky 164 Virgin 174 


7.00am The Chase: triple bill of 
the quiz show 10.00 Catchphrase 
(AD) 11.00 Supermarket Sweep 
12 noon Wheel of Fortune 1.00pm 
Pointless Celebrities: featuring 
Rachel de Thame, Diarmuid Gavin, 
Jilly Goolden, Olly Smith, Simon 
Rimmer, Kim Woodburn, Lee 
Stafford and Tommy Walsh (AD) 
2.00 Who Wants to Be a 
Millionaire? 3.00 Blockbusters: 
general knowledge quiz, hosted by 
Simon Mayo 4.00 Bullseye 6.00 
Who Wants to Be a Millionaire? 
7.00 Weakest Link: Anne Robinson 
hosts 8.00 The Chase 10.00 Who 
Wants to Be a Millionaire?: Chris 
Tarrant hosts the big-prize quiz 
11.00 Bullseye: two editions 
12 midnight Weakest Link 1.00am 
The Chase 4.00 Who Wants to Be a 
Millionaire? 5.00-6.00am Bullseye: 
double bill of the darts-based quiz (AD) 
Freeview 48 Freesat 146 
Sky 145 Virgin 139 


CHILDREN'S! 


5.35am Peppa Pig 5.45 Paw Patrol 
6.00 Sunny Bunnies 6.05 Daisy & 
Ollie 6.10 Milkshake! Monkey 6.15 
Peppa Pig 6.25 New. Oggy Oggy 6.35 
Odo 6.45 New. Tweedy & Fluff 6.50 
Fireman Sam 7.00 Thomas & Friends 
7.10 Peppa Pig 7.20 Paw Patrol 7.35 
Pip and Posy 7.50 Paddington 8.05 
Chip and Potato 8.20 Milo 8.30 Paw 
Patrol 8.45 Ben and Holly 8.55 Peppa 
Pig 9.00 New. Monkey Rhymes 
9.05=-9.15am Milkshake! Story Den 


Full listings for Channel 5 are on p90 


6.00am Colourblocks 6.05 Vegesaurs 
6.10 Bing 6.20 Teletubbies 6.35 Tee 
and Mo 6.40 Chuggington 6.50 Bing 
7.00 Colourblocks 7.05 Hey Duggee 
7.20 Bluey 7.40 Go Jetters 7.50 
Peter Rabbit 8.05 New. Octonauts 
8.15 Numberblocks 8.20 Alphablocks 
8.25 Steve and Aneeshwar Go Wild 
8.30 My Petsaurus 8.35 Justin's 
House 9.00 Bing 9.10 Yakka Dee! 
9.15 Love Monster 9.20 Dipdap 9.25 
Colourblocks 9.30 Twirlywoos 9.45 
Something Special 10.05 Teletubbies 
10.20 The Toddler Club 10.35 New. 
Tiny Wonders 10.40 Hey Duggee 
10.45 Vegesaurs 10.50 Gecko's Garage 
10.55 Bluey 11.05 Supertato 11.10 

's Go for a Walk 11.25 Nick Cope's 
Popcast 11.35 Down on the Farm 11.45 
Our Family 12 noon Big Cook Little 
Cook 12.20pm Waffle the Wonder Dog 
12.30 Get Well Soon 12.40 Andy's 
Safari Adventures 1.00 Yakka Dee! 
1.05 Numberblocks 1.10 Alphablocks 
1.15 Hey Duggee 1.25 Love Monster 
1.40 Colourblocks 1.45 Something 
Special 2.05 Teletubbies 2.20 Dipdap 
2.25 Supertato 2.30 Go Jetters 
2.45 Time for School 2.55 Small 
Potatoes 3.00 Andy's Dinosaur 
Adventures 3.15 Swashbuckle 3.35 
Hey Duggee 3.45 Peter Rabbit 3.55 
New. Fred & Pete's Treasure Tales 4.10 
Small Potatoes 4.15 New. The Game 
Catchers 4.25 Bluey 4.40 New. 
Supertato 4.45 Go Jetters 5.00 Apple 
Tree House 5.15 Waffle the Wonder 
Dog 5.25 Sarah & Duck 5.35 JoJo & 
Gran Gran 5.45 Moon and Me 6.10 
Clangers 6.20 In the Night Garden... 
6.50-7.00pm Bedtime Stories 


F'view 202 F'sat 608 Sky 608 Virgin 702 


7.00am Shaun the Sheep 7.10 Danger 
Mouse 7.20 Dennis & Gnasher 7.35 
Boy Girl Dog Cat Mouse Cheese 7.45 
New. Newsround 7.55 Grizzy and the 
Lemmings 8.10 Odd Squad 8.25, 
Monster Loving Maniacs 8.35 Hey You 
What If? 8.40 Operation Ouch! 9.15 
Deadly 60 9.45 Arthur and the Haunted 
Tree House 10.45 Wallace & Gromit: A 
Matter of Loaf and Death 11.10 Danger 
Mouse 11.35 Grizzy and the Lemmings 
12 noon Boy Girl Dog Cat Mouse Cheese 
12.20pm Dennis & Gnasher 12.45 The 
Worst Witch 1.15 Demon Headmaster 
1.40 Silverpoint 2.05 4 o'Clock Club 
2.35 Deadly Mission Shark 3.00 Nikki 
Lilly Bakes 3.10 The Deep 3.30 Danger 
Mouse 3.45 Ninja Express 3.55 Taffy 
4.05 Grizzy and the Lemmings 4.20 
Boy Girl Dog Cat Mouse Cheese 4.35 
Monster Loving Maniacs 4.45 Odd 
Squad 5.00 OOglies Funsize 5.05 Total 
Dramarama 5.15 Summer Camp Island 
5.30 New. The Football Academy 6.00 
New. Jamie Johnson FC 6.30 New. 
Spooky Files 6.50=7.00pm Lifebabble 


F'view 201 F'sat 607 Sky 607 Virgin 701 


Streamed on ITVX Kids, plus on ITV2 
5am-9.00 and on ITVBe 9am to 12 noon 


ITv2 

5.00am Captain Underpants 5.25 
Scooby-Doo! 5.45 Craig of the Creek 
6.10 Teen Titans Go! 6.35 Looney 
Tunes 7.05 Jurassic World Camp 
Cretaceous 7.30=9.00am Scooby-Doo! 


ITVBe 


9.00am Wildwoods 9.15 New. Minibods 
9.20 Lily's Driftwood Bay 9.30 The 
Hive 9.45 Percy's Tiger Tales 10.00 
Oddbods 10.10 Happy the Hoglet 
10.20 The Sound Collector 10.25 
Sooty 10.40 Pingu in the City 10.50 
Bob the Builder 11.20 Postman Pat 
11.35 Mumfie 11.45-12 noon Pip Ahoy! 


11.00am The Man in the White 
Suit A boffin invents an 
indestructible cloth in this razor- 
sharp Ealing satire. Alec Guinness, 

Joan Greenwood, Cecil Parker (1951, U) (S) (AD) 
12.45pm Arizona Raiders ** 
Routine western starring Audie 
Murphy. Michael Dante, Ben Cooper (1965) (S) 
2.35 Gideon of Scotland Yard 
tok wR Very British but thoroughly 
entertaining police drama, directed 
by westerns legend John Ford, that 
follows a busy day in the life of 
inspector Jack Hawkins. (1958, PG) (S) 
4.25 Bugles in the Afternoon ** 
Roy Rowland's routine love-triangle 
cavalry western. Ray Milland (1952, U) (S) (AD) 


6.10pm Ghostbusters ** 

Chaotic reboot in which Kristen 
Wiig and Melissa McCarthy fight 
spooks in Manhattan. (2016, 12) (S) (AD) 


9.00 A Quiet Place Part Il 
%*&*&k& Agonisingly tense horror 
sequel in which Emily Blunt and 
her kids continue their battle for 
survival against aliens with super- 
sensitive hearing. (2020, 15) (S) (AD) 


10.50 Hd Titane **** 
Gut-churning body horror about 
a young woman who poses as a 
man to escape detection in the 
wake of a killing spree. Review, 
right. Vincent Lindon, Agathe Rousselle (2021, 18) 


1.10-4.00am The House of Mirth 
** Faithful adaptation of Edith 
Wharton's novel about a woman 
striving for independence. 
Review, right. Gillian Anderson (2000, PG) (S) 
Freeview 14 Freesat 300 

Sky 313 Virgin 428 

F'view 47 F'sat 301 Sky 314 Virgin 430 


6.00am The Detectives TV drama. 
6.35 London Entertains ** 
Flimsy dramatised documentary 
about the Festival of Britain. Eamonn 
Andrews (1951, U) (S) 7.35 Burnt Evidence 
%*«* Entertaining murder mystery. 
Jane Hylton (1954, P¢) (S) 8.45 Emergency 
%* Anaemic British drama. Glyn 
Houston (1962, 12) (S) 10.00 Together TV 
drama. 10.35 Impact ** British 
B-thriller. Conrad Phillips (1963, U) (S) 11.50 
The Unsinkable Bette Davis TV 
profile. 12.15pm Another Man's 
Poison * Ridiculous melodrama. 
Bette Davis (1951, PG) (S) 2.00 Upstairs, 
Downstairs TV drama.3.05 City 
of Bad Men *** Taut western 
in which outlaws clash in a town 
playing host to the heavyweight 
world boxing championship. Jeanne 
Crain (1953) (S) 4.50 Johnny Ringo 
TV western. (S) 5.25 Gold Is Where 
You Find It TV short comedy. 
6.00pm For the Love of Ada 
Vintage TV sitcom. (s) 
6.35 Sherlock Holmes in 
Dressed to Kill **x Dour mystery 
that was Basil Rathbone's final outing 
as the great detective. (1946, U) (S) 
8.00 Public Eye TV drama series. 
9.05 An Inspector Calls k**** 
Highly polished production of 
JB Priestley's celebrated play 
with Alastair Sim superb as the 
inquisitorial police officer. (1954, PG) (S) 
10.40 Rage *** Low-budget 
drama in which Glenn Ford races 
across the Mexican desert to obtain a 
rabies cure. Review, right. (1966, 15) (S) 
12.45am Steptoe and Son Ride 
Again ** Second spin-off from 
the TV sitcom. Wilfrid Brambell (1973, PG) (S) 
2.45 Games That Lovers Play 
** Tawdry 1920s-set sex comedy. 
Joanna Lumley (1970) (S) 4.25-6.00am 
Captain Scarlett ** Indifferent 
swashbuckler. Richard Greene (1953, U) (S) 


Freeview 82 
Freesat 306 Sky 328 Virgin 445 


ALL PROGRAMMES ON THE ABOVE CHANNE! 


LS ARE REPEATS UNLESS OTHERWISE STATED 


WEDNESDAY 25 OCTOBER 


Sky Prem 


U- suitable for all; PG Parental Guidance - for general viewing, but some scenes may be unsuitable for young or sensitive children; 12, 15, 18 - for viewers of these ages and over. 


9.00am The Good Sister ** 
Thriller. Sonya Walger, Ben Bass (2014) 11.00 
Murders at the Lake ** Twisting 
hit-and-run thriller. Nicky Whelan (2019) 
1.00pm A Vineyard Romance ** 
Sunny romantic drama. Rebecca Olson 
(2020) 2.55 How to Find Forever 
%& Formulaic romcom. Erin Agostino 
(2021) 5.00 Enemy Within ** 
Made-for-TV thriller. Mae Whitman (2007) 
6.55pm Ricki and the Flash 
*&*k*& Meryl Streep plays a rock 
star in this laugh-laced drama. 
Review, right. Kevin Kline (2015, 12) 
9.00 Zombieland ** x Fitfully 
funny horror comedy in which 
strangers team up to fight the 
undead. Review, right. (2009, 15) 
10.50 How | Spent My Summer 
Vacation *** Bloody action 
thriller. Mel Gibson, Peter Stormare (2012, 15) 
12.55am Momentum **** 
A CIA assassin relentlessly tracks a 
glamorous bank robber in this slick 
action thriller. Olga Kurylenko (2015, 15) 2.50 
Wild West Chronicles 4.00-5.40am 
Taken Too Far ** Entertainingly 
over-the-top melodrama. (2017) 
Freeview 34 Freesat 302 

Sky 321 Virgin 425 

Freeview 61 (/imited 10pm-5am) Sky 322 


8.10am Wild West Chronicles 

9.20 The Phantom Stagecoach 
** Pacey but average western. William 
ishop (1957, U) 10.50 Battle Honours 

12 noon Wild West Chronicles 
1.00pm Montana Territory ** 
nteresting but decidedly minor 
western in which a prospector 
witnesses a murder. Lon McCallister (1952, U) 
2.25 Face of a Fugitive *** 
Fred MacMurray stars as a bank 
robber trying to start a new life in 

his minor western. Review, right. 
(1959, U) 4.20 War Machines 5.30 
Suicide Mission ** Realistic if dry 
Second World War drama. (1954) 
7.10pm Asteroid-a-Geddon *« 
Low-budget, action-light disaster 
movie. Veronika Issa, Eric Roberts (2020, 12) 
9.00 Resident Evil: Afterlife ** 
Visually impressive but routine 
sci-fi thriller. Milla Jovovich (2010, 15) 

11.05 Kidnapping Mr Heineken 
* Insipid true-crime story. Jim 
Sturgess, Sam Worthington, Anthony Hopkins (2015, 15) 
1.05am Kill 'Em All ** Action 
thriller. Jean-Claude Van Damme (2017, 15) 
3.00-5.00am Battle Honours 


Freeview 42 (limited) 
F'sat 305 Sky 323 Virgin 426 +1 Sky 324 


8.00am A Song for Christmas 
%**& Sweet romance. Kelli Williams (2017) 
10.00 Christmas Song ** 
Unoriginal romantic comedy. Amanda 
Thomson, Brittany Adams, Jack Ettlinger (2012) 
12 noon The Christmas Pageant 
*«* Predictable romantic romp. 
Melissa Gilbert (201!) 2.00pm A Starstruck 
Christmas ** Familiar romantic 
tale. Jamie Perez, Thomas McDonell (2021) 
4.00 Christmas in Homestead 
%*& Romance. Taylor Cole, Michael Rady (2016) 
6.00pm The Magic Stocking 
**&k* Uplifting family fantasy in 
which a widow's daughter is given 
a special stocking. Bridget Regan (2015) 
8.00 Christmas Angel ** 
A journalist and an artist find love. 
Jennifer Finnigan, Jonathan Scarfe (2015) 
10.00 Her Magical Christmas 
** A lonely book editor's love life 
improves. Jessica Lowndes, Brendan Penny (2017) 
12 midnight A Fairytale Christmas 
** Predictable romantic tale. Haylie 
Duff, Nicholas Gonzalez (2013) 2.00am Highway 
to Heaven 3.00=5.00am As 9am 
Freeview 52 

Freesat 303 Sky 319 Virgin 424 

F'view 63 (limited 10pm-5am) F'sat 304 Sky 320 


6.00am Maggie Moore(s) *** 

A small-town sheriff and a nosy 
neighbour team up to solve a murder 
in this wry comedy thriller. Jon Hamm (2023) 
7.45 Sick *** A lake-house 
retreat turns deadly for two friends 
in this slick thriller. Gideon Adlon (2022) 
9.25 As 3.55pm 11.30 As 8pm 
2.10pm As 6.05pm 3.55 
Champions *** Good-natured 
comedy drama. Woody Harrelson (2023, 12) 
6.05pm Puss in Boots: the Last 
Wish ***>* The feline sets out 
ona quest to restore his vitality. 
Antonio Banderas, Salma Hayek Pinault (2022, PG) 
8.00 The Fabelmans 
Lively and melancholic late-career 
masterpiece from Steven Spielberg. 
Michelle Williams, Paul Dano (2022, 12) 

10.30 Pearl **x** Vibrant horror 
prequel to X, in which Mia Goth's 
wannabe dancer falls for a cinema 
projectionist. Review p43. (2022, 15) 
12.25am The Pope's Exorcist ** 
Daft possession horror movie. (2023, 15) 
2.10 Swallowed *** Smart, 
transgressive body horror. Cooper Koch, 
Jose Colon (2022, 18) 3.50 As 7.45am 
5.30 Sky Cinema Preview 


Sky Premiere Sky 301 Virgin 401 
BT 501/HD 515 +1 Sky 312 


8.00am Walker, Texas Ranger 9.00 
The Six Million Dollar Man 10.00 
Star Trek: Deep Space Nine 11.00 
Super Cyclone ** Low-budget 
disaster movie. Ming-Na (2012) 1.00pm 

Sir Arthur Conan Doyle's Sherlock 
Holmes ** Mockbuster mystery. 
(2010, 12) 3.00 The Count of Monte 
Cristo *** Richard Chamberlain is 
a sturdy Edmond Dantes in this lavish 
Alexandre Dumas tale. Review, 
right. Tony Curtis (1974, U) 5.00 Star Trek 
6.00pm Star Trek: Deep Space 
Nine TV sci-fi with Avery Brooks. 
7.00 The Six Million Dollar Man 
TV adventure about a bionic spy. 
8.00 Walker, Texas Ranger 

TV action drama with Chuck Norris. 
9.00 Precious Cargo ** 
Formulaic action thriller featuring 
Bruce Willis. Mark-Paul Gosselaar (2016, 15) 
10.50 Anti-Life ** Shoddy sci-fi 
horror. Cody Kearsley, Bruce Willis (2020, 15) 
12.45am The Midnight Man 

*«* Occasionally menacing horror. 
Gabrielle Haugh, Lin Shaye, Robert Englund (2016, 15) 
2.35-4.20am Jackals ** 
Uneven home-invasion horror. 
Johnathon Schaech, Deborah Kara Unger (2017, 15) 


F'view 41 F'sat 137 Sky 148 Virgin 149 


8.00am Wyvern ** Watchable 
TV-movie monster mayhem about a 
small Alaskan town that's terrorised 
by a winged beast. Nick Chinlund (2009, 15) 
10.00 Farscape 11.00 Crystal Skulls 
*«* Cheap Indiana Jones-style 
disaster-movie hokum. Richard Burgi 
(2014, 12) 1.00pm Meteor Moon * 
Plodding sci-fi mockbuster. Dominique 
Swain, Michael Broderick (2020) 3.00 Farscape 
4.00 Star Trek 5.00 Nostradamus 
** A cop's homicide investigation 
leads to the discovery of an evil 
time-travelling cult in this barmy 
sci-fi thriller. Rob Estes, Joely Fisher (2000) 
7.00pm Farscape TV sci-fi. 

8.00 Star Trek TV sci-fi drama. 
9.00 The Vault ** Two sisters 
get more than they bargain for 
when they rob a bank that is 
rumoured to be haunted. Francesca 
Eastwood, Taryn Manning, James Franco (2017, 15) 
10.50 Jack's Back ** Madcap 
but watchable suspense film with 
James Spader as the present-day 
twins who are drawn into a Jack 
the Ripper copycat case. (1988, 18) 
1.00-3.00am As 9pm 


F'view 69 F'sat 138 Sky 317 
F'sat 139 Sky 318 Virgin 371 


Virgin 171 


FILM REVIEWS 


- 


ae 


Blade Runner 2049 x **«* 
10.40pm-1.10am BBC1 (starts 11.10pm in Wales, 
12.25am in Scotland, not showing in N Ireland) 15 | 


SCI-FI Coming 35 years after Ridley Scott's classic, this belated 
sequel proved worth the wait. Director Denis Villeneuve 
(Dune), cinematographer Roger Deakins and original co-writer 
Hampton Fancher (with Logan's Michael Green) continue the 
story, in which the search for a replicant child leads android 
cop “K" (Ryan Gosling) to former detective Deckard (Harrison 
Ford). The action is well-staged, and the score by Hans Zimmer 
and Benjamin Wallfisch pleasingly nods to Vangelis's original 
music. ANDREW COLLINS (US/UK/Can 2017, violence, swearing, nudity, HD) 


Face of a Fugitive «x * 
2.25-410pm Great Action OI 


WESTERN Expanded from 
Peter Dawson's 1956 short 
story Long Gone and 
particularly well directed by 
Paul Wendkos, this western 
stars Fred MacMurray as a 
bank robber trying to shake 
off his past and settle down 
in anew town. MacMurray is 
a shade too old and staid for 
his role, but a young James 
Coburn lights up the screen 
every time he appears. 
TONY SLOMAN (US 1959) 


The Count of Monte Cristo 
koko 


3.00-5.00pm Legend 


ADVENTURE Alexandre 
Dumas's classic tale is given 
a lavish screen treatment 
here by director David Greene. 
Richard Chamberlain makes 
a sturdy Edmond Dantes, 
the nobleman who exacts 
revenge on those who had 
him imprisoned, and the film 
really comes to life once the 
action switches from the jail 
to the plush Paris settings. 
DAVID PARKINSON (UK 1974) 


Ricki and the Flash k* * 
6.55-9.00pm 
Great Movies 12 


COMEDY DRAMA Mery! 
Streep convinces here as 
Ricki, a failed rock star with a 
heart of gold-plate. Despite 


ongoing financial and past 
marital issues, Ricki lives to 
play at a California bar by 
night while slaving at a 
health-food store in the day. 
Streep's real-life daughter 
Mamie Gummer plays Ricki’s 
estranged child, with Kevin 
Kline as her ex-husband. 
KAREN KRIZANOVICH 

(US 2015, some swearing, sex references) 


Zombieland ** * 9.00- 
10.50pm Great Movies 15 


HORROR COMEDY This 
fitfully funny, splatter-filled 
road movie sees Jesse 
Eisenberg, Woody Harrelson, 
Emma Stone and Abigail 
Breslin form a reluctant 
alliance on a post-apocalypse 
Earth overrun by zombies. 
Bill Murray joins in the fun in 
an extended cameo where he 
mercilessly sends up his own 
career. ALAN JONES (US 2009, 
violence, swearing, drug abuse) 


King Arthur ** * 
9.00-11.35pm 5 Action W 


ADVENTURE Antoine 
Fuqua’s movie is as mucha 
Dark Ages twist on The 
Magnificent Seven as it is a 
re-imagining of the Arthurian 
legend. Arthur (Clive Owen) 
is presented here as a Roman 
soldier assigned to Hadrian's 
Wall along with his six loyal 
knights, while Guinevere 
(Keira Knightley) is recast as 
a woad-wearing warrior. The 


would-be rousing speeches 
fall flat, but the battle scenes 
are nicely done. GARETH 
MOSES (US/Ire/UK 2004, violence, 
some swearing, a sex scene, HD) 


Rage kx * 
10.40pm-12.45am 
Talking Pictures TV 15 


DRAMA This enjoyable 
race-against-time movie stars 
Glenn Ford as the resident 
medico at a construction site 
in the wilds of Mexico. One 
day he's bitten by a rabid 
dog, meaning he has two 
days to get to a hospital. But 
instead of rushing, he tends 
to a pregnant woman, then 
his jeep breaks down, and 
then he is further waylaid by 
prostitute Stella Stevens. 
ADRIAN TURNER (US/Mex 1966) 


i Titane kK ** 
10.50pm-1.10am Film4 


HORROR Raw director Julia 
Ducournau's gut-churning 
body horror follows Alexia 
(Agathe Rousselle), a violent 
young woman who murders 
without warning. When her 
crimes catch up with her, she 
changes her identity, posing 
as the missing son of a 
fireman (Vincent Lindon). 
Although dark and strange, 
this is a unique and thrilling 
film. BETH WEBB (F1/Bel 2021, 
violence, swearing, sex scenes, nudity, HD) 


The House of Mirth ** 
1.10-4.00am Film4 PG| 


ROMANCE Edith Wharton's 
novel about a woman striving 
for independence in a 
conservative, upper-crust 
society is brought to the 
screen by the late Terence 
Davies. Gillian Anderson may 
lack the presence and power 
required for the lead role, but 
the film still looks impressive, 
despite its small budget. 
RONALD BERGAN (UK/US 2000) 


Sky Cinema picks 


Boxing Day * * * * 6.05- 
8.00pm Sky Black Talent 
Heartfelt romcom. (2021, 12) 

Sky 303, Virgin 403, BT 503/517 


The Wizard of 0z 
7.30-9.25pM Sky Spooky 
Timeless fantasy. (1939, U) 

Sky 306; Virgin 406; BT 506/520 


Downton Abbey: a New 
Era KKK 

9.40-11.50pm Sky Drama 
Polished period drama. (2022, PG) 
Sky 310; Virgin 410; BT 510/524 


Films to stream from p38 
Netflix, Amazon, Disney+ and more 


For full SKY CINEMA listings visit radiotimes.com/tv-listings 


Jal AVGSAINGAM 
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WEDNESDAY 


Cobra: Rebellion /0.00pm 
Sutherland is in for a shock 


6.00am The Early Rundown 7.00 
Kay Burley 8.00 Air Ambulance ER 
9.00 Nothing to Declare 10.00 
Curse of the Ancients 11.00 Malawi 
Wildlife Rescue 12 noon The Flash 
1.00pm MacGyver (AD) 3.00 
Hawaii Five-O 4.00 S.W.A‘T. (AD) 
5.00 The Simpsons: triple bill 


6.30pm The Fresh Prince of 
Bel-Air 7/26 Series 4. The family 
attends a seance to contact 
Hilary's ex-fiancé, but Will's 
scepticism causes friction. 

7.00 New. Cricket World Cup 
Action from Australia v Netherlands. 


8.00 New. Portrait Artist of 
the Year Ep 4 Series 10. With 
celebrity sitters Rory Stewart, 
Ainsley Harriott and Rob Delaney. 


9.00 New series. A League of 
Their Own Ep 1 Series 18. With 
Gareth Bale and Katherine Ryan. 


10.00 Cobra: Rebellion 2/6 
Series 3, Robert and Rachel travel 
to the site of the sinkhole in the 
hope that their daughter is alive. 


11.00 The Lazarus Project 5/8 
George continues on his mission 
to create chaos, attempting to 
shift the suspicion. (AD) 

12 midnight Road Wars 100am 
Stop, Search, Seize 2.00 Hawaii 
Five-O 4.00 S.W.ATT. (AD) 5.00= 
6.00am The Early Rundown 

Sky Showcase Sky 106 Virgin 109 

BT 340/HD 355 +1 Sky 206 


ky Sci-Fi 


6.00am Most Haunted 7.00 
Warehouse 13 8.00 Home Shopping 
11.00 Atlantis 12 noon Star Trek: 
the Next Generation 2.00pm Fringe 
3.00 Atlantis 4.00 Stargate SG-+1 
5.00 Stargate Atlantis 


6.00pm Star Trek: the Next 
Generation 16/26 Series 7. Data 
is stranded on a primitive planet. 
7.00 17/26. An alien device begins 
to transform the Enterprise into 

a replica of its ancient society. 


8.00 Star Trek: Enterprise 
3/26 Series 1. The crew discovers 
a ship full of dead humanoids that 
appear to have been the victims 
of scientific experiments. 


9.00 Carrie Brian De 
Palma's adaptation of 
Stephen King's horror novel, 

starring Sissy Spacek. Shy Carrie 

White is repressed by her mother 

and ridiculed by her classmates, 

who make her life a misery with 
their taunting. But, unbeknown to 
them, Carrie has special powers. 


11.00 The Blair Witch Project 
*k*«*k*® Supernatural horror 
starring Heather Donahue. 

In 1994, three students went into 

the woods to make a film about 

the legend of the “Blair Witch”. 

They never returned, but a year 

later their cameras are recovered. 

1.00am Warehouse 13 2.00 Star 

Trek: Enterprise 3.00 Stargate 

Atlantis 4.00-6.00am Star Trek: 

the Next Generation 


Sky Sci-Fi Sky 139 (140 Scotland) Virgin 122 
BT 348/HD 363 +1 Virgin 229 


Das Boot 9.00pm Hannie is 
concerned about the girls 


6.00am The Guest Wing: double 
bill (AD) 7.55 Six Feet Under 10.05 
Ray Donovan (AD) 12.15pm Game 
of Thrones (AD) 1.25 The Gilded 
Age (AD) 3.30 Six Feet Under 


5.40pm Ray Donovan 1/10 
Series 7, Ray makes progress 
with therapy, but dangers from 
his former life resurface. (AD: 
6.45 2/10. Ray tries to get 
Detective Perry off his trail. (AD) 


7.45 Game of Thrones 6/7 
Series 7 Jon Snow and his team 
go beyond the wall to capture a 
white walker. Meanwhile, Daenerys 
has to make a tough decision. (AD) 


9.00 New. Das Boot 5/6 Series 4 
Hoffmann arrives at Kenton's 
location, Gluck claims to be the 
head of the Navy conspiracy, 

and Hannie finds out about the 
illegal relocation of young girls. 
10.00 New. 6/6. Schulz arrives 
and claims that Lessing is the head 
of the conspiracy, leaving it up 

to Hannie to save the day with a 
good story. In German +subtitles. 


11.00 The Gilded Age 7/9 Series 1 
Edison's electricity demonstration 
sparks conversation, while George 
prepares for a legal battle. (AD) 

12 midnight The White Lotus (AD) 
1.05am Guerrilla (AD) 2.05 Game 
of Thrones (AD) 3.30 In Treatment 
4.00-6.00am The Guest Wing (AD) 
Sky Atlantic Sky 108 (109 Wales) 

BT 342/HD 357 +1 Sky 208 (209 Wales) 


Sky Witness 


6.00am Stop, Search, Seize (AD) 
7.00 Border Patrol: four editions 
9.00 Border Security USA (AD) 
10.00 Motorway Patrol 10.30 
Highway Patrol (AD) 11.00 The 
Equalizer (AD) 12 noon Bull 1.00pm 
FBI (AD) 2.00 FBI: International 
(AD) 3.00 Caught Red Handed 


4.30pm Nothing to Declare 
Seven editions following the work 
of customs officers in Australia. 


8.00 The Equalizer 5/10 Series 1 
McCall becomes embroiled in an 
international fight when she tries 
to find a British mathematician 
who has gone missing. (AD) 


9.00 The Rookie 16/20 Series 1 
Nolan learns a lesson in respect 
after his arrest of a gang member 
leads to a free-for-all on his life. (AD) 


10.00 9-1-1 12/18 Series 5 
Chimney is determined to find 
a missing Maddie among the 
chaos of St Patrick's Day. 


11.00 The Rookie 6/20 Series 2 
An emergency alert of a missile 
attack sends Los Angeles into a 
state of panic, and the officers try 
their best to keep the peace as 
they deal with this crisis. (AD) 

12 midnight FBI 1.00am FBI: 
International 2.00 New. FBI 11/23 
Series 5, Repeated tomorrow 9pm 
3.00 New. FBI: International 11/22 
Series 2. Repeated tomorrow 10pm 
4.00 Border Security USA (AD) 
5.00-6.00am Stop, Search, 
Seize: Ireland's border force (AD) 
Sky Witness Sky 107 Virgin 110 

BT 341/HD 356 +1 Sky 207 Virgin 310 


Lala 


Strike Back: Silent War 
8.00pm Wyatt and Mac 


6.00am NCIS: Los Angeles 7.00 DC's 
Legends of Tomorrow (AD) 8.00 The 
Flash 9.00 Stargate SG-1 11.00 NCIS: 
Los Angeles 12 noon The Flash 
1.00pm MacGyver (AD) 3.00 Hawaii 
Five-O 4.00 S.W.AT. (AD) 5.00 
DC's Legends of Tomorrow (AD) 


6.00pm Stargate SG-1 9/22 
Series 3. The team tries to end a 
deadly war game being played out 
on a planet populated by soldiers. 
7.00 10/22. Daniel Jackson is 
reunited with wife, but they find 
themselves on opposing sides. 


8.00 Strike Back: Silent War 
2/10 Series 7. Mac, Wyatt and 
Novin continue their hunt for 
the missing Russian jet. (AD) 


9.00 New series. A League of 
Their Own Ep 1 Series 18. Romesh 
Ranganathan, Jamie Redknapp 
and Micah Richards are joined by 
new team captain Jill Scott, with 
Gareth Bale and Katherine Ryan. 


10.00 Cobra: Rebellion 2/6 
Series 3. Robert and Rachel travel 
to the site of the sinkhole in the 
hope that their daughter is alive. 


11.00 The Lazarus Project 5/8 
George continues on his mission, 
attempting to create chaos. (AD) 


12 midnight Road Wars 1.00am 
Stop, Search, Seize 2.00 Hawaii 
Five-O: double bill 4.00 S.W.ALT. (AD) 
5.00-6.00am Highway Patrol 


Sky Max Sky 113 (114 Wales) Virgin 111 
BT 346/HD 361 


Sky Replay 


7.00am Gixth Sense with Colin Fry 
8.00 Four Weddings: double bill (AD) 
10.00 Sun, Sea and A&E 11.00 UK 
Border Force 12 noon Highway Patrol 
1.00pm Caught on Dashcam 2.00 
Most Haunted 4.00 Quantum Leap 
6.00pm DC's Legends of Tomorrow: 
double bill. Worlds have lived and died 
and nothing in the Arrowverse will be 
the same again, then Sara, Ray and Mick 
discover the Legends have become 
famous (AD) 8.00 Highway Patrol: 
9.00 Day of the Dead: Jai, Cam and 
Lauren try to save the retirement home 
(AD) 10.00 The Russell Howard Hour 
11.00 A League of Their Own 

12 midnight Brit Cops: War on Crime 
1.00am Sun, Sea and A&E 2.00 

A League of Their Own: US Road Trip 
2.0 (AD) 3.00 Duck Quacks Don't Echo 
(AD) 4.00 Four Weddings 5.00= 
6.00am 6ixth Sense with Colin Fry 


Sky Replay Sky 152 Virgin 156 


Sky Crime 


6.00am Highway Patrol 7.00 Motorway 
Patrol (AD) 8.00 Highway Cops (AD) 
9.00 Nothing to Declare 10.00 Caught 
Red Handed 11.30 Border Patrol 

12 noon Made for Murder 1.00pm 
Killer in My Village 2.00 Forensics: 
Catching the Killer (AD) 3.00 World's 
Most Evil Killers (AD) 4.00 Britain's 
Most Evil Killers 5.00 Forensics: 
Catching the Killer (AD) 6.00 What the 
Killer Did Next (AD) 7.00 Britain's Most 
Evil Killers 9.00 Forensics: Catching the 
Killer (AD) 10.00 How | Caught the 
Killer 11.00 World's Most Evil Killers 

12 midnight Killer in My Village 
1.00am The Real Manhunter (AD) 
2.00 Ireland's Most Evil Killers 3.00 
An Unexpected Killer 4.00 Road Wars 
5.00-6.00am Motorway Patrol 


Sky Crime Sky 122 (123 Scotland) Virgin 121 
BT 349/HD 364 +1 Sky 222 (223 Scot) Virgin 321 


The Green Green Grass 
6.20pm Trouble is brewing 


7.05am Desmond's 7.45 Keeping 
Up Appearances 8.20 2 Point 4 
Children (AD) 9.00 Hi-de-Hi! 9.40 
Still Open All Hours 10.20 Last of 
the Summer Wine 11.40 Keeping 
Up Appearances 12.20pm Only 
Fools and Horses (AD) 1.00 Still 
Open All Hours 1.40 Dad's Army 
3.00 Hi-de-Hi! 3.40 Keeping Up 
Appearances: the vicar comes round 
for tea 4.20 Still Open All Hours 
5.00 Last of the Summer Wine 


6.20pm The Green Green Grass 
Boycie builds a distillery. 
7.00 Boycie senses an opportunity 
to get himself knighted. 


7.40 The Good Life Barbara 
rips her last posh frock. (AD) 

8.20 Margo and Jerry get Tom 
and Barbara to consider a holiday. 


9.00 Only Fools and Horses Del 
cashes in on a weeping statue. (AD) 


9.40 Dad's Army Corporal Jones 
suffers a financial crisis. 


10.20 Not Going Out Tim puts 
the flat on the market in the 
wake of Kate's departure. 


11.00 The Fast Show Unlucky Alf 
calls in the professionals. 


11.35 The Good Life As 8.20pm. 
12.10am Live at the Apollo 1.15 
Not Going Out 1.55 Only Fools and 
Horses (AD) 2.40 Detectorists (AD) 
3.10-4.00am Live at the Apollo 


Gold Sky 110 (111 Wales) Virgin 124 
BT 344/HD 359 #1 Sky 210 (211 Wales) Virgin 324 


ky Comedy 


8.00am Young Rock (AD) 9.00 The 
Fresh Prince of Bel-Air 9.30 Bliss (AD) 
10.00 Wellington Paranormal (AD) 
11.00 The Fresh Prince of Bel-Air 
11.30 Crashing (AD) 12.50pm House 
of Lies 1.30 Silicon Valley 3.30 The 
Fresh Prince of Bel-Air 4.00 Wellington 
Paranormal (AD) 5.00 Young Rock (AD) 
6.00 Bliss (AD) 6.30 The Fresh Prince 
of Bel-Air 7.00 Will & Grace: double bill. 
Karen urges Jack to look for a new job, 
hen Grace doubts her ability to be a 
good mother (AD) 8.00 The Office US: 
double bill. Andy plans to impress Erin, 
hen he tries to organise a seminar 
9.00 Breeders 10.00 Girls (AD) 

11.15 New. The Tonight Show Starring 
Jimmy Fallon 12.15am Michelle Wolf: 
Nice Lady 1.20 Mrs Fletcher 1.55 Veep: 
wo episodes (AD) 3.05 House of Lies 
3.45-5.00am Crashing (AD) 


Sky Comedy Sky 114 (115 Wales) 
Virgin 112 BT 347/HD 362 


Comedy Central 


8.00am Most Ridiculous Thrill Seekers 
8.35 Most Ridiculous: Crazy Kids 9.00 
The Middle 11.00 Home Improvement 
1.00pm Last Man Standing 2.00 
Friends: 14 episodes (AD) 9.00 Michael 
Mcintyre's Big Show: the entertainer 
introduces music from One Republic 
and comedy from Russell Howard 
10.00 New. Drunk History: Black 
Stories: tales of unsung heroes from 
black history 10.30 Drunk History: 
Charles I's downfall and Operation 
Mincemeat 11.00 Ahir Shah: Dots 

12 midnight South Park: the Streaming 
Wars 1.10am Digman! 1.35 South Park: 
doule bill 2.35 Key and Peele 3.00 
New. The Daily Show 3.25 Criminally 
Funny 4.10=5.00am The Middle 


Comedy Central Sky 112 (113 Wales) 
Virgin 132 BT 345/HD 360 
#1 Sky 212 (213 Wales) Virgin 332 


Satellite, cable 


Dark Winds 9.00pm Leaphorn 
interviews the witness 


7.10am Murdoch Mysteries 9.00 
Rizzoli & Isles (AD) 10.00 Hudson 
& Rex (AD) 11.00 Without a Trace 
12 noon Frankie Drake Mysteries 
(AD) 1.00pm Death in Paradise (AD) 
2.00 Murdoch Mysteries 4.00 
Rizzoli and Isles: a police officer's 
daughter is abducted (AD) 

5.00 Hudson and Rex (AD) 


6.00pm Without a Trace 21/23 
Series 3. The team helps Danny 
search for his missing brother. 


7.00 Elementary 9/24 Series 2 
A cold case becomes a burning 
issue for Sherlock when he 
uncovers the identity of a serial 
killer long thought uncatchable. 


8.00 Death in Paradise 5/8 
Series 8. A festival queen is found 
stabbed on a small boat minutes 
before her grand entrance. (AD) 


9.00 New. Dark Winds 2/6 

@ Leaphorn and Chee interview 
the witness to the motel 

murders. See page 87. (AD) 


10.00 Death in Paradise 6/8 
Series 8. Tragedy strikes close 
to home for the team. (AD) 


11.00 Rizzoli and Isles 2/10 
Series 1. The duo investigate a 
series of copycat murders. (AD) 


12 midnight Elementary 1.00am 
Hudson & Rex (AD) 2.00-4.00am 
Murdoch Mysteries 


Alibi Sky 109 (110 Wales) Virgin HD 114 
BT 343/HD 358 +1 Sky 209 (210 Wales) Virgin 191 


Discovery 


6.00am Wheeler Dealers 7.00 Deadliest 
Catch (AD) 8.00 Ed Stafford: First Man 
Out 9.00 Alaska: the Last Frontier (AD) 
10.00 How It's Made 11.00 Wheeler 
Dealers 12 noon Salvage Hunters (AD) 
1.00pm Deadliest Catch 3.00 Alaskan 
Bush People 4.00 Blowing up History: 
he construction of Egypt's Bent Pyramid 
5.00 Wheeler Dealers: Mike Brewer 
and Ant Anstead restore a 1973 Saab to 
its former glory 6.00 Salvage Hunters: 
Drew Pritchard contemplates buying a 
Land Rover (AD) 7.00 Wheeler Dealers 
8.00 Outback Truckers: Long-haul 
ruckers Mish and Dru face flooding in 
Australia's Top End 9.00 Richard 
Hammond's Big 11.00 Expedition 
Unknown (AD) 12 midnight How the 
Universe Works 1.00am Richard 
Hammond's Big 3.00 Gold Divers 
4.00-5.00am Bitchin’ Rides 


Discovery Sky 125 (126 Scotland) Virgin 177 
BT 320/HD 325 +1 Sky 225 (226 Scot) Virgin 377 


Discovery History 


6.00am Expedition Unknown 7.00 
Devonport: inside the Royal Navy 8.00 
Wings of War 9.00 Combat Dealers 
(AD) 10.00 Salvage Hunters 11.00 
Salvage Hunters: the Restorers 12 noon 
How It's Made 1.00pm Combat Dealers 
2.00 Devonport: inside the Royal Navy 
3.00 Salvage Hunters 4.00 Mysteries 
at the Museum 5.00 Wings of War 
6.00pm Combat Dealers (AD) 7.00 
Expedition Unknown: Josh Gates 
explores the Tayos Cave in Ecuador 
8.00 HMS Ark Royal (AD) 9.00 
Combat Dealers 10.00 Salvage Hunters 
11.00 Salvage Hunters: the Restorers 
12 midnight How It's Made 1.00am 
Combat Dealers 2.00 Salvage Hunters 
3.00 Combat Dealers 4.00-5.00am 
Salvage Hunters: the Restorers 


Discovery History Sky 177 Virgin 181 
#1 Sky 277 Virgin 381 
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4 Little Girls 10.50pm 
Bombing victim Denise McNair 


6.00am Inside the Freemasons (AD) 
7.00 Discovering: Hugh Grant 
8.00 The Directors 9.00 Shaq (AD) 
10.00 Janet Jackson (AD) 10.55 
Navajo Police: Class 57 12 noon | Am 
MLK Jr (AD) 2.00pm Say Hey, 
Willie Mays! (AD) 4.00 The Directors 
5.00 Discovering: Hugh Grant 


6.00pm Shag The tension 
between Shaq and Kobe Bryant 
threatens to derail the Lakers. (AD) 


7.00 Janet Jackson The star 
becomes iconic, but the news 
about her brother Michael brings 
her world crashing down. (AD) 


7.55 New. Navajo Police: Class 
57 Behind the scenes at the 
Navajo Nation's police academy 
and community. Last in series. 


9.00 Gascoigne *** 
A look at the life of Paul 
Gascoigne, featuring an 
extensive interview with the 
former footballing superstar and 
archive footage of his greatest 
moments on the pitch. (w) 


10.50 4 Little Girls kx** 
Oscar-nominated film from 
Spike Lee, charting the 1963 

racist bombing of a church in 

Birmingham, Alabama. (AD) 


12.50am Marathon: the Patriots 
Day Bombing 3.00 The Donut King 
(AD) 5.00-6.00am Discovering: 
Hugh Grant: his life and career 


Sky Documentaries Sky 121 (122 Scotland) 
Virgin 188 BT 352/HD 367 


Nat Geographic 


8.00am Food Factory 9.00 Air Crash 
Investigation 10.00 Colossal Machines 
11.00 Megafactories 12 noon Car SOS 
(AD) 1.00pm Europe from Above 

2.00 Air Crash Investigation (AD) 
3.00 World War Il: Secrets from Above 
(AD) 4.00 Drain the Oceans: Lost 
Giants (AD) 5.00 Car SOS (AD) 

6.00 Lost Treasures of Egypt (AD) 
7.00 Air Crash Investigation (AD) 
8.00 Stonehenge: Secrets Revealed: 
evidence of the original purpose of the 
stone circle 9.00 Bloody Tales of the 
Tower: three stories from the reign of 
Henry Vill that were to lead to deaths at 
the Tower of London 10.00 Hindenburg: 
the New Evidence 11.00 Air Crash 
Investigation 12 midnight Airport 
Security: Peru 1.00am Banged Up 
Abroad 2.00 Abandoned 2.55=5.00am 
Secrets of the Zoo: Keeper Tales 


Nat Geographic Sky 129 (130 Scotland) 
Virgin 183 #1 Sky 229 (230 Scot) Virgin 383 


Sky History 


6.00am Siorage Wars 7.00 Forged in 
Fire 8.00 American Pickers 9.00 Pawn 
Stars Do America 10.00 Al Murray: 
Why Do the Brits Win Every War? 

11.00 Treasures Decoded 12 noon 
Auction Hunters 1.00pm Storage Wars 
2.00 Alien Files: Unsealed 4.00 
Digging for Britain 5.00 Pawn Stars 
6.00pm American Pickers 7.00 Forged 
in Fire 8.00 New. Swamp People: Troy 
runs into trouble in his favourite honey 
hole 9.00 New. Curse of Skinwalker 
Ranch: a baffling discovery 10.00 
New. Beyond Skinwalker Ranch 11.00 
Encounter: UFO 12 midnight Pawn 
Stars 1.00am Storage Wars 2.00 
Viking Quest: America 3.00 Swamp 
People 4.00 Digging for Britain 
5.00-6.00am Auction Hunters 


Sky History Sky 123 (124 Scotland) Virgin 131 
BT 353/HD 368 +1 Sky 223 (224 Scot) Virgin 331 


Great Blue Wild 900pm A grey 
reef shark in the Bahamas 


6.00am Hope for Wildlife 7.00 
Monkey Life (AD) 8.00 Guardians 
of the Wild 9.00 Volcanic Odysseys 
10.00 Tales from Zambia 11.00 O! 
Pejeta Diaries 12 noon Orangutan 
Jungle School 1.00pm Monkey Life 
(AD) 2.00 Guardians of the Wild 3.00 
Volcanic Odysseys 4.00 OI Pejeta 
Diaries 5.00 Tales from Zambia 


6.00pm Orangutan Jungle 
School Life turns from bad to 
worse for gentle giant Beni. 


7.00 Monkey Life There's a 
woolly bundle of joy for Pacaja. (AD) 
7.30 Jeremy heads to Belgium to 
collect two new stumpies. (AD) 


8.00 Brazil Untamed The dry 
season brings anteaters, maned 
wolves and greater rheas into 
the grasslands of the Pantanal. 


9.00 Great Blue Wild The natural 
wonders of the Bahamas, from 
giant pine forests to secret 
labyrinths of underwater caves. 


10.00 Orangutan Jungle 
School As 6pm. 


11.00 Tales from Zambia 
The large animals that live side 
by side in the Luangwa Valley. 


12 midnight Island of the Monsoon 
1,.00am Patagonia (AD) 2.00 Brazil 
Untamed 3.00 Great Blue Wild 
4.00 Guardians of the Wild 
5.00-6.00am Volcanic Odysseys 


Sky Nature Sky 124 (125 Scotland) 
Virgin 189 BT 354/HD 369 


9.00am The Life of Birds (AD) 

10.00 Frozen Planet (AD) 11.00 David 
Attenborough’s Natural Curiosities (AD) 
12 noon China's Ten Deadliest Snakes 
with Nigel Marven 1.00pm Impossible 
Engineering (AD) 3.00 Forbidden 
History (AD) 5.00 The Life of Birds (AD 
6.00 Frozen Planet (AD) 7.00 David 
Attenborough’s Natural Curiosities (AD) 
8.00 China's Ten Deadliest Snakes wi 
Nigel Marven 9.00 Forbidden History: 
historical treasures stored in the 
Vatican Archives (AD) 10.00 Impossible 
Engineering (AD) 11.00 The Life of Birds 
(AD) 12 midnight Frozen Planet (AD) 
1,.00am David Attenborough's Natural 
Curiosities (AD) 2.00 China's Ten 
Deadliest Snakes with Nigel Marven 
3.00 Forbidden History (AD) 3.50 The 
Life of Birds (AD) 4.40 Frozen Planet 
(AD) 5.30-6.00am The Zoo 


Eden Sky 166 Virgin HD 176 
#1 Sky 266 Virgin 376 


Animal Planet 


8.00am Insane Pools: off the Deep 
End 9.00 Crikey! It's the Irwins 

10.00 Dr Jeff: Rocky Mountain Vet 

12 noon Insane Pools: off the Deep End 
1.00pm Amanda to the Rescue (AD) 
2.00 Crikey! It's the Irwins 4.00 Dr 
Jeff: Rocky Mountain Vet 6.00 Insane 
Pools: off the Deep End: Lucas Congdon 
and his crew build a private river 7.00 
Crikey! It's the Irwins 8.00 Sharks vs 
Dolphins: Face Off 9.00 Blue Serengeti: 
a portrait of three shark hotspots off 
he coast of California 10.00 Alaskan 
Bush People: the Brown brothers build 
a cabin for the family (AD) 11.00 The 
Aquarium 1.00am Alaska: the Last 
Frontier 2.00 Dr Jeff: Rocky Mountain 
Vet: double bill 4.00-5.00am Insane 
Pools: off the Deep End 


Animal Planet Sky 162 (178 Nl) Virgin 178 
#1 Sky 262 (278 NI) Virgin 378 


zs 


WEDNESDAY 25 OCTOBER 


Sky Main Event ff 


Sky 401 Virgin 511/HD 501 BT 420/HD 440 
6.00am Sky Sports News 

7.00 Good Morning Sports Fans 
9.00 Cricket World Cup 
Coverage of Australia v 
Netherlands, the group match 

at Arun Jaitley Stadium, Delhi. 
5.30pm Sky Sports News 

7.30 Championship 


Football Coverage of Stoke City v 
Leeds United from the bet365 
Stadium (kick-off 8.00). 

10.30 Back Pages Tonight 
11.00-6.00am Sky Sports News 


Sky Football 


Sky 403 Virgin 513/HD 503 BT 422/HD 442 


6.00am Classic Play-Offs 9.00 EFL 
Greatest Games 10.00 Classic Play-Offs 
12 noon Championship Footbal 
2.00pm Scottish Premiership 
Highlights: action from Hearts v Celtic 
2.15 German Football: Bundesliga 
action 3.15 Championship Highlights 
3.30 Women's Super League Highlights 
4.00 Championship Highlights 
4.15 Scottish Premiership Round-Up: 
recent action from the top flight 4.30 
Championship Highlights 5.30 
Women's Super League Highlights 
6.00 Championship Highlights: 
Leicester City v Sunderland and 
Huddersfield Town v Cardiff City 
6.30 League One and Two Goals 
7.00 Championship Highlights: action 
from Millwall v Blackburn Rovers and 
Norwich City v Middlesbrough 

7.30 Championship 
Football Coverage of Stoke City v 
Leeds United from the bet365 
Stadium (kick-off 8.00). 

10.30 League One and Two Goals 
11.00 Championship Highlights 

11.30 EFL Greatest Games (AD) 
1.00am Classic League Cup (AD) 2.00 
Classic Play-Offs 5.00-6.00am 
Championship Season Review 


Sky Golf 


Sky 405 Virgin 515/HD 505 BT 424/HD 444 
6.00am European Tour Golf 8.00 
PGA Tour Golf 9.00 European Tour 
Golf 10.00 How the 1999 Ryder Cup 
Was Won 12.30pm Ryder Cup 
Memories 1.00 LPGA Tour Golf 

2.00 College Golf Coverage 
of the St Andrews Collegiate 
Championship, the third and final 
day's play on the Jubilee Course at 
the St Andrews Links Collegiate. 
5.00 Ryder Cup Memories: 

José Maria Olazabal shares his 
memories of the 2012 Ryder Cup 
at Medinah (AD) 6.00 PGA Tour 
Champions 7.00 PGA Tour: the Cut 
7.30 College Golf: St Andrews 
Collegiate Championship, day three 
highlights 10.30 PGA Tour 
Champions Learning Centre 11.00 
PGA Tour: the Cut 11.30 PGA Tour 
Champions 12.30am PGA Tour 
Golf 1.30 PGA Tour: the Cut 
2.00-6.00am Amateur 
Golf The Asia-Pacific Amateur Golf 
Championship, the first day from 
the Royal Melbourne Golf Club. 


Sky 408 Virgin 518/HD 508 BT 427/HD 447 


6.00am Super League 7.00 Boxing 
8.00 Darts 12.15pm Boxing 1.15 
Super League 1.30 Unbeatable 2.00 
British Basketball League 4.30 
Unbeatable 5.00 Boxing 6.00 Boxing 
Archive: Marvin Hagler v Thomas 
Hearns from 1985 (AD) 6.30 Undisputed: 
the Story of Shields v Marshall (AD) 
7.30 My Icon: Casey Stoney (AD) 
7.40 Championship 
Football Coverage of Preston 
North End v Southampton from 
Deepdale (kick-off 7.45). 

9.45 Super League 10.00 Althea: 
documentary focusing on the life of 
former tennis player Althea Gibson (AD) 
11.30 Unbeatable 12 midnight Boxing 
2.00am Rugby League 3.00 British 
Basketball League: Sheffield v London 
5.30-6.00am Super League (AD) 


= 


Champions League 
7A5pM TNT Sports 1 Matheus 
Nunes is City’s midfield engine 


Sky Premier League 
Sky 402 Virgin 512/HD 502 BT 421/HD 441 


6.00am Premier League Greatest 
Games 7.00 Premier League Highlights 
10.00 The Football Show 

12 noon Gary Neville’s Soccerbox 1.00pm 
Premier League Years (AD) 3.00 Premier 
League Greatest Games (AD) 4.00 
Premier League Highlights: Aston Villa 
v West Ham United, Chelsea v Arsenal 
and Sheffield United v Manchester 
United 5.30 Premier League Review 
6.30 Premier League Stories 7.00 
Soccer Special 10.15 Premier League 
Stories 10.45 Netbusters 11.15 Premier 
League Review 12.15am Premier 
League Greatest Games 12.30 Premier 
League Icons: Eric Cantona (AD) 1.00 
Premier League Years (AD) 3.00 
Premier League Greatest Games 4.00 
Premier League Best Goals 5.30= 
6.00am Premier League 100 Club (AD) 


Sky 404 Virgin 514/HD 504 BT 423/HD 443 
6.00am Cricket World Cup Highlights 
9.00 Cricket World Cup 
Australia v Netherlands, the group 
match at Arun Jaitley Stadium, Delhi. 
5.30pm Pushing Boundaries 

6.00 Classic World Cup Cricket 

7.00 Cricket World Cup Highlights 
1.00am Classic World Cup Cricket 
3.00 Cricket World Cup Highlights 
4.00-6.00am Classic World Cup Cricket 


Sky 407 Virgin 517/HD 507 BT 426/HD 446 
6.00am NFL Highlights 8.00 49 Hours 
9.00 NFL Highlights 10.00 NFL: 
America's Game (AD) 11.00 NFL Bitesize 
12 noon Good Morning Football 
3.00pm One Jets Drive 3.45 Kansas 
City Chiefs: the Franchise 4.30 NFL 
Review Show 5.30 Her Huddle 

6.00 Pro-Football Talk 8.00 NFL Bitesize 
9.00 Jaguars Weekly UK 9.30 NFL 
360 10.45 49 Hours 11.00 NFL Fantasy 
12 midnight NFL: Total Access 1.00am 
Jaguars Weekly UK 1.30 NFL Bitesize 
2.00 Pro-Football Talk 4.00 NFL 
Highlights 5.00 Jaguars Weekly UK 
5.30-6.00am Her Huddle 


Sky 413 Virgin 521 BT HD 412 

6.00am Snooker 8.00 Triathlon 9.00 
Cardiff Half Marathon 9.30 Cycling 
10.25 Tour de France 
Coverage of the formal presentation 
of the route for the 2024 race. 
12.20pm Cycling 12.45 Snooker 
1.00 Snooker Coverage of 
the afternoon session on day four 
of the Northern Ireland Open from 
Waterfront Hall in Belfast, featuring 
matches in the third round. 

5.00 Tour de France 6.00 
Snooker: the Northern Ireland Open 
7.00 Snooker Coverage of 
day four of the Northern Ireland 
Open continues in Belfast, featuring 
matches in the third round. 


11.00 Snooker: Northern Ireland Open 
1.00am Tour de France 2.00 Snooker 


4.00-6.00am World Superbikes 


Sports 1 


Sky 410 Virgin 527 BT 408/HD 430 
6.00am Premier League Review (AD) 
7.00 Wrestling 9.30 Italian Football 
2.30pm Premier League Stories 
3.00 Uefa Youth League 
Football Newcastle Utd Under-19s 
v Borussia Dortmund Under-19s, 
the Group F match from Gateshead 
International Stadium (k-o 3.00). 
5.00 Champions League 
Football Coverage of Barcelona v 
Shakhtar Donetsk, the Group H 
match from Estadi Olimpic Lluis 
Companys (kick-off 5.45); 

7.45 Young Boys v Manchester 
City, the Group G match from 
Wankdorf Stadium (kick-off 8.00). 
10.30 Champions League Football 
11.30 Original Documentary: South of 
the River (AD) 2.30am French Football 
3.30-6.00am Cricket Classics 


TNT Sports 2 


Sky 411 Virgin 528 BT 409/HD 431 


6.00am Champions League Football: 
highlights of recent group matches 
4.00pm Premier League Review (AD) 
5.00 TNT Sports Reload (AD) 5.30 Serie 
A: Full Impact (AD) 6.00 Wrestling (AD) 
7.00 Champions League 
Football Coverage of Newcastle 
United v Borussia Dortmund, the 
Group F match from St James’ 
Park (kick-off 8.00). 

10.30 MotoGP Highlights (AD) 

11.30 World Rally (AD) 12 midnight 
Basketball 1.00am TNT Sports Reload 
(AD) 1.30 UFC 4.30 TNT Sports Goals 
Reload 5.00 Badminton Weekly (AD) 
5.15-6.00am The Rugby Review 


TNT Sports 3 


Sky 417 Virgin 529 BT 410/HD 432 
6.00am Premier League Netbusters 
6.30 Premier League Reload 6.45 
Badminton 8.45 Badminton Weekly (AD) 
9.00 Badminton Coverage 
of the French Open round of 32 
from Glaz Arena in Rennes. 
7.30pm Champions League 
Football Coverage of Celtic v 
Atlético Madrid, the Group E match 
from Celtic Park (kick-off 8.00). 
10.30 Fight Week 11.15 TNT Sports 
Reload (AD) 11.30 Serie A: Full Impact 
(AD) 12 midnight Champions League 
Football: recent group-stage highlights 
4.00am Basketball 5.00 Champions 
League Football 5.30-6.00am 
Champions League Football 


TNT Sports 4 


Sky 421 Virgin 530 BT 411/HD 434 


6.00am French Football: Ligue 1 action 
1.00pm Major League Baseball 4.00 
Squash Highlights 5.00 MotoGP 
Rewind 5.15 Premier League Reload 
5.30 Champions League 
Football Coverage of Feyenoord v 
Lazio, the Group E match from 

De kuip (kick-off 5.45); 

7.45 Paris Saint-Germain v AC 
Milan, the Group F match from 
Parc des Princes (kick-off 8.00). 
10.00 Wrestling: WWE highlights 
12.45am Major League Baseball 3.45 
MLB World Series Film 2013 5.45= 
6.00am What | Wore: Jens Lehmann 


TNT Sports 5 


BT 450/HD 458 


7.30-10.15pm Champions 
League Football The Goals Show. 


Sky 414 Virgin 522 BT HD 413 


6.00am Cyclo-Cross: in Belgium 8.00 
Snooker 10.00 World Superbikes 
1.00pm Cyclo-Cross 3.00 Ski Jumping 
5.00 World Superbikes 8.00 Tour de 
France 9.00 Cycling 10.00 Motocross 
11.00 Ski Jumping 12 midnight Tour 
de France 1.00am Motor Racing 2.00 
Freestyle Skiing 3.00 Triathlon: Super 
League 4.00-6.00am Snooker 
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DOCUMENTARY 
Lenny Henry: w% «se 
One of a Kind 


9.00pm ITV1 Catch up via ITVX 


Mo Gilligan calls hima“trailblazer", = » nee 
while Whoopi Goldberg says he’s a ; performer 
real-life “superhero”. But we should nd Lenny Henry 


also remember that, for the first few 

decades of his career, Sir Lenny Henry A 
was the only black British entertainer 

appearing regularly on television. 

While the title of this spirited profile 
may be aplay on his 1980s sketch 
show, Three of a Kind (in which he 
starred with Tracey Ullman and David 
Copperfield), there's an undoubted 
irony in him being described as singular 
and unique. No wonder then that the 
man himself is seen asking why, when 
he walks into production meetings, 
there’s never anyoné\*, * 

“that looks like me”. 

Now, obviously, there’s been a 
‘Lennaisance’ in recent years — his 
latest project Three Little Birds (which 

began on Sunday on ITV1) being a fine 
example of this. But it’s plain to see 
here that Lenny is still itchy to achieve 


more and change the industry for those 
who see him, quite rightly, as a pioneer. 


DAVID BROWN 
See feature: page 26 
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Saving Lives at Sea 
8.00pm BBC2 
Catch up via iPlayer 
Another immersive insight into the 
invaluable work of Britain's 5,600 
seagoing lifeboat volunteers. The 
first callout tonight is a Mayday 
distress call from a Devon fisherman 
who has been treading water for 
25 minutes after falling off his boat. 
In Wick, north-east Scotland, a 
photographer is stranded ona rock 
by the fast-rising tide in near-total 
darkness. Cue a treacherous rescue 
bid by torchlight. In Llandudno, a 
father and son are in trouble after 
their kayak capsized, while in 
Fraserburgh, a crab-fisher has come 
acropper. The main lesson: wear a 
lifejacket. Historical background and 
aghost called George, fabled to 
haunt Plymouth lifeboat station, add 
further colour. MICHAEL HOGAN 
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The Art of Film 


with lan Nathan 
8.00pm Shy Arts Catch up via Now 
% Michael Powell and 
Emeric Pressburger are 
undoubtedly one of the 
greatest creative 
partnerships in cinematic history. 
Their estimable body of work 
includes British classics such as 
A Matter of Life and Death, Black 
Narcissus and The Red Shoes. In this 
first episode, film critic lan Nathan 
celebrates the duo's unique artistic 
vision. That vision wasn't always in 
step with the mainstream tastes of 
movie-going audiences of the 1940s 
and 50s, but it later inspired the likes 
of Martin Scorsese, Francis Ford 
Coppola and others. Nathan's essay 
coincides with a UK-wide BFl 
re-release of several lovingly 
restored works. PAUL WHITELAW 


Taskmaster 

9.00pm Channel 4 

Catch up via C4 streaming 

There was a time when only Greg 
Davies had the authority to abuse his 
sidekick “little” Alex Horne — but now 
everyone has ago. This year, Julian 
Clary has treated him with cheerful 
contempt from the off — "There you 
are, radiating your usual charisma," 
he says by way of greeting this week 
— and even Horne’s trademark 
task-building comes into question 
when a “rubbish robots” challenge 
gets short shrift. As Sam Campbell 
puts it: “It’s nice that you let your 
nephew come up with tasks.” 

Of course, Horne is the true master 
of allhe surveys, able to manipulate 
anyone into completing his requests, 
even if they're watching at home. 
Just try to resist scanning his 
comedy QR code... HUW FULLERTON 


\ y 


Interview with 


the Vampire 

9.00pm, 9.40pm BBC2 

All episodes available on iPlayer 
Tonight's episodes could be subtitled 
|, Claudia, as Daniel sits down to read 
the diaries of the vampire child who 
Louis and Lestat saved from fire to 
bolster their unholy ménage, but who 
ultimately tears it asunder. 

Claudia is one of the most 
fascinating characters in fiction — 
developing across decades in intellect 
and appetite but trapped ina girl's 
body. Author Anne Rice had lost her 
own daughter to leukaemia and 
created Claudia as the eternal child. 
She worked brilliantly in the 1994 
movie (as 1l-year-old Kirsten Dunst) 
but feels distinctly off here, aged up 
to14, frozen on the cusp of sexual 
awakening and played by Bailey Bass 
(in her late teens). PATRICK MULKERN 
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MasterChef: RuPaul’s 
the Professionals Drag Race UK 
8.00pm BBC1 9.00pm BBC3 


The first quarter-final 
involves a dish 
showcasing nuts, 
before the surviving 
chefs face the critics. 


All Creatures 


Great and Small 
9.00pm Channel 5 
Catch up viaMy 5 
Joining the cast of an established 
drama must be daunting, but James 
Anthony-Rose is already fitting in 
well. It's ashame, then, that the same 
can't be said for the character he's 
playing, with student vet Richard 
Carmody seen tonight venturing out 
to a farm without protective clothing, 
only to then fall headlong into mud. 
That farm, by the way, is being run 
by Sid Crabtree, and his casting will 
be of interest to Emmerdale fans, as 
he's played by one-time Robert 
Sugden actor Ryan Hawley. 
Incidentally, this episode is written by 
Maxine Alderton, who also scripted 
many of Hawley's most dramatic 
moments on the ITV soap. DBr 
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It's Rusical week! Cush 
Jumbo joins judges 
RuPaul (right), 
Michelle Visage and 
Graham Norton. 


Little Trains and 
Big Names with 


Pete Waterman 


9.00pm More4 

Catch up via C4 streaming 

Pete Waterman's guest this week is 
actor/comedian Eddie Izzard, whose 
childhood model railway is now on 
display at a museum in Bexhill-on- 
Sea, where she grew up. 

Izzard reflects on being trans, her 
comedy influences, and how her 
father used model-making as a way to 
help his children through the loss of 
their mother. As for the appeal of 
train sets, especially for kids: “You 
have so little power as a child... but 
this gives you the power to switch 
things on, make things happen... and 
then our imaginations explode.” 
DAVID BUTCHER 
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Bangers and Cash: 
Restoring Classics 
8.00pm Yesterday 
The team takes on 

a modern-day fast 

Ford and revisit an 
ongoing three-year 

MG restoration project. 


Brassic 

10.00pm Sky Max 

Catch up via Now 

Two or three plotlines are developing 
at once this week, which means the 
episode doesn't quite have the feel of 
arickety vehicle careering down a hill, 
as the best Brassics do. When young 
Tyler goes missing from school and 
then reveals he is being bullied, Vinnie 
(Joe Gilgun) has to enter enemy 
territory: a middle-class barbecue, full 
of dads in Hawaiian shirts and “beige 
pants”. Meanwhile, a crisp company 
has hidden a “golden ticket” ina 
packet somewhere, and there's 
another money-making opportunity 
when a caravan — reportedly the 
hiding place for £10,000 — goes 
missing. When that heist goes wrong, 
we do end up merrily plummeting 
after all. JACK SEALE 


My Super-Rich Holiday 
10.00pm Channel 4 

Catch up via C4 streaming 
Comedian and Strictly star Eddie Kadi 
takes a trip to Ghana to experience 
the country’s five-star hotels, 
exclusive restaurants and flash cars. 
It's aplace, he's been told, that is a 
glamorous playground for celebrities 
like Naomi Campbell and Ed Sheeran. 
It's an African country on the up and 
this is quite the advert for it. 

Eddie and fellow comedian Guz 
Khan immerse themselves in the 
luxurious side of Accra, starting with 
a meeting with influential music 
producer, Smallgod — “the Simon 
Cowell of Ghana”. The pair joke and 
shout their way around glitzy 
nightclubs, designer clothes shops 
and a lavish party in Ghana's 
version of the French Riviera, 
meeting millionaire entrepreneurs, 
such as property magnate Cheddar. 
It's inspiring, eye-opening... as well 
as Slightly deafening. 

JANE RACKHAM 


Cricket: ICC Men's 
World Cup 
England v Sri Lanka 
9.00am Sky Sports Main 
Event/Cricket 

England fast bowler Reece Topley 
(above) has been putting in some 
impressive spells. Bangalore hosts. 


Football: Europa League 
Olympiacos v West Ham Utd 
5pm (k/o 5.45pm) TNT Sports 1 
Two wins out of two for West Ham. 
Liverpool v Toulouse 
7.45pm (k/o 8pm) TNT Sports 1 
Liverpoolis also sitting pretty. 
AZ Alkmaar v Aston Villa 
5pm (k/o 5.45pm) TNT Sports 2 
Brighton v Ajax 
7.45pm (k/o 8pm) TNT Sports 2 


The Remains of the Day 
LU | 
6.05pm Film4 

This Merchant-lvory classic 
premiered 30 years ago and has 
lost none of its power. Anthony 

Hopkins and Emma Thompson 

give definitive turns as the 
ill-matched couple who develop 

a surprising connection. (1993) 
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DAYTIME 


BBC1 

6.00am Breakfast Naga Munchetty, Charlie Stayt. 6) (HD) 
9.15 Morning Live Magazine show. (s) (HD) 

10.00 Scam Interceptors A man who was told he 
had accidentally taken out a subscription. (s) (HD) 
10.45 Frontline Fightback A Neighbourhood Watch 
group helps police identify burglars. (Revised rpt) (S) (AD) (HD) 
11.15 Homes under the Hammer Properties in 
Carmarthenshire, Sheffield and Lincolnshire. (R) (S) (AD) (HD) 
12.15pm Bargain Hunt Eric Knowles presents the 
show from Ardingly in Sussex. (R) (S) (AD) (HD) 

1.00 BBC News Regional News; Weather (S) (HD) 

1.45 Doctors Nina tries to help a woman caught between 
her dying husband and interfering sister. (S) (AD) (HD) 
2.15 Money for Nothing Sarah Moore upcycles a 
dressing table and some beech tree leaves. (R) (S) (HD) 
3.00 Escape to the Country Sonali Shah helps a 
couple find a property in Hampshire. (R) (S) (AD) (HD) 
3.45 The Travelling Auctioneers Will Kirk and 
Christina Trevanion head to Northumberland. (R) (S) (HD) 
4.30-5.15 The Repair Shop Restoring a midwifery 
bag and a First World War brooch. (R) (S) (AD) (HD) 


BBC2 

6.15am Escape to the Country Helping a couple find 
a new home in Yorkshire. Shown Mon 3pm BBCI (S) (AD) (HD) 
7.00 Homes under the Hammer Properties in Suffolk, 
Staffordshire and Bexley. Shown Tue 11:15am BBCt (S) (AD) (HD) 


8.00-9.00 Sign Zone Sort Your Life Out with Stacey 
Solomon 1/5 Series 3. Stacey and her team help the Watling 
family declutter their home. (R) (S) (AD) (HD) 


9.00 Nicky Campbell Calls on the day's talking 
points. Simulcast with Radio 5 Live. (s) (HD) 

10.00 BBC News (Ss) (HD) 

12.15pm Politics Live The latest stories from 
Westminster and beyond. (S) (HD) 

1.00 Impossible Quiz with Rick Edwards. (R) (S) (HD) 
1.45 Unbeatable Hosted by Jason Manford. (rR) (S) (HD) 
2.15 Wanted Down Under A woman wants to move to 
Perth, but her husband doesn't share her desire. (R) (S) (HD) 
3.00 Call That Hard Work? A housekeeper, a vineyard 
manager and a telemarketer compete. (R) (S) (HD) 

3.45 Wild Cameramen at Work Cameramen John 
Aitchison and Mark Smith reveal more unlikely corners 
of the world where they have filmed. (R) (S) (AD) (HD) 
4.15-5.15 Cornwall: This Fishing Life In the village 
of Cadgwith, Cornwall's last fishing cove. (R) (S) (AD) (HD) 


ITV1 


6.00am Good Morning Britain (s) (HD) 

9.00 Lorraine Fashion, food and chat. (s) (HD) 

10.00 This Morning Celebrity interviews, cookery 
and lifestyle advice. Including Regional Weather (S) (HD) 
12.30pm Loose Women The panel put the world to 
rights once more. Repeated 2.25am (S) (HD) 

1.30 ITV Lunchtime News Regional News; Weather (S) (HD) 
2.00 James Martin's American Adventure The 
chef's journey takes him to San Francisco. (R) (S) (AD) (HD) 
3.00-4.00 Lingo A husband and wife from Surrey, 
a Welsh couple, and a mother and daughter from 
Leeds compete. (R) (S) (HD) Followed by Regional Weather 


Channel 4 


6.05am Countdown With Mark Watson. (R) (S) (HD) 
6.45 Cheers Double bill of the comedy. (R) (S) (HD) 
7.35 Everybody Loves Raymond (p) (S) (AD) (HD) 
8.25 Frasier Three episodes of the sitcom. (R) (S) (AD) 
9.55 Find It, Fix It, Flog It The lads fall out over a 
bench they think has value in Birmingham. (R) (S) (AD) (HD) 
10.55 Renovation Nation In North Yorkshire, 

Byron gets to grips with the art of sash window 
restoration. (R) (S) (AD) (HD) 11.55 News (S) (HD) 

12 noon Steph's Packed Lunch Weekday magazine 
show hosted by Steph McGovern. (S) (HD) 

2.10pm Countdown With guest Mark Watson. (Ss) (HD) 
3.00 A Place in the Sun A couple seek a retirement 
home on Spain's Costa del Sol. (R) (S) (HD) 

4.00-5.00 The Great House Giveaway In Ripley, 
Sara and Beth renovate a run-down, smelly semi that 
is full of junk that's seen much better days. (S) (HD) 


BBCI a 


Soldier 9.00pm 
The pressure of a 
training exercise 
takes its toll on 
Private Olivia 
Hall-Beakhouse 


5.15pm Pointless 

Quiz in which contestants try to score the fewest 
points possible by giving the least obvious correct 
answers to questions. Presented by Alexander 
Armstrong, with Richard Osman. (R) (S) (HD) 


6.00 BBC News Weather (s) (HD) 
6.30 Regional news magazines (5) (Hp) 


7.00 The One Show 
Presented by Gethin Jones and Alex Scott. (S) (HD) 


7.30 EastEnders 

The Mitchells are left reeling in the wake of a recent 
accident, but the police refuse to give them any 
details. Meanwhile, Cindy steps in to help Gina. 


Gina Knight Francesca Henry George Knight Colin Salmon 
Honey Mitchell Emma Barton Suki Kaur Panesar Balvinder Sopal 
Billy Mitchell Perry Fenwick Kathy Beale Gillian Taylforth 
Sam Mitchell Kim Medcalf Ravi Gulati Aaron Thiara 
Phil Mitchell Steve McFadden Elaine Peacock Harriet Thorpe 
Kat Slater Jessie Wallace Stacey Slater Lacey Turner 
Bobby Beale Clay Milner Russell Patrick Trueman Rudolph Walker 
Felix Baker Matthew Morrison Keanu Taylor Danny Walters 
Bernadette Taylor Clair Norris lan Beale Adam Woodyatt 
Denise Fox Diane Parish Jean Slater Gillian Wright 
Eve Unwin Heather Peace Yolande Trueman Angela Wynter 
Anna Knight Molly Rainford §PriyaNandra-Hart — Sophie Khan Levy 
Alfie Moon Shane Richie Nadine Keller Jazzy Phoenix 


Writer Richard Davidson This week's episodes directed by Laurence 
Wilson More cast Tuesday (S) (AD) (HD) 


8.00 MasterChef: the Professionals 

The first quarter-final sees the week's top five chefs 
from the first two heats return to the kitchen. The 
invention test challenges them to create a delicious 
dish showcasing nuts, with the chef who impresses 
least being sent home. Those left standing will then 
face the daunting prospect of cooking for three of 
the UK's most discerning food critics - Jay Rayner, 
Leyla Kazim and Tracey MacLeod - with only the 
best three going through to the next round. (S) (AD) (HD) 
See feature: page 30 


9.00 Soldier 

4/5. At the Infantry Training Centre in Catterick, the 
remaining recruits face their toughest challenges so 
far. Private Callum Stretton, who is just 18, finds his 
maturity and confidence tested when he is given the 
task of leading his section — lying in wait are the 
Gurkhas charged with playing the role of the enemy. 
Private Olivia Hall-Beakhouse has shown a cool head 
under pressure, but after days in the field her progress is 
placed under serious review. Following a gruelling fitness 
test, the platoon members are tasked with conducting 
a surprise attack on an urban training facility known as 
Whinny Hill, where their tactical skills will be rigorously 
assessed. Who will make it through to the final stage 


of the course? The whole series is on iPlayer. 
Director Paul Wells; Series producer Kim Rossiter (S) (AD) (HD) 


10.00 BBC News Regional News; Weather (5) (HD) 


10.40 Question Time 

Fiona Bruce presents the topical debate, inviting a 
panel of politicians and other high-profile guests in 
Bradford to answer questions from an invited 


audience. Also available live at 8pm on iPlayer. 
Exec producer Nicolai Gentchev; Exec editor Daniel Maxwell (S) (HD) 
Have Your Say: tweet with #bbcqt 


11.40 Newscast 
BBC journalists including Adam Fleming and Chris 
Mason host a weekly round-up of the latest stories 


and developments from Westminster. 
Series editors Jonathan Aspinwall and Sam Bonham 
The podcast is available via BBC Sounds (S) (HD) 


12.10am Weather for the Week Ahead (S) (HD) 
12.15-6.00am BBC News (S) (HD) 


BBC1 Freeview 1/HD 101 Freesat 101 Sky 101 Virgin 101 


THURSDAY Main Channels 


BBC2 2] 


Interview with the 
Vampire 9.00pm 
Can trainee 
bloodsucker 
Claudia (Bailey 
Bass) be trusted? 


5.15pm Flog It! 
Antiques experts Catherine Southon and David 
Fletcher are in Ushaw in County Durham. (R) (S) (HD) 


6.00 Richard Osman's House of Games 
Larry Dean, Kirsty Gallacher, Sam Quek and Lemn 


Sissay test their general knowledge skills. 
Executive producers Breid McLoone and Tamara Gilder (S) (HD) 


6.30 Strictly It Takes Two 
Costume designer Vicky Gill offers an exclusive look 
at the Halloween outfits. Janette Manrara presents. 


Series producers Sonal Patel and Judith Hay; 
Executive producer Eve Winstanley (S) (HD) 


7.00 The Warship: Tour of Duty 

6/6. After six months at sea, HMS Queen Elizabeth 
departs the Pacific for the long voyage home. 
Although it will be two months before the ship 
arrives back in Portsmouth, most of the crew are 


already thinking of family and Christmas. 
Director Chris Terrill; Executive producers Christine Hall and 
Alan Clements (R) (S) (AD) (HD) 


8.00 Saving Lives at Sea 
5/10 Series 8. An RNLI crew race to the rescue 
of a Plymouth fisherman who's fallen into the 
sea, while in Llandudno, a kayak has capsized with a 
father and son on board. Meanwhile, in the ancient 
harbour town of Wick in the far north of Scotland, 
a photographer is cut off by the tide on an outcrop 
of rocks, with night about to draw in. See page 96. 


Directors Phil Broadhurst and Sunny Kang 
Producer Simon Toyne (S) (AD) (HD) 


9.00 Interview with the Vampire 
4/7. The Ruthless Pursuit of Blood with Alla 
Child's Demanding. The diaries of novice vampire 
Claudia prove revealing. Her disruptive energy 
underlines conflicts between Louis and Lestat. () (AD) (HD) 
9.40 5/7. A Vile Hunger for Your Hammering 
Heart. Claudia is careless in her attempts to cover 
up her killings. But it's Louis's continued love for her 
that triggers a shocking showdown. The whole 
series is available on iPlayer. See page 96. 
Louis de Pointe du Lac Jacob Anderson Grace de Pointe duLac Kalyne Coleman 


Lestat de Lioncourt Sam Reid Thomas “Tom” Anderson Chris Stack 
Claudia Bailey Bass Antoinette Maura Grace Athari 
Daniel Molloy Eric Bogosian Bruce Damon Daunno 
Rashid Assad Zaman Deputy Habersham Bryan Fenkart 
Florence de Pointe duLac Rae Dawn Chong Mortician Brian Anthony Wilson 
Levi Christian Robinson Collegian Chester Rushing 
Charlie Xavier Mills 


Dramatised by Eleanor Burgess and Hannah Moscovitch 

Directors Keith Powell and Levan Akin (S) (AD) (HD) 

10.20 The Fast and the Farmer-ish 

Two teams of young farmers from south-west Wales 


compete. Series one and two are on iPlayer. 
Exec producers Des Henderson, Ed Stobart First shown on BBC3 (S) (HD) 


10.30 Newsnight With Victoria Derbyshire. (s) (HD) 
11.10 Weather (s) (HD) 


11.15 No Activity 

5/6 Series 2. Stokes and Hendy are forced to work 
with other partners. Bruce seeks advice. (R) (S) (HD) 
11.45 6/6. Hendy and Stokes are reunited. (R) (S) (HD) 


Stokes Darren Gilshenan Elizabeth Rose Byrne 
Hendy Patrick Brammall Bernie Damon Herriman 
Carol Genevieve Morris Bruce David Field 
Anousha Susie Yousef Jimmy Daniel Wyllie 
April Harriet Dyer Rainer Kim Gyngell 


12.15am DNA Family Secrets 5/6 Series 3. Laura was 
adopted as a child. After becoming a mother, she is searching 
for her relatives. See choice, p86. Shown Wed 9pm (S) (AD) (HD) 
1.15-3.45am Sign Zone 1.15 Strictly Come Dancing Ep 5 
The couples perform, with a place in the Halloween special 
at stake. See choice, p46. Shown Sat 6.35pm BBCI (S) (AD) (HD) 
3.05 Strictly Come Dancing: the Results Two couples 
battle it out to stay in. Shown Sun 7.15pm BBCI (S) (AD) (HD) 


BBC2 Freeview 2/HD 102 Freesat 102 Sky 102 Virgin 102 


Lenny Henry: 
One of a Kind 
9.00pm A look at 
the diverse career 
of the comedian, 
actor and writer 


4.00pm Tipping Point 
Quiz show hosted by Ben Shephard. (R) (S) (HD) 


5.00 The Chase 
With Sarah, Alan, Francesca and Chris. (R) (S) (HD) 


6.00 Regional News Weather (s) (HD) 
6.30 ITV Evening News Weather (5) (HD) 


7.30 Emmerdale 
A nervous Ryan supports Gail. April spills Cathy's 
plan to a stunned Samson. Rhona lends an ear. 


Ryan Stocks James Moore Charles Anderson Kevin Mathurin 
Gail Loman Rachael Gill-Davies Chas Dingle Lucy Pargeter 
April Windsor Amelia Flanagan Chloe Harris Jessie Elland 
Cathy Hope Gabrielle Dowling Claudette Anderson Flo Wilson 
Rhona Goskirk Zoe Henry David Metcalfe +Matthew Wolfenden 
Amy Wyatt — Natalie Ann Jamieson Dawn Fletcher Olivia Bromley 
Bear Wolf Joshua Richards Eric Pollard Christopher Chittell 
Belle Dingle Eden Taylor-Draper Ethan Anderson Emile John 
Bernice Blackstock Samantha Giles Gabby Thomas Rosie Bentham 
Billy Fletcher Jay Kontzle Jacob Gallagher Joe-Warren Plant 
Bob Hope Tony Audenshaw Jai Sharma Christopher Bisson 
Brenda Walker Lesley Dunlop Jimmy King Nick Miles 
Cain Dingle Jeff Hordley Kerry Wyatt Laura Norton 
Caleb Miligan William Ash Kim Tate Claire King 
Charity Dingle Emma Atkins 


Writer Samantha Doland de Vaux More cast Friday (S) (AD) (HD) 


8.30 Young Carers: a Hidden Crisis - 
Tonight 

Across the UK and behind closed doors, 
thousands of children are providing care for 
loved ones who simply couldn't cope without 
their help. Ronke Phillips investigates the true 
scale of the issue and asks whether young carers 
are getting the support they desperately need. 
Director Mark Napier; Series producer Delilah Jeary (S) (HD) 
NOTE: as Tonight reacts to the news its subject matter may change 


9.00 Lenny Henry: One of a Kind 

The actor, writer and comedian looks back 

at his career highlights as he approaches 
nearly 50 years in the spotlight. Famous faces 
including Whoopi Goldberg, David Tennant, Ben 
Elton, Alesha Dixon, Richard Curtis, Sir Trevor 
McDonald and Mo Gilligan offer their insights on 
why the Dudley-born comic remains a unique 


figure in the world of entertainment. See p96. 
Director Emily Kennedy; Producer Andy Bates (S) (AD) (HD) 


10.00 ITV News at Ten 
Weather; Regional News and Weather (s) (HD) 


10.45 The Real Crown: inside the 
House of Windsor 

5/5. Heirs and Spares. The Queen struggles to 
contain the drama with her family but continues 
with her duties, as she comforts the nation 
during the Covid-19 pandemic and celebrates 


her Platinum Jubilee. See choice, page 76. 
Shown Tuesday 9pm (S) (AD) (HD) 


11.40 Ukraine's Stolen Children 

This Exposure documentary tells the story of the 
Ukrainian children, some of them orphans, who 
were taken to Russia after the war started. The 
film follows the efforts of Ukrainian relatives as 
they attempt to search for their loved ones. 
Shown Monday 10.45pm (S) (AD) (HD) 

12.35am All Elite Wrestling: Rampage Featuring the 
world's toughest fighters. Shown Tue 10.25pm ITV4 (S) (HD) 
1.30 Sorry, | Didn't Know 2/5 Series 3. Guests include 
Chizzy Akudolu and Emmanuel Sonubi. (R) (S) (HD) 

1.55 Catchphrase Stephen Mulhern hosts. (R) (S) (AD) (HD) 
2.25 Loose Women Shown 12.30pm (S) (HD) 

3.15 Unwind A sequence to calm the mind. (S) (HD) 
4.15-6.00am Pride of Britain Awards Presented by 
Carol Vorderman and Ashley Banjo. (R) (S) (SL) (AD) (HD) 


ITV1 Freeview 3/HD 103 Freesat 103 Sky 103 Virgin 103 
+1 Freeview 35 Freesat ll2 Sky 203 Virgin 303 
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My Super-Rich 
Holiday 10.00pm 
Paradise city: 
Eddie Kadi and 
Guz Khan explore 
Accra in Ghana 


5.00pm Help! We Bought a Village 
In France, a couple from Essex battle the rain to 
fix their leaky roof, and another couple discover 


fascinating animal skeletons in their ceiling. 
Repeated 7pm 4seven, tomorrow 2.30pm 4seven (S) (HD) 


6.00 Four in a Bed 
The competition continues in Tintinhull in 
Somerset, at the Crown and Victoria Inn. (S) (HD) 


6.30 The Simpsons 
Pranksta Rap. Bart sneaks off to a rap concert 
and fakes his own kidnapping. (R) (S) (AD) 


7.00 Channel 4 News Sport; Weather (5) (HD) 


7.55 Stand Up to Cancer: Deborah James's 
Story 
How the social influencer, who died in June, became 


an inspiration for those living with bowel cancer. 
Signed repeat tomorrow 12.55am (R) (S) (AD) (HD) 


8.00 The Great British Bake Off: an 
Extra Slice 

5/10. Jo Brand and guests Ross Noble, Jamie 
Laing and Oti Mabuse turn over Pastry Week, 
serving up exclusive unseen footage and an 
interview with the latest baker to leave the 
competition. Meanwhile, Tom Allen gets stuck 
into the bakes brought along by the audience. 


Director Toby Baker; Producer Dan Rowland 
Repeated Friday 8pm 4seven (S) (AD) (HD) 


9.00 Taskmaster 

6/10. As the contestants continue their 

comical quest to claim the glittering golden 
noggin of Greg Davies, Sue Perkins makes an 
extraordinary noise, Julian Clary gets on his 
hands and knees, and Lucy Beaumont manages 
to creep everyone out. Elsewhere, Susan 
Wokoma finds whole new reasons to be grateful 


for her acting training. See page 96. 
Series director Andy Devonshire; Series producer Andy Cartwright 
Repeated 12.35am 4seven (S) (AD) (HD) 


10.00 My Super-Rich Holiday 
Comedians Eddie Kadi and Guz Khan 
explore Ghana's capital, Accra, the 

exclusive millionaires’ playground for the likes of 

Idris Elba, Naomi Campbell, Ed Sheeran and 

Liam Payne. As an ambassador for the African 

continent, Eddie has access to a Ghana at its 

most spectacular, and he shows Guz the culture, 


history and luxe lifestyle on offer. See p97. 
Executive producer lain Wimbush (S) (AD) (HD) 


11.05 Embarrassing Bodies 
Dr Tosin Ajayi-Sotubo helps a man who is 
desperate to cure the skin condition on his head. 


Series director Jamie Hammick 
Series producer Colin Lennox (S) (AD) (HD) 


12.05am Naked Attraction Actress Chrissie from Leeds 
is hoping to bag husband number four. (R) (S) (AD) (HD) 
1.00 Stand Up to Cancer: Dylan-James's Story The 
story of Dylan-James, who was diagnosed with cancer 
at two years old. Shown Wed 7.55pm (S) (SL) (AD) (HD) 

1.05 Celebrity SAS: Who Dares Wins 5/7 Series 5 
The remaining celebrities must survive three brutal 
challenges. Shown Sunday 9pm (S) (SL) (AD) (HD) 

1.55 Stand Up to Cancer: Don't Look Down 3/5 

The mental and physical strain of high-wire walking 
takes its toll. Shown Tuesday 9.15pm (S) (SL) (AD) (HD) 

2.50 Naked, Alone and Racing to Get Home 4/6. Terry, 
Luke, Kim and Ant take part. First shown on E4 (S) (AD) (HD) 
3.40 Couples Come Dine with Me In Essex. (R) (S) (HD) 
4.35 Tool Club Max encourages Lucy to upcycle 
salvaged timber at her bookshop in Dumfries. (R) (S) (HD) 
5.25 Beat the Chef Spicy pork tacos. (R) (S) (HD) 
5.50-6.05am Sunday Brunch Best Bits Tan France 
joins Tim Lovejoy and Simon Rimmer. (R) (S) (HD) 


Channel! 4 Freeview 4/HD 104 Freesat 104 Sky 104 Virgin 104 
+1 Freeview 15 Freesat 121 Sky 204 Virgin 304 


Julius Caesar 
8.00pm Classic 
Shakespeare 
adaptation, with 
Marlon Brando 
as Mark Antony 


7.00pm Great British Railway 
Journeys 

West Ruislip to Windsor. Michael 
Portillo heads out to leafy Hatch End, 
where he meets the great-nephew of 
illustrator William Heath Robinson. 


Director Tom Richardson; Executive producer John 
Comerford Repeated 12.55am (R) (S) (AD) (HD) 


7.30 Climbing Great Buildings 
Imperial War Museum North 
Jonathan Foyle and Lucy Creamer 
embark on the final leg of their 
journey in Manchester, scaling the 


Imperial War Museum North. 
Repeated 1.25am (R) (S) (AD) (HD) 


8.00 Julius Caesar 
Drama based on William 
Shakespeare's play. It's 44 BC and 

Caesar, having returned to Rome after 

defeating Pompey in the Civil War, 

has been elected Dictator for life by 

his countrymen. But a number of 

statesmen, fearing Caesar's abuse of 
his power, plan to kill him. Available on 
iPlayer for 26 days. Review p63. 


Brutus James Mason 
Mark Antony Marlon Brando 
Cassius John Gielgud 
Julius Caesar Louis Calhern 
Casca Edmond O'Brien 
Calpurnia Greer Garson 
Portia Deborah Kerr 
Marullus George Macready 
Flavius Michael Pate 
Soothsayer Richard Hale 


Director Joseph L Mankiewicz (1953, U) (BW) (S) 
Shown Sunday 12 noon BBC2 


10.00 The Shining 
Chilling horror. Aspiring writer and 
recovering alcoholic Jack Torrance 

takes on the job of winter caretaker at 

the remote Overlook Hotel, despite 
warnings about the long months of 
isolation. Jack's wife Wendy only hopes 
that Jack will find the time to write, but 
his psychically gifted son Danny has 
visions of a terrifying ordeal for the 
family. Available on iPlayer for 24 days. 


Jack Torrance Jack Nicholson 
Wendy Torrance Shelley Duvall 
Danny Danny Lloyd 
Dick Hallorann Scatman Crothers 
Ullman Barry Nelson 
Grady Philip Stone 
Lloyd Joe Turkel 
Doctor Anne Jackson 
Durkin Tony Burton 
Young woman in bathtub Lia Beldam 


Director Stanley Kubrick (1980, 15) (S) (AD) (W) (HD) 
Shown last Friday BBC2 


11.55 The Magic of Mushrooms 
Richard Fortey examines the world of 
mushrooms in a specially built 
laboratory with the help of mycologist 
Patrick Hickey. Together, they reveal 
the ability of fungi to break down 
waste and sustain new plant life. 
Producer Russell Leven; Executive producer 
Jacqueline Smith Shown yesterday 9pm (S) (HD) 
12.55am Great British Railway Journeys 
Shown 7pm (S) (AD) (HD) 

1.25 Climbing Great Buildings 

Shown 7.30pm (S) (AD) (HD) 

1.55-3.05am Imagine... Alan Yentob 
meets Anglo-Nigerian author Bernardine 
Evaristo, winner of the Booker Prize for Girl, 
Woman, Other. Shown Tue 11.35pm (S) (HD) 


BBC4 F'view 9/HD 106 F'sat 108 Sky 116 Virgin 108 


BBC1 
SCOTLAND 


11.15am Bargain Hunt 
12 noon-1.00pm First 
Minister's Questions 
7.00-7.30 River City: 
Tommy is torn over 
what to tell the police 
in the aftermath of 
the assault 


BBC 
SCOTLAND 


7.00pm Great Escapes 
with Colin and Justin 
7.25 Beechgrove 
Repotted 7.30 The 
Great Food Guys 
8.00 My Kind of Town 
8.30 Landward 9.00 
The Nine 10.00 Scot 
Squad 10.30 Gary: 
Tank Commander 
11.00-12 midnight 
Aberdeen ‘83: 

Once in a Lifetime 


ITV1 BORDER 
SCOTLAND 


8.30-9.00pm Border 
Life 10.45 Representing 
Border 11.15-11.40pm 
Young Carers: a 
Hidden Crisis - Tonight 


BBCi WALES 


12.10-6.00am 
BBC News 


ITV1 WALES 


8.30-9.00pm Wales 
This Week: BPD and 
Me: examining what is 
being done to support 
people living with 
borderline personality 
disorder 10.45 Young 
Carers: a Hidden Crisis 
- Tonight 11.15-11.40 
Gino's Italy: Secrets 

of the South 


STV 


8.30-9.00pm 
Scotland Tonight 
10.45 Young Carers: a 
Hidden Crisis - Tonight 
11.10 The Real Crown: 
inside the House of 
Windsor 12.05am 
Ukraine's Stolen 
Children 1.00-1.55 All 
Elite Wrestling: Rampage 
3.15-4.15 Night Vision 


BBCi 
NORTHERN 
IRELAND 
10.40pm The View 
11.20 Question Time: 
topical debate from 
Bradford 12.20am 
Newscast 12.50-6.00 
BBC News 


BBC2 
NORTHERN 
IRELAND 


11.15pm Hunting the 
Catfish Crime Gang 
12.15-1.15am No 
Activity: double bill 


UTV 
8.30-9.00pm UTV 
Life 10.45 Secrets of 
the Comedy Circuit 
11.15-11.40 Young 
Carers: a Hidden Crisis 
— Tonight: Ronke 
Phillips investigates 


Channel 5 
listings are overleaf 


RT Choice #& Family @ Red button (R) Repeat (S) Subtitles (SL) Signing (AD) Audio description (HD) High def FILMS Bl Premiere (W) Widescreen (BW) Black/white EH Outstanding ***«* Very good *** Worth watching ** Could be worse * Poor 


SUNHL 


JaL AV 


UOISIAS 


99 


ISION THURSDAY 


Telev 


oe) Radiolimes Five Star Film Guide From Alien to Zulu, discover t 


RSDAY Freeview 


All Creatures Great and Small 
9.00pm Helen and James get to work 


5.35am Milkshake! See page 102 

9.15 Jeremy Vine (S) (HD) 

11.15 Storm Huntley (S) (HD) 

12.40pm Alexis Conran (S) (HD) 

1.40 5 News (S) (HD) 

1.45 Home and Away Felicity runs from her 

problems. Eden and Remi face up to reality. 

Show yesterday 6.30pm 5 Star (R) (S) (AD) (HD) 

2.15 Sugar Plum Christmas ** 
Romance starring Jamie Gray Hyder 
and Laura Rosguer. Two dancers stage 

a salsa-style version of The Nutcracker, much 

to the chagrin of their company's director. 

Director Eric Close (2021) (S) (W) (HD) 

4.00 Bargain-Loving Brits in the Sun 

Geoff invests in an ice cream van. (R) (S) (HD) 


5.00pm 5 News (Ss) (HD) 


6.00 Dogs Behaving (Very) Badly 
8/15 Series 4. Graeme Hall gets to grips 
with patterdale terrier Ted, a rescue dog 
whose distaste for people and cooking is 
a recipe for disaster. (R) (S) (HD) 

6.55 5 News Update (S) (HD) 


7.00 Cricket World Cup 

England v Sri Lanka, highlights of the 
group match from M Chinnaswamy 
Stadium in Bangalore. (S) (HD) 

7.55 5 News Update (S) (HD) 


8.00 The Dog Hospital with 
Graeme Hall 

Ep 4. The dog trainer meets a 
five-year-old dachshund who needs 
life-changing spinal surgery to give him 
the chance to get back on his feet. 


Directors Gyorgy Nanasi, Jack Brownbill 
and Darren Coates (S) (HD) 


Followed by 5 News Update (Ss) (HD) 


9.00 All Creatures Great and Small 

@ 4/6 Series 4. By the Book. James 
and Helen are keeping a secret. 

And after a visit to the Crabtree's Farm, 

Carmody is challenged with learning how 

to be a vet outside of his books. See p97. 


Siegfried Farnon Samuel West 
James Herriot Nicholas Ralph 
Mrs Audrey Hall Anna Madeley 
Helen Herriot Rachel Shenton 
Richard Carmody James Anthony-Rose 
Sid Crabtree Ryan Hawley 
Elsie Crabtree Chloe Harris 
Marie Crabtree Matilda Kent 


Writer Maxine Alderton; Director Andy Hay (S) (HD) 


10.00 The Good Ship Murder 

2/8. When the husband of a crime writer 
dies on board in circumstances eerily 
similar to events in her own book, Jack 
and Kate must unravel the murderer's 
identity. Continues tomorrow 9pm. 

Shown last Friday (S) (HD) 


11.05 Police: Night Shift 999 
1/12 Series 4. Two officers respond to a 
report of an alleged assault at a pub. 
Shown Monday 9pm (S) (HD) 


12.05am Police Interceptors (R) (S) (HD) 
1.00 Casino (S) (HD) 3.00 Inside the Mind of 
Agatha Christie (R) (S) (HD) 3.50 Why Do | 
Put on Weight? (R) (S) (HD) 4.40 Wildlife SOS 
(R) (S) (SL) 5.05 House Doctor (R) (S) (HD) 
5.30-5.35am Entertainment News (S) (HD) 


5 Freeview 5/HD 105 Freesat 105 Sky 105 Virgin 105 
Freeview 38 Freesat 128 Sky 205 Virgin 305 


BBC4 listings are overleaf 


RuPaul's Drag Race UK 9.00pm 
All dressed up for Rusical week 


7.00pm Top Gear 

Rowan Atkinson takes the wheel of the 
Reasonably Priced Car, Jeremy Clarkson 
compares the Jaguar XKR-S with the Nissan 
GT-R and the presenters build a train. (S) (HD) 
8.00 Jeremy Clarkson and James May 
drive to the seaside, and Richard 
Hammond meets a rally team made up of 
amputees. More tomorrow 7pm. (S) (AD) (HD) 
Followed by New. The Catch Up (Ss) (HD) 


9.00 New. RuPaul’s Drag Race UK 
5/10 Series 5. It's Rusical week and Cush 
Jumbo joins the fun as guest judge, as the 
dames put on an all-singing, all-dancing show. 


A box set of previous series is on iPlayer. 
Repeated tomorrow BBC1 (S) (HD) 


10.15 New. The After Shave with 
Danny Beard 

5/9. Danny reviews the performances in 
the Rusical and judges the queens’ efforts 
in the reading challenge. Plus a sit down 
with this week's eliminated queen. (S) (HD) 


10.30 New. Love, Victor 

3/10 Series 2. Victor faces an unexpected 
backlash from his basketball team. (S) (HD) 
10.55 New. 4/10. Victor and Benji hope 
to take their relationship to the next level. 
A box set is on iPlayer. (S) (HD) 


11.25 New. The Bold Type 
9/16 Series 4. Jane throws a bachelorette 
party. More tomorrow 12.30am. (S) (HD) 
12.05am RuPaul's Drag Race UK (S) (HD) 
1.20 The Big Proud Party Agency (S) (AD) (HD) 
1.50 My Insta Scammer Friend (S) (HD) 2.35= 
3.50am RuPaul's Drag Race UK (S) (SL) (HD) 

F'view 23/HD 107 (not Scot/Wales) F'sat 179/HD 107 
Sky 115 (117 Wales; 121 Scotland) Virgin 107 (157 Scotland/Wales) 

[6] 

5.00am CITV (HD) 9.00 One Tree Hill (S) (HD) 
10.00 Dawson's Creek: Pacey tries to patch 
things up (S) (HD) 11.00 Dress to Impress (S) (HD) 
12 noon Dinner Date (S) (AD) (HD) 1.00pm 
Alan Carr's Epic Game Show (S) (AD) (HD) 2.00 
Chuck (S) (HD) 3.05 One Tree Hill (S) (HD) 
4.00 Dawson's Creek (S) (HD) 5.00 Dinner 
Date: Nadia chooses three dates (S) (AD) (HD) 
6.00pm Celebrity Catchphrase Stephen 
Mulhern hosts the all-star game show, with 
Emily Atack, Brenda Edwards and Martin 
Kemp guessing well-known phrases for the 
chance to win £50,000 for charity. (S) (AD) (HD) 
7.00 Alan Carr's Epic Game Show The 
comedian hosts an updated version of Strike 
It Lucky, with three pairs trying to bank 
prizes and avoid the hotspots. (S) (AD) (HD) 
8.00 Bob's Burgers Series 4. The kids’ 
Halloween celebrations go awry. (S) (AD) (HD) 
8.30 Series 5. Tina begins a romance with 
a ghost living in the basement. (S) (AD) (HD) 
9.00 New. Big Brother A chance to catch up 
on what's been going on in the house. (S) (HD) 
10.00 New. Big Brother: Late and Live 
Hosts AJ Odudu and Will Best present from 
a studio just a stone's throw from the Big 
Brother house, featuring celebrity guests 
and a live studio audience. (S) (HD) 
11.05 Family Guy Series 17 Stewie sets out to 
recover his tricycle after Peter throws it out 
and finds it has blown into the ocean. (S) (AD) (HD) 
11.35 After a mishap at work, Peter decides 
to take his health more seriously. (S) (AD) (HD) 
12.05am American Dad!: double bill (S) (AD) (HD) 
1.00 Bob's Burgers (S) (AD) (HD) 2.00 Hey 
Tracey!: comedy quiz presented by Joel Dommett 
(S) (HD) 2.45=3.00am Unwind (S) (HD) 

Freeview 6 Freesat 113 Sky 118 Virgin 115 

Freeview 29 Freesat 114 Sky 218 Virgin 315 


LATS 
Vera 8.00pm DCI Stanhope pieces 
together a murder victim's final hours 


6.00am Classic Emmerdale (S) 7.05 Classic 
Coronation Street (S) (AD) 8.10 Bless This 
House (S) 9.15 Where the Heart Is: 2/9 
Series 10. Greater Love. Zoe encounters a 
factory worker who's hiding a secret Repeated 
12.10am; 10.25 3/9. Home Grown. Samantha 
Janus guest-stars Repeated 115am (S) (AD) 
11.30 Heartbeat: 18/24. Aidensfield is 
targeted by violent robbers; 12.35pm 19/24 
A domestic dispute gets out of hand (S) (AD) 
1.40pm Classic Emmerdale: double bill. Sam 
learns he could be looking at a six-month 
prison sentence, then Sam decides he needs 
to leave the country (S) 2.40 Classic 
Coronation Street: double bill. Fiz follows Les 
on his date with Cilla, then Tracy tells Peter 
the real identity of her child's father (S) (AD) 
3.50 Agatha Christie's Marple: The Mirror 
Crack‘d from Side to Side. A film fan is poisoned 
at a party held by a famous actress. (S) (AD) (HD) 


5.55pm Heartbeat 

20/24 Series 18. A latter-day Robin Hood 
is operating in the area and baffling police, 
while Blaketon and Ventress are divided 
over their latest case. (S) (AD) 

6.55 21/24. The investigation into the 
murder of a salesman throws up some 
surprising suspects and Miller is given a 
shock by a face from the past. (S) (AD) 


8.00 Vera 

3/4 Series 10. Dirty. The murder of a 
cleaner, whose death occurred several 
hours after the killer blow, puts DCI Vera 
Stanhope on an intriguing trail. (S) (AD) (HD) 


10.00 DI Ray 

4/4. Rachita makes a shocking discovery 
which has a huge impact on both her 
investigation and her personal life. 
Parminder Nagra stars. (S) (AD) (HD) 


11.05 Innocent 
4/4 Series 2. With Karen still in police 
custody, Bethany takes matters into her 
own hands - making a crucial discovery 
and forcing a confession. (S) (AD) (HD) 
12.10am Where the Heart Is: double bill 
Shown 9.15am/Shown 10.25am (S) (AD) 
2.20=2.30am Unwind (S) (HD) 
} Freeview 10 Freesat 115 Sky 119 Virgin 117 
F'view 59 (9pm-4am) F'sat 116 Sky 219 Virgin 317 


] 


6.00am The Protectors (S) (SL) (HD) 6.30 
Minder (S) (SL) (AD) 735 The Professionals (S) 
(SL) (AD) 8.40 Dempsey and Makepeace (S) 
(AD) 9.40 Magnum, PI (S) (AD) (HD) 10.40 
BattleBots (S) (HD) 11.40 The Saint (S) 
12.45pm Dempsey and Makepeace (S) (AD) 
1.55 Magnum, PI (S) (AD) (HD) 2.55 The 
Professionals (S) (AD) 4.00 EFL Highlights (Ss) 
(HD) 5.30 Football League Legends (S) (HD) 
5.45pm LIVE Darts Jacqui Oatley presents 
coverage of first-round matches on day one 
of the European Championship from the 
Westfalenhalle in Dortmund, Germany. (S) (HD) 
10.00 FILM Cobra ** Action thriller 
starring Sylvester Stallone. Marion “Cobra” 
Cobretti is the man whose uncompromising 
methods are called upon when all routine 
policing procedures have failed. So when a 
murderous cult starts wreaking havoc, the 
police know who to send for. (S) (W) (HD) 
11.50 Minder 6/13 Series 3. Arthur's niece is 
set to be married and he has agreed to 
supply the wedding limousine. (S) (AD) 
12.55am Heathrow: Britain's Busiest Airport: 
double bill (S) (AD) (HD) 1.55=3.00am Dempsey 
and Makepeace: police drama (S) (AD) 

ITV4 Freeview 26 Freesat 117 Sky 120 Virgin 118 

+1 Freesat 118 Sky 220 Virgin 318 


ALL PROGRAMMES ON THE ABOVE CHANNELS ARE REPEATS UNLESS OTHERWISE STATED 


best-rated films in RT's history 


Shakespeare and Hathaway: Private 
Investigators 9.00pm Lu and Frank 


7.10am All Creatures Great and Small Rptd 
4.20pm (S) 8.00 Doctors: double bill. Jo 
struggles to cope with her Nan's death, then 
Mac makes a shocking announcement (S) 
9.20 Classic Holby City: Sacha and Chrissie 
wait for the results of Daniel's tests (S) (HD) 
10.40 Casualty: Duffy has some good news 
11.50 The Bill: Ken's son makes a confession 
12.50pm Classic EastEnders: double bill. 
Dennis is set a challenge by Andy, then Kat 
realises the extent of Alfie's predicament 
2.10 Pie in the Sky: 3/10 Series 1. A customer 
comes under suspicion (S) 3.10 Bergerac: 8/10 
Series 3. Jim goes on a quest for information 
4.20 All Creatures Great and Small: 7/16 
Series 3. Be Prepared. James's plans are spoiled 
Shown 710am 5.30 The Upper Hand: 7/19 
Series 4. Charlie coaches a volleyball team 


6.05pm ‘Allo ‘Allo! 
24/26 Series 5. Wedding Bloss. Edith 
accepts Monsieur Alfonse's proposal. (S) 


6.40 Last of the Summer Wine 
Series 17, Desperate for a Duffield. Compo 
tries to find an old girlfriend. (S) (AD) 

7.20 The Suit That Turned Left 

The friends are duped by a man. (S) (AD) 


8.00 Shakespeare and Hathaway: 
Private Investigators 

7/10 Series 3. Best Beware My Sting. An 
energy tycoon hires Frank and Lu to keep 
an eye on his daughters. (S) (AD) (HD) 

9.00 8/10. All That Glisters. Frank and 
Lu investigate a mysterious car accident 
which killed a young mother. (S) (AD) (HD) 


10.00 New Tricks 

6/10 Series 11. Romans Ruined. When a 
personal trainer is killed, the team is led 
to a gang selling illegal steroids. (S) (AD) (HD) 


11.20 Dalziel & Pascoe 
3/4 Series 4. Time to Go. A clubber is found 
dead from a suspected overdose — but the 
autopsy reveals a disturbing truth. (S) (AD) 
1.20am Banished: 4/7. Reverend Johnson 
challenges Major Ross (S) (AD) (HD) 
2.30-4.00am Classic Holby City: Malick’s 
reputation hangs in the balance (SL) 
Freeview 20 Freesat 158 Sky 143 Virgin 116 
Freeview 60 Sky 243 Virgin 316 


7.00am The Real Housewives of Cheshire (S) 
(AD) (HD) 8.00 The Big Bake: Halloween (S) 
(HD) 9.00 LittleBe: children's programmes (HD) 
12 noon The Real Housewives of Beverly 
Hills (S) (HD) 1.05pm The Only Way Is Marbs 
(S) (HD) 2.05 The Big Bake (S) (HD) 3.05 New 
Million Dollar Listing: LA (S) (HD) 3.55 The 
Real Housewives of New Jersey (S) (HD) 4.50 
The Real Housewives of Salt Lake City (S) (HD) 
6.00pm Masters of Flip Kortney makes a 
case for transforming a second building, while 
partner Dave wants to scale down. (S) (HD) 
7.00 The Big Bake The contestants create 
some A+ cakes of a zombie high school. (S) (HD) 
8.00 New. The teams create dangerous doll 
cakes that toy with the judges. (S) (HD) 
9.00 New. Abbey Clancy: Celebrity 
Homes Abbey visits homes belonging to 
Lorna Luxe and Jo Wood. (S) (HD) 
10.00 New. Vanderpump Rules Lala 
celebrates her birthday with an epic party, 
and Raquel sets her sights on Oliver. (S) (HD) 
11.05 New. James plans a beach day that 
ultimately takes a turn for the worse. (S) (HD) 
12.10am The Only Way Is Essex: in Marbella (S) (HD) 
12.50-1.00am Unwind (S) (HD) 

e Freeview 28 Freesat 119 Sky 131 (132 Scotland) 
Virgin 119 +1 Virgin 319 


Little Trains and Big Names with Pete 
Waterman 9.00pm Pete and Eddie 


8.55am Kirstie’s Vintage Gems 9.15 
A Place in the Sun 10.05 A New Life in the 
Sun 11.05 Find It, Fix It, Flog It (AD) 
1.10pm Heir Hunters 3.10 Four in a Bed 
5.50 The Secret Life of the Zoo (AD) 
6.55pm The Dog House Australia 
Emily hopes that bringing a dog into the 
family home will provide a calming influence 
for her neurodiverse son Jacob. 
7.55 Grand Designs In an attempt to create 
a retreat for himself after being diagnosed 
with multiple sclerosis, Angelo Mastropietro 
takes inspiration from the Stone Age. (AD) 
9.00 Gai CHOICE New. Little Trains and 
Big Names with Pete Waterman 2/4. The 
music producer and keen railway modeller 
meets famous faces who share his passion for 
all things miniature, while also working on an 
exhibition build destined for Chester Cathedral. 
Eddie Izzard shows Pete two exhibition models 
that are steeped in her family history. See p97. 
10.00 Sky Coppers The team joins the 
search for a woman who has left a suicide 
note. Meanwhile, officers are shocked when 
they arrive at a house to discover a gang 
cruelly breeding “dangerous” dogs. (AD) 
11.05 24 Hours in A&E A woman is 
airlifted to St George's after being involved 
in a car crash with her husband, and a man 
is brought in after fracturing his ankle. (AD) 
12.10am Little Trains and Big Names with Pete 
Waterman 1.15 Sky Coppers (AD) 2.15 24 Hours in 
A&E (AD) 3.20=3.50am Food Unwrapped (AD) 
F'view 18 F'sat 124 Sky 136 (137 Scotland) 
Virgin 147 +1 Freesat 125 Sky 236 (237 Scot) Virgin 347 
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6.00am Hollyoaks Shown Mon/Tue 7pm (AD) 
7.00 Married at First Sight UK 8.00 Melissa 
& Joey (AD) 9.00 Brooklyn Nine-Nine (AD) 
10.00 The Big Bang Theory (AD) 11.00 The 
Goldbergs (AD) 12 noon The Big Bang Theory 
(AD) 2.00pm The Goldbergs (AD) 3.00 
Modern Family 4.00 Married at First Sight 
UK 5.00 The Big Bang Theory (AD) 
6.00pm The Big Bang Theory 3/24 Series 4 
Sheldon searches for an alternative to human 
companionship after a break-up with Amy. (AD) 
6.30 4/24. An embarrassing secret from 
Howard's past comes to light. (AD) 
7.00 Hollyoaks Dave receives news. (AD) 
7.30 Young Sheldon 14/21 Series 3. Georgie 
and Sheldon go mining for platinum. (AD) 
8.00 New. Modern Family 13/22 Series 7 
Cam and Mitch's new tenants act strangely. 
8.30 New. 14/22. A storm causes a power 
cut. Both episodes first shown on Sky Showcase 
9.00 New. Married at First Sight UK 
The group reunite for a dinner party. 
10.05 New. In Love and Toxic: Blue 
Therapy Shaun goes on a date with Rae. (AD) 
11.05 Gogglebox TV from May 2017. (AD) 
12.10am First Dates (SL) (AD) 1.15 Rick and Morty 
(AD) 1.50 New. My Adventures With Superman 
2.15 Married at First Sight UK 3.15 In Love and 
Toxic: Blue Therapy (AD) 4.10 Brooklyn Nine-Nine 
(AD) 5.00-6.00am Black-ish: double bill (AD) 
Freeview 13 Freesat 122 Sky 135 (136 Scot) Virgin 106 
Freeview 30 Freesat 123 Sky 235 (236 Scot) Virgin 306 
F'view 31 F’sat 181 Sky 138 (139 Scot) Virgin 287 


F 


6.00am Fantasy Homes by the Sea 7.00 Shopping 
8.00 Salvage Hunters 10.00 Yorkshire Auction 
House 11.00 Antiques Road Trip 12 noon Money 
for Nothing 1.00pm A Place in the Sun: Home or 
Away 2.00 My 600)lb Life 4.00 Animal Cops Houston 
(AD) 5.00 Helicopter ER 6.00 Yorkshire Auction 
House 7.00 Antiques Road Trip 9.00 Great British 
Sewing Bee 10.30 My Lottery Dream Home 11.00 
Ghost Adventures 12 midnight Destination Fear 
1.00am Ghost Adventures 2.00 Shopping 4.00 
as 4pm 5.00=6.00am Money for Nothing 


Freeview 17 Freesat 160 Sky 142 Virgin 128 
Freeview 231 Freesat 212 Sky 503 Virgin 601 


Over a century of cinema covered in 250 reviews from the Radiolimes film team 


Olive Kitteridge 9.00pm Olive and 
Henry are in for a nasty surprise 


6.00am Spielberg and Williams: the 
Adventure Continues 6.30 Cirque du Soleil: 
Nouvelle Experience 8.00 The Joy of 
Painting: double bill 9.00 Tales of the 
Unexpected (AD) 10.00 Alfred Hitchcock 
Presents 11.00 Discovering: Gary Oldman 
12 noon The Joy of Painting 1.00pm Tales 
of the Unexpected (AD) 2.00 The Art of 
Architecture 3.00 Laurie Lee: the Lost 
Interview (AD) 4.00 Discovering: Bruce Willis 
5.00 Tales of the Unexpected (AD) 
6.00pm Alfred Hitchcock Presents 
A teacher spots a student leaving a nightclub. 
6.30 A casino-goer tries to pressure a man 
into accepting a macabre bet. 
7.00 Portrait Artist of the Year Nine artists 
are challenged to create a portrait of either 
Rory Stewart, Ainsley Harriott or Rob Delaney. 
8.00 [ii CHOICE New series. The Art of 
Film with lan Nathan The writer and critic 
examines the many layers of film-making, 
beginning by exploring the style of Michael 
Powell and Emeric Pressburger. See p96. 
9.00 New. Olive Kitteridge 2/4. Olive and 
Henry have a chilling encounter, before she 
forms an unusual bond. First shown on Sky Atlantic 
10.10 The Eighties A look at the evolution 
of TV throughout the 1980s. (AD) 
11.10 The Directors Kathryn Bigelow. (AD) 
12.10am | Am Richard Pryor 2.00 The Fantastic 
Mr Murray 3.00 Cheltenham Literature Festival 
4.00 The South Bank Show 5.00-6.00am 
Bafta: Life in Pictures: Hugh Jackman 

is Freeview 36 Freesat 147 Sky 130 (131 Scotland) 
Virgin 140/HD 123 BT 350/HD 365 


9.00am The Great House Giveaway: in 
Newport 10.00 Come Dine with Me (AD) 
12.35pm A Place in the Sun 2.30 Help! We 
Bought a Village 3.30 Come Dine with Me (AD) 
6.00pm A Place in the Sun A couple seek 
a retirement home on Spain's Costa del Sol. 
7.00 Help! We Bought a Village In France, 
a couple discover fascinating animal 
skeletons in their ceiling. Shown 5pm C4 

8.00 999: on the Front Line A woman 
hits her head collapsing in a bus shelter, and 
a paramedic with a phobia of mannequins is 
watched over by two life-size dolls. 

9.00 The Great British Bake Off 5/10 
Series 14. The bakers face new challenges in 
Pastry Week as they make a savoury picnic 
pie and a French rough puff pastry before 
creating a showstopping decorative sweet 
pie. Alison Hammond and Noel Fielding host. 
See choice, p77. Shown Tuesday 8pm C4 (AD) 
10.20 FILM Dream Horse **** Drama 
based on a true story starring Toni Collette 
and Damian Lewis. Small-town Welsh bartender 
Jan Vokes sets out to breed a race horse by 
forming a racing syndicate of locals, helped by 
tax adviser Howard. Review page 53. (AD) (W) 
12.35am Taskmaster (AD) 1.40 Gogglebox 
3.45-4.45am 24 Hours in A&E (AD) 


F'view 49 F'sat 127 Sky 137 (138 Scot) Virgin 143 


6.00am How Do They Do It? 6.30 Shed and 
Buried 7.00 The Repair Shop 8.00 American 
Pickers 10.00 Chasing Classic Cars 11.00 Salvage 
Hunters: Classic Cars 12 noon How Do They Do It? 
1.00pm Money for Nothing 2.00 The Repair 
Shop 3.00 Shed and Buried 4.00 Salvage Hunters 
5.00 Salvage Hunters: the Restorers (AD) 6.00 
Wheeler Dealers 7.00 Outback Opal Hunters 
8.00 Salvage Hunters 9.00 Wheeler Dealers 
10.00 Chasing Classic Cars 11.00 How Do They 
Do It? 12 midnight Wheeler Dealers 1.00am 
Cops UK: Bodycam Squad 2.00 Chasing Classic 
Cars 3.00 Salvage Hunters: Classic Cars 
4.00-5.00am How It's Made 


Quest Freeview 12 Freesat 172/HD 167 Sky 144 Virgin 137 
Freeview 70 Freesat 168 Sky 244 Virgin 337 


Freeview 233 Freesat 202 Sky 501 Virgin 603 BT 313 


THURSDAY 26 OCTOBER 


Bangers and Cash: Restoring Classics 
8.00pm A Ford Mondeo is revamped 


6.10am Warbird Workshop 8.00 
Abandoned Engineering (AD) 10.00 
Auschwitz: the Nazis and the Final Solution 
11.00 The Buildings That Fought Hitler (AD) 
12 noon Great American Railroad Journeys 
1.00pm Antiques Roadshow 2.00 Bangers 
and Cash: two editions (AD) 4.00 The 
Buildings That Fought Hitler (AD) 5.00 
Auschwitz: the Nazis and the Final Solution 
6.00pm Great British Railway Journeys 
In Snowdonia, Michael Portillo braves the 
fastest zip line in the world at a slate quarry. 
6.30 Britain's industrial heartland. 
7.00 Antiques Roadshow Fiona Bruce hosts 
the show from Buckfast Abbey in Devon. 
8.00 New. Bangers and Cash: Restoring 
Classics Ep 3 Series 3. The team take on 
a modern day fast Ford to see if a “quick 
flip’ could make a few quid. (AD) 
9.00 Bangers and Cash A 1952 Jowett 
Javelin finds an unexpected home. 
10.00 Derek casts his eye over a Citroén 2CV, 
before admiring more than 270 motorbikes. (AD) 
11.00 Abandoned Engineering The monolithic 
structures that dominate Guernsey. (AD) 
12 midnight Great British Railway Journeys 
1.00=3.00am Warbird Workshop 

y Freeview 27 Freesat 159 Sky 155 Virgin 129 

Sky 255 Virgin 329 


@ — 


7.10am David Mitchell's Outsiders (AD) 8.00 
Border Force: America’s Gatekeepers (AD) 
9.00 The Force: behind the Line 10.00 
Inside the Factory 11.00 Rick Stein's Cornwall 
12 noon Storage Hunters UK 1.00pm Top 
Gear: three episodes (AD) 4.00 Pointless 
5.00 Rick Stein's Road to Mexico 
6.00pm Rick Stein's Cornwall Rick discovers 
how Cornwall was once at the heart of the 
British Empire's communication system. 
6.30 The chef creates his version of a Greek 
horta pie with foraged greens. 
7.00 Richard Osman's House of Games 
8.20 Would | Lie to You? With Alan Davies, 
Richard Osman, Germaine Greer and 
Jermaine Jenas. Hosted by Rob Brydon. 
9.00 QI XL Extended edition. With Jo 
Brand, Colin Lane and David Mitchell. 
10.00 Two Pints of Lager and a Packet of 
Crisps 1/11 Series 3. Gaz meets his brother. 
10.40 2/11. Gaz spices up his sex life. 
11.20 Gavin & Stacey 7/8 Series 2. Nessa 
goes into labour a month early. (AD) 
12 midnight 1/6 Series 3. Neil's christening 
offers a chance for everyone to reunite. (AD) 
12.40am Mock the Week 1.20 Would | Lie to You? 
2.00 British as Folk (AD) 2.50-4.00am Hypothetical 
F'view 19 F'sat 157 Sky i111 (112 Wales) Virgin HD 127 
Ju Freeview 57 Sky 211 (212 Wales) Virgin 327 
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7.00am Border Security USA (AD) 8.00 
Nothing to Declare: double bill (AD) 9.00 
Motorway Patrol 10.00 Highway Cops 
11.00 Highway Patrol 12 noon Motorway 
Patrol 1.00pm Border Patrol 2.00 Border 
Security USA (AD) 3.00 Nothing to Declare 
(AD) 4.00 Stargate Atlantis 5.00 Stargate 
SG-1 6.00 Star Trek: Enterprise 7.00 Star 
Trek: Voyager 8.00 New. NCIS: Los Angeles 
First shown on Sky Showcase 9.00 New. 

A Discovery of Witches: Matthew fights to 
control his cravings First shown on Sky 
Showcase (AD) 10.00 Killing Mum and 

Dad: a man who killed his parents (AD) 

11.00 New. Snapped First shown on Sky Crime 
12 midnight How | Caught the Killer (AD) 
1.00am Brit Cops: War on Crime 2.00 Road Wars 
3.00 Highway Patrol 4.00 Motorway Patrol: two 
back-to-back editions 5.00-6.00am Highway 
Cops: the work of New Zealand police officers (AD) 


« Freeview 11 Freesat 144 Sky 151 Virgin 135 


9.00am NCIS (AD) 10.55 Entertainment 
News 11.00 NCIS (AD) 12 noon Law & Order 
6.00pm NCIS Series 70. Triple bill. Harper 
Dearing is hunted following the attack on the 
NCIS headquarters 7.00 An NCIS armoury 
employee is found murdered 8.00 Ducky 
reopens a 12-year-old case while on medical 
leave (AD) 9.00 New. Blue Bloods Series 3 
Danny finds a disorientated man who is 
covered in blood First shown on Sky Atlantic 
10.00 Law & Order: Special Victims Unit 
Series 6. Double bill. A prostitute is murdered, 
then a 15-year-old girl is found dead 
12 midnight NCIS 1.55am Law & Order 
3.35-4.00am 999: Criminals Caught on Camera 
F'view 21 F'sat 129 Sky 141 Virgin 120 (162 Scot) 
Freesat 130 Sky 241 Virgin 320 


8.00am Bargain-Loving Brits in the Sun 
10.00 Casualty 24/7: Every Second Counts 
11.00 GPs: behind Closed Doors (AD) 
12 noon Traffic Cops: double bill 2.00pm 
Police Interceptors: triple bill 5.00 Car 
Pound Cops: Give Me My Car Back! 
6.00pm Home and Away Felicity runs from 
her problems. Shown 1.45pm C5 (AD) 
6.30 New. Irene interrogates Harper and her 
stowaway sister. Rptd tomorrow 1.45pm C5 (AD) 
7.00 GPs: behind Closed Doors Two 
octogenarians visit the surgery. (AD) 
8.00 Casualty 24/7: Every Second Counts 
An 87-year-old is rushed into hospital. (AD) 
9.00 New. Ambulance: Code Red A motorist 
is stuck in his car, unable to move his legs. 
10.00 999: Critical Condition A man is 
admitted after falling down a flight of stairs. 
11.00 Trauma Room One Inside Liverpool's 
Walton Centre for neurology and neurosurgery. 
12 midnight Trouble on the Terraces: Caught on 
Camera: CCTV to fight crime 1.00am Killer at the 
Crime Scene 2.00 GPs: behind Closed Doors (AD) 
2.50-3.00am Entertainment News 
5 Freeview 32 Freesat 131 Sky 128 (129 Scotland) 
Virgin 126 +1 Freesat 141 Sky 228 (229 Scot) Virgin 326 
EE 
9.00am Entertainment News 9.10 Winter 
Road Rescue 9.45 The Motorway 10.45 
Traffic Cops 11.50 FILM Hellfighters ** 
Adventure, starring John Wayne. Review p103 
2.15pm FILM Comanche Territory ** 
Western, starring Macdonald Carey 
4.00 The Motorway 5.00 Traffic Cops 
6.00pm Police Interceptors Ortis Deley 
follows officers as they embark on operations 
targeting crimes connected to narcotics. 
7.00 Gordo and Dan use their Tasers to 
help arrest a knife-wielding teenager. 
8.00 Rich Woodward is in pursuit of a 
souped-up hot hatch, and police dog Bonnie 
is used in a bid to track down two runaways. 
9.00 New. Trucking Hell A £300,000 
supercar has crashed in a Surrey wood and 
a14-ton road sweeper needs recovering. 
10.00 New. Extreme Tow Truckers 
Clayton's towing is under pressure to salvage 
a washed up yacht without it falling apart 
on a pristine Queensland beach. 
11.00 Wrestling Superstars of WWE. 
12 midnight Police: Suspect No 11.00am Fights, 
Camera, Action! 2.00=3.00am Trucking Heavy 
Freeview 33 Freesat 132 Sky 150 Virgin 130 
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9.00am Cash in the Attic (AD) 11.00 The 
Yorkshire Vet 1.00pm World's Most Scenic 
Railway Journeys: Brisbane to Cairns 2.00 
The Yorkshire Vet 4.00 The Highland Vet 
5.00 Ben Fogle: New Lives in the Wild 
6.00pm Scotland's Most Scenic Railway 
Journeys A trip from Inverness to Edinburgh. 
7.00 Secrets of the Royal Gardens The 
grounds of the UK's most renowned palaces. 
8.00 Buckingham Palace with Alexander 
Armstrong A look at how Queen Victoria 
fled the palace after Prince Albert died. 
9.00 The final days of Queen Victoria's reign. 
10.00 Forged in Fire Armed Forces 
Tournament A naval Mark 3 dive knife. 
11.00 Viking Seas: Drain the Oceans 
12.05am Forged in Fire: double bill 2.00= 
3.00am The Railways That Built Britain with Chris 
Tarrant: the impact of the Beeching report 


F'view (HD only) 46 F'sat 133 Sky 153 Virgin 138 
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Property Brothers: Forever 
Homes 6.00pm Planning 


6.10am New. Changing Rooms 
Australia 700 My Dream Home 8.00 
Tipping Point 10.00 DIY SOS: the 
Big Build 11.00 DIY SOS: Million Pound 
Build for Children in Need 12 noon 
Rochelle Humes: Interior Designer 
in the Making (AD) 1.00pm Tipping 
Point 4.00 My Dream Home 


6.00pm Property Brothers: 
Forever Homes Jonathan and 
Drew transform a vintage house. 


7.00 DIY SOS: the Big Build 
Renovating the home of a 12-year- 
old stroke and cancer sufferer. 


8.00 Nurses on the Ward 
Mahbuba treats a two-year-old 
with a high temperature. (AD) 


9.00 Alex Jones: Making Babies 
Alex assists in complex cases. (AD) 


10.00 999 Rescue Squad 
A shooting outside a mosque. 


11.00 Louis Theroux: Life on the 
Edge A focus on families. (AD) 


12.10am One Born Every Minute 
1.10 Plate of Origin 2.35-3.00am 
Inside the Ambulance 


F'view 25 F’sat 156 Sky 132 (133 Scotland) 
Virgin 125 +1 Sky 232 (233 Scotland) Virgin 325 


7.00am The Restoration Man (AD) 
8.00 The Great Interior Design 
Challenge 9.00 A Place in the Sun 
10.00 Escape to the Country 11.00 
Fantasy Homes by the Sea 12 noon 
The Restoration Man (AD) 1.00pm 
New. Bargain Mansions 2.00 Flip 
or Flop Nashville 3.00 The Great 
Interior Design Challenge 4.00 
Escape to the Country 5.00 The 
Restoration Man (AD) 6.00 A Place 
in the Sun 7.00 Fantasy Homes 
by the Sea 8.00 Escape to the 
Country 9.00 New. Christina on 
the Coast 10.00 Fixer to Fabulous: 
Welcome Inn 11.00 Bargain 
Mansions: a house that's falling apart 
12 midnight Fantasy Homes by the Sea 
1.00am The Restoration Man (AD) 
2.00 The Great Interior Design Challenge 
3.00-4.00am My Lottery Dream Home 
F'view 44 F'sat 166 Sky 158 Virgin 191 
Sky 258 Virgin 391 


Available in London area only. Other regional 
stations are available on Freeview 7 or 8 


6.00am Europe's Wilderness 7.00 
Department S 8.00 Grand Tours of the 
Scottish Islands 9.00 Kate Humble: off 
the Beaten Track 9.45 London Districts 
10.00 Shine On Harvey Moon 11.00 
Gary Rhodes at the Table 11.45 London 
Districts 12 noon The World's Most 
Incredible Hotels 1.00pm FILM Black 
Jack **%* 3.15 FILM School for 
Randle ** (BW) 5.00 Gary Rhodes at 
the Table 5.45 London Districts 6.00 
News 7.00 Raiders of the Lost Art 
8.00 World War II: the Price of Empire 
9.00 Muck and Brass 10.00 Murder 
Maps 11.00 FILM Killing Dad * 
12.55am FILM Amerika Square 
kk 2.45 Kate Humble: Off the 
Beaten Track 3.30 News Rewind 
5.00-6.00am Talking Points 


F'view 8 Sky 117 Virgin HD 159 


FREEVIEW channels 
continued from overleaf 


Chronicles of Nadiya 9.00pm 
Cooking around Bangladesh 


6.00am Trisha’s Southern Kitchen 
7.00 The Pioneer Woman 8.00 
Barefoot Contessa: back to Basics 
9.00 New. The Kitchen 10.00 
James Martin's American Adventure 
11.00 New. Halloween Baking 
Championship 12 noon The Great 
British Bake Off 2.00pm James 
Martin's French Adventure (AD) 
3.00 Nadiya’s Family Favourites (AD) 
4.00 Barefoot Contessa: back to 
Basics 5.00 The Pioneer Woman 
6.00 James Martin's French 
Adventure: a visit to Jura, famed 
for its apple and pear orchards (AD) 
7.00 The Great British Bake Off: 
the contestants reinvent classic 
puddings in Derbyshire 8.00 River 
Cottage Veg: Hugh's commitment is 
challenged on a fishing trip 9.00 
Chronicles Of Nadiya: the food and 
people of Bangladesh 10.30 
Nadiya's Family Favourites: dishes 
for days out (AD) 11.30 Diners, 
Drive-Ins and Dives: Guy Fieri heads 
to Denver and Massachusetts 
12 midnight New. Outrageous 
Pumpkins 1.00am Restaurant: 
Impossible 2.00=3.00am Halloween 
Baking Championship 

F'view 43 F'sat 148 Sky 140 
(141 Scot) Virgin 190 +1 F'sat 149 Sky 240 (241 Scot) 


8.00am Diagnosis Murder 9.00 
Sue Thomas: F.B.Eye 11.00 Castle 
1.00pm Sue Thomas: F.B.Eye 3.00 
Diagnosis Murder 5.00 Murder, 
She Wrote 7.00 M*A*S*H 9.00 
Randall and Hopkirk (Deceased): 
a phoney medium is rumbled 
10.00 The Persuaders!: Danny has 
to impersonate Brett 11.00 Return 
of the Saint: a penniless woman is 
haunted by killers seeking gold 
12 midnight M*A*S*H 2.00am Randall 
and Hopkirk (Deceased) 3.00 The 
Persuaders! 3.50 Movie News 4.00 
Castle 4.50-5.00am Movie News 
Freeview 50 (limited) Freesat 142 
Sky 157 Virgin 170 +1 Freesat 143 Sky 257 
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9.00am Medical Detectives 11.00 
Murder She Solved 1.00pm Written 
in Blood: double bill. Peter Robinson 
invites Simon to Yorkshire, where 
he reveals the untold story of a 
stabbing victim, then Karin Slaughter 
introduces Simon to the case of 
“Casanova Killer” Paul John Knowles 
3.00 Medical Detectives 5.00 
Murder She Solved 7.00 Judge Judy 
1.00am Murder She Solved 2.55 
Written in Blood 4.45-6.00am 
Medical Detectives 

Freeview 68 Freesat 134 
Sky 147 Virgin 172 


7.00am Women and Equalities 
Questions 7.30 Prime Minister's 
Questions 8.05 House of Commons 
9.30 Live Transport Questions: with 
Transport Secretary Mark Harper 10.30 
Live Business Questions 11.15 Live House 
of Commons 5.30pm Scottish First 
Minister's Questions 6.15 Lords Questions 
6.55 House of Lords 2.15am Transport 
Questions 3.15 Business Questions 
4.00-6.00am House of Commons 


Freeview 232 Freesat 201 


| Sky 504 Virgin 605 


In Search of Monsters 
9.40pm Mohamedou Slahi 


8.00am Beautiful Serengeti 8.30 
Rommel: the Soldier, the Son and 
Hitler 9.40 Britain on Film with 
Tony Robinson 10.50 The Irish Civil 
War 11.55 In Search of Monsters 
1.00pm Beautiful Serengeti 1.30 
Rommel: the Soldier, the Son and 
Hitler 2.45 Britain on Film with 
Tony Robinson 3.55 The Irish Civil 
War 5.00 In Search of Monsters 


6.10pm Rommel: the Soldier, 
the Son and Hitler A rare insight 
into the military career and 
personal life of Erwin Rommel. 


7.20 Britain on Film with Tony 
Robinson Ep 3. Footage of a 
changing nation in the 1950s. 


8.30 The Irish Civil War 2/3 
The origins of the 1922-23 civil war. 


9.40 In Search of Monsters 
A former suspected terrorist 
seeks the people who tortured 
him at Guantanamo Bay. 


10.50 Britain on Film with 

Tony Robinson As 7.20pm. 

12 midnight The Irish Civil War 

1.15-2.00am Beautiful Serengeti 
F'view 84 (Ipm-12 midnight only) 

Freesat 155 Sky 174 Virgin 187 


6.00am Hardcore Pawn 7.20 
Mega Disasters 8.15 Ancient 
Aliens: the Ultimate Evidence 
10.10 World's Greatest Treasure 
Mysteries 11.10 Britain's Most 
Historic Towns 12.10pm Storage 
Wars 1.05 Pawn Stars 2.05 
Hardcore Pawn 4.00 Ancient 
Aliens: the Ultimate Evidence 6.00 
Mega Disasters 7.00 Storage Wars 
8.00 New. Ghost Hunters: the 
Galena Marine Hospital in Galena, 
Illinois 9.00 New. Paranormal 
Survivor: ghostly encounters 
10.00 Haunted Hospitals 11.00 
Paranormal: Caught on Camera 
12 midnight Paranormal Cops 
12.30am Paranormal Survivor 1.30 
The Proof is Out There 2.00 World's 
Greatest Treasure Mysteries 3.00 
Dickinson's Real Deal 3.45 Storage 
Wars 4.10 Forged with Steele 
5.00-6.00am Pawn Stars 


F'view 64 F'sat 162 Sky 164 Virgin 174 


7.00am The Chase 10.00 
Catchphrase (AD) 11.00 Supermarket 
Sweep 12 noon Wheel of Fortune 
1.00pm Pointless Celebrities: with 
Clemency Burton-Hill and Graeme 
Garden, Dan Snow and Susie 

Dent, Robert Peston and Steph 
McGovern, and Michael Mosley and 
Germaine Greer (AD) 2.00 Who 
Wants to Be a Millionaire? 3.00 
Blockbusters 4.00 Bullseye 
6.00pm Who Wants to Be a 
Millionaire? 7.00 Weakest Link: 
Anne Robinson oversees the 
back-stabbing general knowledge 
quiz 8.00 The Chase: double bill of 
the quiz show hosted by Bradley 
Walsh 10.00 Who Wants to Be a 
Millionaire?: Chris Tarrant hosts the 
big-prize quiz 11.00 Bullseye 

12 midnight Weakest Link 1.00am 
The Chase 4.00 Who Wants to Be a 
Millionaire? 5.00-6.00am Bullseye (AD) 
c Freeview 48 Freesat 146 

Sky 145 Virgin 139 


CHILDREN'S 


5.35am Peppa Pig 5.45 Paw Patrol 
6.00 Sunny Bunnies 6.05 Daisy & 
Ollie 6.10 Milkshake! Monkey 6.15 
Peppa Pig 6.25 New. Oggy Oggy 
6.35 Odo 6.45 New. Tweedy & Fluff 
6.50 New. Fireman Sam 7.00 
Thomas & Friends 7.10 Peppa Pig 7.20 
Paw Patrol 7.35 Pip and Posy 7.50 
Paddington 8.05 Chip and Potato 
8.20 Milo 8.30 Paw Patrol 8.45 Ben 
and Holly's Little Kingdom 8.55 Peppa 
Pig 9.00 New. Milkshake! Monkey Rhymes 
9.10-9.15am New. Milkshake! Story Den 


Full listings for Channel 5 are on p100 


6.00am Colourblocks 6.05 Vegesaurs 
6.10 Bing 6.20 Teletubbies 6.35 Tee 
and Mo 6.40 Chuggington 6.50 Bing 
7.00 Colourblocks 7.05 Hey Duggee 
7.20 Bluey 7.40 Go Jetters 7.50 
Peter Rabbit 8.05 New. Octonauts 
8.15 Numberblocks 8.20 Alphablocks 
8.25 Steve and Aneeshwar Go Wild 
8.30 My Petsaurus 8.35 Justin's House 
9.00 Bing 9.10 Yakka Dee! 9.15 Love 
Monster; Dipdap 9.25 Colourblocks 
9.30 Twirlywoos 9.45 Something 
Special; My Petsaurus 10.05 Teletubbies 
10.20 The Toddler Club 10.35 New. Tiny 
Wonders 10.40 Hey Duggee 10.45 
Vegesaurs 10.50 Gecko's Garage 
10.55 Bluey 11.05 Supertato 11.10 
Let's Go for a Walk 11.25 Nick Cope’s 
Popcast 11.35 Down on the Farm 11.45 
Our Family 12 noon Big Cook Little 
Cook 12.20pm Waffle the Wonder Dog 
12.30 Get Well Soon 12.40 Andy's 
Safari Adventures 1.00 Yakka Dee! 
1.05 Numberblocks 1.10 Alphablocks 
1.15 Hey Duggee 1.25 Love Monster 
1.40 Colourblocks 1.45 Something 
Special 2.05 Teletubbies 2.20 Dipdap 
2.25 Supertato 2.30 Go Jetters 2.45 
Time for School 2.55 Small Potatoes 
3.00 Andy's Dinosaur Adventures 3.15, 
Swashbuckle 3.35 Hey Duggee 3.45 
Peter Rabbit 3.55 New. Fred & Pete's 
Treasure Tales 4.10 Small Potatoes 
4.15 New. The Game Catchers 4.25 
Bluey 4.40 New. Supertato 4.45 Go 
Jetters 5.00 GiggleQuiz 5.15 Waffle 
the Wonder Dog 5.25 Sarah & Duck 
5.35 JoJo & Gran Gran 5.45 Moon 
and Me 6.10 Clangers 6.20 In the 
Night Garden... 6.50-7.00pm 
CBeebies Bedtime Stories 


F'view 202 F'sat 608 Sky 608 Virgin 702 


7.00am Shaun the Sheep 7.10 Danger 
Mouse 7.20 Dennis & Gnasher 7.35 
Boy Girl Dog Cat Mouse Cheese 7.45 
New. Newsround 7.55 Grizzy and the 
Lemmings 8.10 Odd Squad 8.25 Monster 
Loving Maniacs 8.35 Hey You What If? 
8.40 Operation Ouch! 9.15 Deadly 60 
9.45 FILM 100% Wolf &*«* (W) 
Review: see opposite page 11.15 Danger 
Mouse 11.35 Grizzy and the Lemmings 
12 noon Boy Girl Dog Cat Mouse Cheese 
12.25pm Dennis & Gnasher 12.45 The 
Worst Witch 1.15 The Demon Headmaster 
1.45 Silverpoint 2.05 4 o'Clock Club 
2.35 Deadly Mission Shark 3.05 Diddy 
Bits 3.10 The Deep 3.30 Danger Mouse 
3.40 Ninja Express 3.55 Taffy 4.05 
Grizzy and the Lemmings 4.20 Boy Girl 
Dog Cat Mouse Cheese 4.30 Monster 
Loving Maniacs 4.45 Odd Squad 5.00 
OOglies Funsize 5.05 Total Dramarama 
5.15 Summer Camp Island 5.30 New. 
The Football Academy 6.00 New. 
Jamie Johnson FC 6.30 New. Spooky 
Files 6.50=7.00pm Lifebabble 


F'view 201 F'sat 607 Sky 607 Virgin 701 


Streamed on ITVX Kids, plus on ITV2 
5am-9.00 and on ITVBe Yam to 12 noon 


ITv2 

5.00am Captain Underpants 5.45 
Craig of the Creek 6.10 Teen Titans Go! 
6.40 Scooby-Doo! Knight Time Terror 
7.05 Jurassic World Camp Cretaceous 
7.30-9.00am Scooby-Doo! Stage Fright 


ITVBe 

9.00am Wildwoods 9.15 New. Minibods 
9.20 Lily's Driftwood Bay 9.30 The 
Hive 9.45 Percy's Tiger Tales 10.00 
Oddbods 10.10 Happy the Hoglet 10.20 
The Sound Collector 10.25 Sooty 
10.40 Pingu in the City 10.50 Bob the 
Builder 11.20 Postman Pat 11.35 
Mumfie 11.45=12 noon Pip Ahoy! 


11.00am Animal Farm **** 
This polished political satire is an 
all-too-rare attempt to make an 
intelligent animation for adults. 
Maurice Denham, Gordon Heath (1954, U) (S) 
12.35pm All the King’s Men 
*k*k*k* Blistering political drama 
that won the best picture Oscar, 
with the best actor award going to 
gruff Broderick Crawford. (1949, U) (S) 
2.50 Comanche Station **** 
Bleak and underrated western with 
craggy Randolph Scott rescuing a 
rancher's wife. Nancy Gates (1960, PG) (S) 
4.25 The Green Man kx*x* 
Hitman Alastair Sim is hindered by 
the attentions of a vacuum cleaner 
salesman in this deliciously dark 
comedy. George Cole (1956, PG) (S) (AD) 


6.05pm The Remains of the 
Day Impeccable period 
drama about an emotionally 
repressed butler. Film of the 
Day, right. Anthony Hopkins (1993, U) (S) 


9.00 Wild Card ** Jason 
Statham plays a Vegas minder 
with a mysterious past in this 
loose-knit neon-noir. (2014, 15) (S) 


10.50 Bl Censor *** Muddled 
British horror set in the 1980s, in 
which a film censor is haunted by 
the movies she watches for work. 
Review, right. Niamh Algar (2021, 15) (S) 


12.35-4.00am Gangs of New 
York *** Martin Scorsese's 
brutal and riveting period crime 
drama about gang warfare in the 
1860s. Leonardo DiCaprio (2002, 18) (S) 


Freeview 14 Freesat 300 
Sky 313 Virgin 428 
F'view 47 F'sat 301 Sky 314 Virgin 430 


6.00am The Larkins TV sitcom. (S) 
6.30 Sky Liner ** Short but 
passable Cold War spy thriller. Richard 
Travis (1949) (S) 7440 The Black Rider 
%*& Amiable low-budget crime 
caper. Jimmy Hanley (1954, U) (S) 9.00 Black 
Saddle TV western. 9.35 Little 
Red Monkey **>* Stylish British 
B-thriller in which a defecting Soviet 
scientist is escorted over to America. 
Richard Conte (1955, PG) (S) 11.05 Svengali 
%** Flawed but watchable drama. 
Hildegarde Neff (1954, PG) (S) 12.45pm Two 
Way Stretch *%&%&% Hilarious 
prison comedy with an ingenious 
heist plot and a wonderful cast of 
British character actors. Peter Sellers 
(1960, U) (S) 2.30 Crown Court TV 
drama. (S) 3.10 The Gang’s All Here 
%#k& Insurance investigator Jack 
Buchanan takes on an American 
gangster in this enjoyable crime 
comedy. Review, right. (1939, PG) (S) 
4.50 King of the Khyber Rifles 
%** Tepid Boys’ Own adventure. (1953, U) 
6.50pm Crash Dive ** 
Watchable wartime propaganda 
piece. Review, right. (1943, W) (S) 

9.00 Rumpole of the Bailey 
British TV courtroom drama. 
10.05 Nobody Runs Forever 

%** An Australian cop is sent to 
London to arrest a diplomat 
accused of murder. Rod Taylor (1968, PG) (S) 
12.05am Music Box **** 
Lawyer Jessica Lange defends her 
Hungarian father from charges of 
Nazi war crimes in this riveting 
courtroom drama. (1989, 15) (S) 

2.35 Port of Escape *** 
Well-handled, offbeat drama about 
an accidental killer. Googie Withers, John 
McCallum (1956, PG) (S) 4.10-6.00am 
Great Day in the Morning *** 
Robert Stack gives a formidable 
performance in this highly literate 
western. Virginia Mayo, Ruth Roman (1956) 


ng Pictures TV Freeview 82 
Freesat 306 Sky 328 Virgin 445 


ALL PROGRAMMES ON THE ABOVE CHANNELS ARE REPEATS UNLESS OTHERWISE STATED 


U - suitable for all; PG Parental Guidance - for general viewing, but some scenes may be unsuitable for young or sensitive children; 12,15, 18 - for viewers of these ages and over. 


je88 Sky Prem 


9.00am Perfect Murderer, Perfect 
Husband *>* Slightly ludicrous 
thriller. Laurie Fortier (2019) 11.00 Final 
Recourse ** Mostly engaging 
thriller. (2013) 1.00pm A Midnight Kiss 
%*& Identikit romantic yarn. (2018) 
2.50 Harvest Love ** A surgeon 
returns to her family's orchard, and 
grows close to the handsome farm 
manager. Jen Lilley, Ryan Paevey (2017) 4.40 
Big Fish ** A man is caught up 

by his dying father's tall tales in this 
blend of fantasy and reality. (2003, PG) 
7.05pm The Covenant * Brash 
and empty horror. Steven Strait (2006, 12) 
9.00 The Transporter 2 k** 
Jason Statham returns as slick 
driver Frank Martin in this frenetic 
action sequel. Review, right. (2005, 15) 
10.55 Into the Ashes ** Bloody 
revenge drama starring Luke 
Grimes as a reformed criminal. (2019, 15) 
12.50am Manhattan Night ** 
Hardboiled noir-like mystery. 

Adrien Brody (2016, 15) 3.20 Wild West 
Chronicles 4.00-5.40am Deadly 
Hack ** A blogger's new man is 
too clingy. Drew Seeley, Rosalie McIntire (2018) 


ies Freeview 34 Freesat 302 
Sky 321 Virgin 425 
Freeview 61 (/imited 10pm-5am) Sky 322 


8.10am Wild West Chronicles 9.10 
Gun Fury *** Moody western 
with Rock Hudson as a rancher 

who chases down the gang that's 
abducted his fiancée. (1953, Ul) 10.55 
Wings at War 2: Target Germany 

12 noon Wild West Chronicles 
1.00pm The Professionals **** 
Exciting western in which mercenaries 
rescue the wife of a wealthy rancher. 
Review, right. Lee Marvin (1966, PG) 

3.15 The Warrant ** Engaging 
western. (2020) 5.05 Sahara **% 
Solid adventure in which an army 
sergeant leads a bunch of no-hopers 
across the desert. Humphrey Bogart (1943, PG) 
7.10pm Fall of Hyperion ** 

A meteor storm threatens LA in 
this mediocre disaster thriller. (2008) 
9.00 Resident Evil: Retribution 
** Underpowered fifth film in the 
zombie-slaying franchise. (2012, 15) 
10.55 Alone We Fight ** 
Low-key Second World War drama. 
Aidan Bristow, Matthew James McCarthy (2018, 15) 
1.00am Double Team ** Action 
adventure. Jean-Claude Van Damme (1997, 18) 
3.00-5.00am Battle Honours 


Freeview 42 (limited) 
F'sat 305 Sky 323 Virgin 426 +1 Sky 324 


8.00am The National Tree ** 
Sentimental drama. Andrew McCarthy 
(2009) 10.00 Christmas Mail ** 
Sweet romcom. Ashley Scott (2010, U) 
12 noon Trading Christmas ** 
Corny but sweet romantic comedy. 
Tom Cavanagh (201!) 2.00pm Christmas 
Hero ** Overwrought romantic 
drama. Anna Hutchison (2016) 
4.00 Christmas Next Door ** 
Surprisingly charming romance. (2017) 
6.00pm Looks Like Christmas 
** A Christmas planner has her 
way of doing things challenged in 
this sweet romantic tale. (2016) 
8.00 Christmas Coincidence ** 
Cheaply made romantic drama in 
which an engaged woman falls 
for an innkeeper. Kimberly Sustad (2018) 
10.00 Beaus of Holly ** 
Superficial festive fluff. (2020) 
12 midnight Married by Christmas 
%*& Frantic TV movie. (2016) 2.00am 
Highway to Heaven 3.00-5.00am 
I'll Be Next Door for Christmas 
%*& Light comedy. Nicole Sullivan (2018, PG) 
V Freeview 52 

Freesat 303 Sky 319 Virgin 424 

F'view 63 (limited 10pm-Sam) F'sat 304 Sky 320 


6.00am Shrapnel ** No nonsense 
action thriller with Jason Patric as an 
ex-Marine. (2023, 15) 7.35 Sick *** 
An idyllic lake-house retreat from 
the pandemic turns deadly in this 
slick slasher thriller. Gideon Adlon (2022) 
9.15 As 3.45pm 11.00 As 5.40pm 
1.05pm As 9.45pm 3.45 Puss in 
Boots: the Last Wish k*k** 

The feline sets out on a quest in 

this riotously fun animated sequel. 
Antonio Banderas, Salma Hayek Pinault (2022, PG) 
5.40pm Champions *** Good- 
natured comedy drama about 

a basketball team with learning 
difficulties. Woody Harrelson (2023, 12) 

8.00 The Pope's Exorcist ** 
Daft possession horror movie 
starring Russell Crowe. (2023, 15) 

9.45 The Fabelmans 
Lively and melancholic late-career 
masterpiece from Steven Spielberg. 
Michelle Williams, Paul Dano, Gabriel LaBelle (2022, 12) 
12.25am Pearl ***x* Vibrant 
horror prequel to X, in which a 
wannabe dancer falls for a cinema 
projectionist. Review p43. Mia Goth 
(2022, 15) 2.10 As 6am 3.50 Sick As 
7.35am 5.30 Sky Cinema Preview 


Sky Premiere Sky 301 Virgin 401 
BT 501/HD 515 #1 Sky 312 
q 


1 


8.00am Walker, Texas Ranger 9.00 
The Six Million Dollar Man 10.00 
Star Trek: Deep Space Nine 11.00 
The Count of Monte Cristo **x* 
Lavish adaptation of the classic 
Alexandre Dumas tale. Review p93. 
Richard Chamberlain (1974, U) 1.00pm 
Brothers of the Frontier ** 
Clichéd pioneer adventure. Joey 
Lawrence (1996) 3.00 Meteorites! * 
Disaster thriller. (1998, P¢) 5.00 Star Trek 
6.00pm Star Trek: Deep Space 
Nine TV sci-fi adventure. 
7.00 The Six Million Dollar Man 
TV sci-fi with Lee Majors. 
8.00 Walker, Texas Ranger 
TV action drama with Chuck Norris. 
9.00 Vehicle 19 **«* Paul Walker 
is in the driving seat for a novel man- 
on-the-run thriller shot entirely 
from inside a rental car. (2013, 12) 
10.45 Prince of Darkness ** 
Mechanical satanic horror from 
John Carpenter. Donald Pleasence (1987, 15) 
12.45am Let Us Prey ** 
Half-baked supernatural horror. 
Liam Cunningham (2014, 18) 2.35=4.20am 
Curse of the Crimson Altar ** 
Lacklustre horror. Boris Karloff (1968, 15) 
F'view 41 F'sat 137 Sky 148 Virgin 149 


8.00am Meteor Moon * Plodding 
sci-fi mockbuster in which a chunk 
of the Moon hurtles towards Earth. 
Dominique Swain (2020) 10.00 Farscape 
11.00 Nostradamus ** A cop's 
homicide investigation leads to the 
discovery of an evil time-travelling 
cult in this barmy sci-fi action thriller. 
Rob Estes (2000) 1.00pm The Philadelphia 
Experiment ** Scientists revive a 
secret wartime project that made a 
warship disappear in this enjoyable 
sci-fi action yarn. Nicholas Lea (2012, 12) 
3.00 Farscape 4.00 Star Trek 
5.00 Independents’ Day * Earth 
is under attack in this poorly acted 
sci-fi mockbuster. Fay Gauthier (2016, 12) 
7.00pm Farscape TV sci-fi. 

8.00 Star Trek TV sci-fi drama. 
9.00 Cabin Fever * Remake of Eli 
Roth's 2002 horror, in which college 
students in a cabin are plagued by 
a flesh-eating virus. Gage Golightly (2016, 15) 
11.00 Shut In ** Daft and 
contrived psychodrama starring 
Naomi Watts as a widow living in 
isolation with her stepson. (2016, 15) 
1.00-3.00am Cabin Fever As 9pm 


F'view 69 F’sat 138 Sky 317 
F'sat 139 Sky 318 Virgin 371 


Virgin 171 


THURSDAY 26 OCTOBER 
REVIEWS 


The Remains of the Day 
6.05-9.00pm Film4 


DRAMA Based on the novel by Kazuo Ishiguro, 
this Merchant-lvory classic represents a pinnacle of 1990s 
British film-making. It's a story of real events intruding on 
fictional lives, beginning in the postwar period and flashing 
backwards. Stevens (Anthony Hopkins) is from a line of 
butlers at Darlington Hall, the less grave Miss Kenton (Emma 
Thompson) is the housekeeper, and their relationship is the 
thread of the story. A subplot about Nazi appeasement adds 
historical heft, but it's the interplay between the two principals 
that we come to care about. ANDREW COLLINS (UK/US 1993, HD) 


© 100% Wolf kx 


FSA 9.45-1115am cese 


COMEDY This lively Aussie 
animation sees young 
lycanthrope Freddy Lupin 
(voiced by lIlai Swindells) join 
accrime-fighting werewolf 
troupe. But when he turns 14, 
he transforms into a poodle 
and is laughed out of the pack. 
Freddy's quest to find a magic 
ring capable of restoring his 
reputation drives the plot, 
with Rhys Darby and Jai 
Courtney among the film's 
vocal talent. AC (Aus 2020, HD) 


Hellfighters * * 
11.50am-2.15pm 5 Action Td 


ADVENTURE John Wayne 
douses oilfield fires here 
while also trying to dampen 
the passion his daughter 
(Katharine Ross) feels for his 
young partner (Jim Hutton). 
Although based on the 
exploits of firefighter Red 
Adair, this film hardly sets 
the world alight with its 
perfunctory action and 
tacked-on romance. ADRIAN 
TURNER (US 1969, violence, HD) 


The Professionals * * ** 
1.00-3.15pm Great Action 


WESTERN Evocatively shot in 
canyon country and bursting 
with violence, this is one of 
the last classic westerns 
made during the genre's 
heyday. Burt Lancaster, 

Lee Marvin, Robert Ryan 


and Woody Strode are the 
magnificent four hired to 
rescue Claudia Cardinale 
from the clutches of bandit 
Jack Palance. AT 

(US 1966, may be edited for content) 


The Gang’s All Here 
KK 3.10-4.40pm 
Talking Pictures TV PG| 


COMEDY This sequel to 
Smash and Grab (1937) sees 
Jack Buchanan resume the 
role of insurance investigator 
John Forrest. This time, he 
routs an American gang ina 
London nightclub with the 
help of his wife, played by 
Googie Withers. The two 
leads make a smart coupling, 
and they're joined by Edward 
Everett Horton, Jack LaRue 
and Otto Kruger in the cast. 
TONY SLOMAN (UK 1939, BW) 


Crash Dive ** 
6.50-9.00pm 
Talking Pictures TV 0 


WAR On board a submarine, 
lieutenant Tyrone Power 
(appearing in his last movie 
before his own Second World 
War service) and commander 
Dana Andrews are rivals for 
the love of Anne Baxter. Stick 
with this adventure (it is a bit 
dull in patches) to witness 
Hollywood propaganda at its 
most blatant. The special 
effects won an Oscar for Fred 
Sersen (visuals) and Roger 
Heman (sound). TS (US 1943) 


For full SKY CINEMA listings visit radiotimes.com/tv-listings 


The Transporter 2 k** 
9.00-10.55pm 
Great Movies 15 


ACTION Jason Statham 
returns as mercenary Frank 
Martin in this fun dose of 
no-brainer escapism. After 
he relocates to Miami, Frank 
bonds with the six-year-old 
(Hunter Clary) he’s being 
paid to drive to school. When 
the boy is kidnapped, Frank 
gets down to some serious 
kick-ass business as he 
embarks on a solo rescue 
mission. SLOAN FREER 

(Fr/US 2005, violence, swearing) 


National Lampoon's 
Vacation ** * 9.00- 
1.00pm Comedy Central 


COMEDY In one of the 
funnier National Lampoon's 
offerings, Chevy Chase plays 
the put-upon dad who takes 
his family on a cross-country 
trip to an amusement park, 
encountering mishaps and 
disasters along the way. 
Director Harold Ramis keeps 
the silliness coming, and the 
supporting cast includes 
Beverly D'Angelo, Randy 
Quaid, Christie Brinkley and 
John Candy. JOANNA BERRY 
(US 1983, swearing, sex scenes, nudity, HD) 


Censor *** 
10.50pm-12.35am Film4 


HORROR Set in the 1980s 
“video nasty" era, Prano 
Bailey-Bond's feature debut 
follows film censor Enid 
(Niamh Algar), who spends 
her days immersed in 
ultra-violent movies. When 
she glimpses her missing 
sister in a film, she begins to 
question what she's seeing. 
Bailey-Bond's film creates a 
sense of Lynchian unease, 
but is often a case of style 
over substance. MATT GLASBY 
(UK 2021, violence, swearing, HD) 


Sky Cinema picks 


Alfie x * *«* 
6.05-8.00pm Sky Greats 
Michael Caine is Jack the Lad 
in this 1960s classic. (1966, 15) 
Sky 304; Virgin 404; BT 504/518 
Aisha ** * * 8.00- 
9.45pm Sky Black Talent 


Sincere drama. (2022, 12) 
Sky 303, Virgin 403, BT 503/517 


5A KKK 

10.15-11.55pm Sky Drama 
The days of disco. (1998, 15) 
Sky 310; Virgin 410; BT 510/524 


Films to stream from p38 
Netflix, Amazon, Disney+ and more 


JAL AVGSYNHL 


UOISIAS 


103 


104 


Brassic 10.00pm Jim has 
trouble with vermin 


6.00am The Early Rundown 7.00 
Kay Burley 8.00 UK Border Force 
(AD) 9.00 Nothing to Declare 
10.00 Curse of the Ancients 11.00 
Malawi Wildlife Rescue 12 noon 
The Flash 1.00pm MacGyver (AD) 
3.00 Hawaii Five-O 4.00 S.W.AT. 
(AD) 5.00 The Simpsons: double bill 


6.30pm The Fresh Prince of 
Bel-Air 8/26 Series 4. Will and 
Carlton join a college fraternity. 


7.00 New. Cricket World Cup 
Action from England v Sri Lanka. 


8.00 An Idiot Abroad 7/8 
Series 2. Karl Pilkington prepares 
for a trek to Mount Fuji. (AD) 


9.00 New. Cobra: Rebellion 3/6 
Series 3. The police interrogate 
Ellie and Henry, who both deny 
knowledge of an explosive device. 


10.00 New. Brassic 5/8 Series 5 
Jim hires an anarchist rat 
catcher for his chronic 

vermin problem. See page 97. 


11.00 Sex and the City 11/12 
Series 1. Carrie has an embarrassing 
accident right in front of Big. 
11.30 12/12. Samantha finds that 
size does matter in a relationship. 
12 midnight Warrior 1.00am The 
Force: North East 2.00 Stop, 
Search, Seize 3.00 Hawaii Five-O 
4.00 S.W.AT. (AD) 5.00-6.00am 
The Early Rundown: double bill 

Sky Showcase Sky 106 Virgin 109 

BT 340/HD 355 +1 Sky 206 


ky Sci-Fi 


6.00am Most Haunted 7.00 
Warehouse 13 8.00 Home Shopping 
11.00 Atlantis 12 noon Star Trek: 
the Next Generation 2.00pm Fringe 
3.00 Atlantis 4.00 Stargate SG-1 
5.00 Stargate Atlantis 


6.00pm Star Trek: the Next 
Generation 18/26 Series 7 

Troi begins to develop feelings 
for Worf during an investigation. 
7.00 19/26. Picard and Data find 
Enterprise crew members have 
turned into prehistoric beings. 


8.00 Star Trek: Enterprise 4/26 
Series 1. The crew forms its first 
landing party when an Earth-like 
planet is discovered — but distrust 
threatens to divide the team. 


9.00 The Blair Witch Project 
ke *&*k*® Supernatural horror 
starring Heather Donahue. 

In 1994, three students went into 

the woods to make a film about 

the legend of the “Blair Witch”. 

They never returned, but a year 

later their cameras are recovered. 


11.00 Aquarium of the Dead * 
EE Horror comedy with Vivica 

A Fox and Eva Ceja. After an 
attempt to save a sick octopus 
goes awry, Staff at an aquatic 
centre realise that the other 
animals are now infected by a 
virus that turns them into zombies. 
1.00am Warehouse 13 2.00 Star 
Trek: Enterprise 3.00 Stargate 
Atlantis 4.00-6.00am Star Trek: 
the Next Generation 


Sky Sci-Fi Sky 139 (140 Scotland) Virgin 122 
BT 348/HD 363 +1 Virgin 229 


The Gilded Age 10.05pm 
Peggy's past comes to light 


6.00am The Guest Wing (AD) 

7.55 Six Feet Under 10.05 Ray 
Donovan (AD) 12.05pm Game of 
Thrones (AD) 1.20 The Gilded Age: 
double bill (AD) 3.30 Six Feet Under 


5.35pm Ray Donovan 3/10 
Series 7. Ray develops a closer 
relationship with Molly Sullivan. 
6.35 4/10. Terry struggles to 
come to terms with his illness. (AD) 


7.35 Game of Thrones 7/7 
Series 7. Tyrion tries to save 
Westeros from itself as everyone 
meets in King’s Landing to discuss 
the fate of the realm. (AD) 


9.00 The White Lotus 2/6 
Belinda walks a fine line with Tanya, 
Armond deals with his guilt, Mark 
reconnects with Quinn and Rachel 
seeks advice from Nicole. (AD) 


10.05 The Gilded Age 8/9 
Peggy reveals the truth about 
her past and Gladys and Carrie 
practise for the ball. (AD) 


11.10 Billions 4/12 Series 6. Prince 
turns to Wendy for help, while 
Scooter and Wags work together 
to help secure the games. (AD) 
12.15am 5/12. Chuck tries to 
bring home a worthy case but 
encounters a challenge. (AD) 

1.25 The Great Game 2.30 Game 
of Thrones (AD) 4.00 The Guest Wing 
(AD) 5.00-6.10am New. Billions 
12/12 Series 7. Rptd tomorrow 9pm 
Sky Atlantic Sky 108 (109 Wales) 

BT 342/HD 357 +1 Sky 208 (209 Wales) 


6.00am Stop, Search, Seize (AD) 
7.00 Border Patrol: four editions 
9.00 Border Security USA (AD) 
10.00 Motorway Patrol 10.30 
Highway Patrol (AD) 11.00 The 
Equalizer (AD) 12 noon Bull 1.00pm 
FBI (AD) 2.00 FBI: International 
(AD) 3.00 Caught Red Handed 


4.30pm Nothing to Declare 
Seven editions of the fly-on-the- 
wall documentary following 
customs and immigration officers 
at Australia's biggest airports. (AD) 


8.00 The Equalizer 6/10 Series 1 
McCall and Mel help a student 
being threatened by someone 
inside a politician's campaign. (AD) 
9.00 FBI 11/23 Series 5. The 
team investigate the use of a 


bio-chemical weapon that left 
two MTA workers dead. 


10.00 FBI: International 11/22 
Series 2. The Fly Team search for 
a kidnapped American teen in 
Austria as the clock ticks on 
Forrester's reassignment. 


11.00 The Rookie 7/20 Series 2 

Jessica has some news for Officer 
Nolan. Meanwhile, officers 
Bradford and West are tasked with 
a community policing project. (AD) 
12 midnight 9-1-1 1.00am FBI: 
Most Wanted 2.00 New. FBI: Most 
Wanted 11/22 Series 4. Repeated 
tomorrow 9pm 3.00 Chicago Fire 
4.00 Border Security USA (AD) 
5.00-6.00am Stop, Search, 
Seize: Ireland's border force (AD 


Sky Witness Sky 107 Virgin 110 


BT 341/HD 356 #1 Sky 207 Virgin 310 


A League of Their Own 
1.00pm New captain Jill Scott 


6.00am NCIS: Los Angeles 7.00 
DC's Legends of Tomorrow (AD) 
8.00 The Flash 9.00 Stargate 
SG-1 11.00 NCIS: Los Angeles 12 
noon The Flash 1.00pm MacGyver 
(AD) 3.00 Hawaii Five-O 4.00 
S.W.A.T.: Hondo's parents’ strained 
relationship becomes worse (AD) 
5.00 DC's Legends of Tomorrow (AD) 


6.00pm Stargate SG=1 11/22 
Series 3, The team encounters 
a world suffering from amnesia. 
7.00 12/22. Samantha Carter 
battles to access her memories 
of Jolinar to save her father. 


8.00 An Idiot Abroad 7/8 
Series 2. Karl Pilkington prepares 
for a 15-hour trek to the summit 
of Mount Fuji in Japan. (AD) 


9.00 New. Cobra: Rebellion 3/6 
Series 3. The police interrogate 
Ellie and Henry, who both deny 
knowledge of an explosive device. 


10.00 New. Brassic 5/8 Series 5 
Jim hires an anarchist rat 
catcher for his chronic 

vermin problem. See page 97. 


11.00 A League of Their Own 
Ep 1 Series 18. Guests Gareth Bale 
and Katherine Ryan join the team 
captains for the comedy quiz. 

12 midnight The Blacklist 1.00am 
Warrior 2.00 Fantasy Island 4.00 
SW.A‘T. (AD) 5.00-6.00am 
Highway Patrol: double bill 


Sky Max Sky 113 (114 Wales) Virgin 111 
BT 346/HD 361 


Sky Replay 


7.00am Gixth Sense with Colin Fry 
8.00 Four Weddings 10.00 Sun, Sea 
and A&E 11.00 UK Border Force 

12 noon Highway Patrol 1.00pm Caught 
on Dashcam 2.00 Most Haunted: 
double bill 4,00 Quantum Leap 
6.00pm DC's Legends of Tomorrow: 
double bill (AD) 8.00 Highway Patrol: 
double bill 9.00 Day of the Dead: the 
citizens of Mawinhaken learn the dead 
are rising from their graves (AD) 10.00 
The Russell Howard Hour: highlights 

of the fourth series 11.00 FBI: the 
team takes action to determine who 

is behind a mysterious bio-chemical 
weapon that left two MTA workers dead 
12 midnight FBI: International 1.00am 
Sun, Sea and A&E 2.00 A League of 
Their Own: US Road Trip 2.0 (AD) 

3.00 Duck Quacks Don't Echo (AD) 
4.00 Four Weddings (AD) 5.00= 
6.00am 6ixth Sense with Colin Fry 


Sky Replay Sky 152 Virgin 156 


Sky Crime 


6.00am Highway Patrol 7.00 Motorway 
Patrol 8.00 Highway Cops (AD) 9.00 
Nothing to Declare 10.00 Caught Red 
Handed 11.30 Border Patrol 12 noon 
Made for Murder 1.00pm Killer in My 
Village 2.00 Forensics: Catching the 
Killer (AD) 3.00 World's Most Evil Killers 
(AD) 4.00 Britain's Most Evil Killers 
5.00 Forensics: Catching the Killer (AD) 
6.00 What the Killer Did Next (AD) 
7.00 Britain's Most Evil Killers: double 
bill 9.00 New. Ireland's Most Evil Killers 
10.00 Killer in My Village 11.00 World's 
Most Evil Killers 12 midnight Killer in 
My Village 1.00am The Real Manhunter 
(AD) 2.00 An Unexpected Killer 

3.00 What the Killer Did Next (AD) 
4.00 Road Wars 5.00-6.00am 
Motorway Patrol: double bill 


Sky Crime Sky 122 (123 Scotland) Virgin 121 
BT 349/HD 364 #1 Sky 222 (223 Scot) Virgin 321 


Not Going Out /0.20pm 
Lee pretends to be gay 


7.05am Desmond's 7.45 Keeping 
Up Appearances 8.20 2 Point 4 
Children (AD) 9.00 Hi-de-Hi! 9.40 
Still Open All Hours 10.20 Last of 
the Summer Wine 11.40 Keeping 
Up Appearances 12.20pm Only 
Fools and Horses (AD) 1.00 Still 
Open All Hours 1.40 Dad's Army 
3.00 Hi-de-Hi! 3.40 Keeping Up 
Appearances 4.20 Still Open All 
Hours 5.00 Last of the Summer Wine 


6.20pm The Green Green Grass 
Boycie senses an opportunity 

0 get himself knighted. 

7.00 Animal rights activists 
target the local community. 


7.40 The Good Life Tom and 
Barbara consider a holiday. 
8.20 Tom suspects adultery. 


9.00 Only Fools and Horses 
The Trotters become caught up 
in an attempted robbery. (AD) 


9.35 Dad's Army Mainwaring 
starts a recruitment campaign. 


10.20 Not Going Out Lucy 
persuades Lee to pretend to be gay. 


11.00 The Fast Show Ron Manager 
meets a female commentator. (AD) 


11.40 Mrs Brown's Boys 
Agnes's children have suspicions. 
12.20am The Good Life 1.00 Not 
Going Out 1.35 As 9pm (AD) 2.10 The 
Fast Show (AD) 2.55 Detectorists 
(AD) 3.25-4.00am Desmond's 


Gold Sky 110 (111 Wales) Virgin 124 
BT 344/HD 359 #1 Sky 210 (211 Wales) Virgin 324 


ky Comedy 


8.00am Young Rock (AD) 9.00 The 
Fresh Prince of Bel-Air 9.30 Bliss (AD) 
10.00 Wellington Paranormal (AD) 
11.00 The Fresh Prince of Bel-Air 11.30 
Crashing (AD) 12.50pm House of Lies 
1.30 Silicon Valley 3.30 The Fresh 
Prince of Bel-Air 4.00 Wellington 
Paranormal (AD) 5.00 Young Rock (AD) 
6.00pm Bliss (AD) 6.30 The Fresh 
Prince of Bel-Air 700 Will & Grace: 
double bill (AD) 8.00 The Office US: 
double bill 9.00 Girls: double bill. The 
girls attend a huge warehouse party in 
Bushwick where Hannah discovers a 
secret about Adam, then Adam invites 
Hannah to his theatre rehearsal (AD) 
10.15 New. The Tonight Show Starring 
Jimmy Fallon 11.15 Sex and the City 
12.25am Los Espookys 1.40 
Enlightened 3.00 House of Lies 
3.40-5.00am Crashing (AD) 


Sky Comedy Sky 114 (115 Wales) 
Virgin 112 BT 347/HD 362 


Comedy Central 


8.00am Most Ridiculous: Wild Weather 
8.35 Most Ridiculous: Celebrations 9.00 
The Middle 11.00 Home Improvement 
1.00pm Last Man Standing 1.55 Friends 
(AD) 9.00 FILM National Lampoon's 
Vacation *** Comedy starring Chevy 
Chase. When accident-prone inventor 
Clark Griswold decides to take his family 
on holiday, their journey from Chicago 
to the Walley World amusement park in 
California is plagued by disaster from 
the outset. Review p103. 11.00 South 
Park: the Streaming Wars: the drought 
in South Park has significantly worsened 
12.10am Reno 911! 1.10 South Park 
2.40 Key and Peele 3.05 New. The 
Daily Show 3.30 Criminally Funny 
4.15-5.00am The Middle 


Comedy Central Sky 112 (113 Wales) 
Virgin 132 BT 345/HD 360 
#1 Sky 212 (213 Wales) Virgin 332 


#1 Sky 277 Virgin 381 


Death in Paradise 8.00pm 
Jack and JP are concerned 


7.10am Murdoch Mysteries 9.00 
Rizzoli & Isles (AD) 10.00 Hudson 

& Rex (AD) 11.00 Without a Trace 
12 noon Shakespeare and Hathaway: 
Private Investigators (AD) 1.00pm 
Death in Paradise (AD) 2.00 
Murdoch Mysteries 4.00 Rizzoli & 
Isles (AD) 5.00 Hudson & Rex (AD) 


6.00pm Without a Trace 
22/23 Series 3. The team 
investigates the disappearance of 
a senior citizen last seen getting 
into a car with two unknown men. 


7.00 Elementary 10/24 Series 2 
Sherlock makes an error of 
judgement during the arrest of a 
gunman and ends up in the dock. 


8.00 Death in Paradise 6/8 
Series 8. Tragedy strikes close to 
home for the team as the festival 
queen killer murders again. (AD) 
9.00 7/8. A famous radio 
presenter is murdered live on air 
and Jack must unravel a complex 
mystery to find the culprit. (AD) 


10.00 So Help Me Todd 9/21 
Margaret asks Todd for help with 
a wrongful termination case. 


11.00 Rizzoli & Isles 3/10 Series 1 
Jane and Maura investigate the 
death of a boy who may have 
been killed by an exorcist. (AD) 


12 midnight Elementary 100am 
Hudson & Rex (AD) 2.00-4.00am 
Murdoch Mysteries 


Alibi Sky 109 (110 Wales) Virgin HD 114 
BT 343/HD 358 +1 Sky 209 (210 Wales) Virgin 191 


Discovery 


6.00am Wheeler Dealers 7.00 
Deadliest Catch (AD) 8.00 Ed Stafford: 
First Man Out 9.00 Alaska: the Last 
Frontier (AD) 10.00 How It's Made 
11.00 Wheeler Dealers 12 noon 
Salvage Hunters (AD) 1.00pm Deadliest 
Catch 3.00 Alaskan Bush People 4.00 
Blowing Up History 5.00 Wheeler 
Dealers 6.00 Salvage Hunters 

7.00 Wheeler Dealers 8.00 Outback 
Truckers: Mark's short cut becomes a 
diesel and dust nightmare 9.00 New 
series. Survive the Raft: nine diverse 
Americans must live and work at sea 

in a unique social experiment. Will they 
tear each other apart for life-changing 
cash? 11.00 Expedition Unknown: the 
Dyatlov Pass Incident (AD) 12 midnight 
How the Universe Works 1.00am 
Survive the Raft 3.00 Gold Divers 
4.00-5.00am Kindig Customs 


Discovery Sky 125 (126 Scotland) Virgin 177 
BT 320/HD 325 +1 Sky 225 (226 Scot) Virgin 377 


Discovery History 


6.00am Expedition Unknown 7.00 
Devonport: inside the Royal Navy 8.00 
Wings of War 9.00 Combat Dealers (AD) 
10.00 Salvage Hunters 11.00 Salvage 
Hunters: the Restorers 12 noon How 
t's Made 1.00pm Combat Dealers (AD) 
2.00 Devonport: inside the Royal Navy 
3.00 Salvage Hunters 4.00 Mysteries 
at the Museum 5.00 Wings of War 
6.00 Combat Dealers (AD) 7.00 
Expedition Unknown 8.00 HMS Ark 
Royal: the aircraft carrier takes part in 

a military exercise (AD) 9.00 Combat 
Dealers 10.00 Salvage Hunters 

11.00 Salvage Hunters: the Restorers 
12 midnight How It's Made 1.00am 
Combat Dealers (AD) 2.00 Salvage 
Hunters 3.00 Combat Dealers 4.00- 
5.00am Salvage Hunters: the Restorers 


Discovery History Sky 177 Virgin 181 


ALL PROGRAMMES ON THE ABOVE CHANNE 


LS ARE REPEATS UNLESS OTHERWISE STATED 


The latest series of The Radio Times Podcast — available now! 


SCAN TO 
LISTEN 


Sky Documentaries 


George Carlin's American 
Dream 9.00pm Standing up 


6.00am Inside the Freemasons (AD) 
7.00 Discovering: Marilyn Monroe 
(AD) 8.00 The Directors 9.00 Shaq 
(AD) 10.00 Janet Jackson (AD) 10.55 
Navajo Police: Class 57 12 noon 
Stockton on My Mind 1.50pm My 
Icon: Shaun Gayle (AD) 2.00 Wework: 
How to Lose $30b in Two Weeks 
(AD) 4.00 The Directors 5.00 
Discovering: Marilyn Monroe (AD) 


6.00pm Shag Traded from the 
Lakers to the Miami Heat, Shaq 
teams up with rising star Dwyane 
Wade to bring the franchise its 
first NBA championship. (AD) 


7.00 Janet Jackson Following 
the 2004 Super Bowl controversy, 
Janet is blacklisted. Refusing to 
accept defeat, fans fight for her 
right to be recognised. (AD) 


8.00 Urban Secrets Alan 
Cumming examines the histories 
of cities, revealing sights and sounds 
rarely witnessed by the public. 


9.00 George Carlin’s American 
Dream The life and work of the 
legendary stand-up comic whose 
career spanned five decades. 
11.00 The life and work of the 
comic, with insight from Chris 
Rock, Jerry Seinfeld and more. 


1.00am Belushi: the story of comedy 
star John Belushi (AD) 3.00 The Ibiza 
Affair: Uncovered 5.00-6.00am 
Discovering: Marilyn Monroe (AD) 


Sky Documentaries Sky 121 (122 Scotland) 
Virgin 188 BT 352/HD 367 


Nat Geographic 


8.00am Food Factory 9.00 Air Crash 
Investigation 10.00 Colossal Machines 
11.00 Megafactories (AD) 12 noon Car 
SOS (AD) 1.00pm Europe from Above 
2.00 Air Crash Investigation (AD) 3.00 
World War Il: Secrets from Above (AD) 
4.00 Drain the Oceans (AD) 5.00 Car 
SOS (AD) 6.00 Lost Treasures of Egypt 
(AD) 7.00 Air Crash Investigation: a risky 
test flight uncovers an industry-wide 
safety problem (AD) 8.00 Ultimate 
Supercar: the McLaren team create 

its first production hybrid (AD) 9.00 
New. Ice Road Rescue 10.00 New. Life 
Below Zero: First Alaskans: how the 
indigenous peoples of Alaska prepare 
for winter 11.00 Air Crash Investigation 
12 midnight Airport Security: Peru 
1.00am Banged Up Abroad (AD) 

2.00 Abandoned 2.55-5.00am 
Secrets of the Zoo: Keeper Tales 


Nat Geographic Sky 129 (130 Scotland) 
Virgin 183 #1 Sky 229 (230 Scot) Virgin 383 


Sky History 


6.00am Siorage Wars 7.00 Forged in 
Fire 8.00 American Pickers 9.00 Pawn 
Stars 10.00 Al Murray: Why Do the 
Brits Win Every War? 11.00 Treasures 
Decoded 12 noon Auction Hunters 
1.00pm Storage Wars 2.00 Alien Files: 
Unsealed 4.00 Digging for Britain 
5.00 Pawn Stars 6.00 American Pickers 
7.00 Forged in Fire 8.00 Pawn Stars 
9.00 New. Viking Quest: America: the 
building of the Viking re-creation ship 
Draken is completed 10.00 New. Alone: 
desperation rises as the temperatures 
continue to drop 11.00 Instruments 

of Death 12 midnight Pawn Stars 
1.00am Storage Wars 2.00 WW2 

Air Crash Detectives 3.00 Pawn 

Stars 4.00 Digging for Britain 
5.00-6.00am Auction Hunters 


Sky History Sky 123 (124 Scotland) Virgin 131 
BT 353/HD 368 +1 Sky 223 (224 Scot) Virgin 331 


Patagonia 9.00pm Magellanic 
penguins take the plunge 


6.00am Hope for Wildlife 700 
Monkey Life (AD) 8.00 Guardians 
of the Wild 9.00 Volcanic Odysseys 
10.00 Tales from Zambia 11.00 O! 
Pejeta Diaries 12 noon Orangutan 
Jungle School 1.00pm Monkey Life 
(AD) 2.00 Guardians of the Wild 3.00 
Volcanic Odysseys 4.00 Ol Pejeta 
Diaries 5.00 Tales from Zambia 


6.00pm Orangutan Jungle 
School Clara and her infant 
Clarita move to Bangamat Island. 


7.00 Monkey Life Concerns are 
raised about elderly saki monkey 
Jethro, who requires surgery. (AD) 
7.30 Two golden-cheeked gibbons 
are dispatched to France, ready 
to begin a new life. (AD) 


8.00 Island of the Monsoon 
A baby elephant learns to suckle, 
swim and handle his trunk. 


9.00 Patagonia An introduction 
to the creatures struggling in the 
far south of Patagonia. (AD) 


10.00 Orangutan Jungle 
School As 6pm. 


11.00 Tales from Zambia 
A look at the Liuwa Plains, one 
of Africa's last wild places. 


12 midnight Living Beach 1.000am 
Wild Dogs: Pack vs Pride 2.00 Island 
of the Monsoon 3.00 Patagonia (AD) 
4.00 Guardians of the Wild 

5.00-6.00am Volcanic Odysseys 


Sky Nature Sky 124 (125 Scotland) 
Virgin 189 BT 354/HD 369 


9.00am The Life of Birds (AD) 

10.00 Frozen Planet (AD) 11.00 David 
Attenborough’s Natural Curiosities (AD) 
12 noon Nature's Nurseries 1.00pm 
Impossible Engineering (AD) 3.00 
Forbidden History (AD) 5.00 The Life 
of Birds (AD) 6.00 Frozen Planet (AD) 
7.00 David Attenborough's Natural 
Curiosities (AD) 8.00 Nature's Nurseries 
9.00 Forbidden History: Jamie 
Theakston investigates Bulgarian 
government assassins (AD) 

10.00 Impossible Engineering: the 
machines built to get troops directly to 
the front line (AD) 11.00 The Life of Birds 
(AD) 12 midnight Frozen Planet (AD) 
1.00am David Attenborough's Natural 
Curiosities (AD) 2.00 Nature's 
Nurseries 3.00 Forbidden History (AD) 
3.50 The Life of Birds (AD) 4.40 Frozen 
Planet (AD) 5.30-6.00am The Zoo 


Eden Sky 166 Virgin HD 176 
#1 Sky 266 Virgin 376 


Animal Planet 


8.00am Insane Pools: off the Deep 
End 9.00 Crikey! It's the Irwins 10.00 
Dr Jeff: Rocky Mountain Vet 12 noon 
Insane Pools: off the Deep End 1.00pm 
Crikey! It's the Irwins 2.00 Expedition 
Bigfoot 4.00 Dr Jeff: Rocky Mountain 
Vet 6.00 Insane Pools: off the Deep 
End: Lucas is in Utah to build a dream 
backyard on the side of a mountain 
7.00 Crikey! It's the Irwins: serious 
complications arise after the birth of 
Talbert the giraffe 8.00 Wild Dubai (AD) 
9.00 Growing Up: Clouded Leopard 
10.00 Alaskan Bush People (AD) 
11.00 Sharks vs Dolphins: Face Off 

12 midnight Blue Serengeti 100am 
Alaska: the Last Frontier 2.00 Dr Jeff: 
Rocky Mountain Vet 4.00-5.00am 
Insane Pools: off the Deep End 


Animal Planet Sky 162 (178 Nl) Virgin 178 
#1 Sky 262 (278 NI) Virgin 378 


Sky Main Event fj 


Sky 401 Virgin 511/HD 501 BT 420/HD 440 
6.00am Sky Sports News 

7.00 Good Morning Sports Fans 
9.00 Cricket World Cup 
Live coverage of England v Sri 
Lanka, the group match from 

M Chinnaswamy Stadium, Bangalore. 
5.30pm Sky Sports News 

10.30 Back Pages Tonight 

11.00 Sky Sports News 

12 midnight NFL Buffalo 
Bills v Tampa Bay Buccaneers from 
Highmark Stadium (kick-off 1.15am). 
4.30-6.00am Sky Sports News 


Sky Football 


Sky 403 Virgin 513/HD 503 BT 422/HD 442 
6.00am Classic Play-Offs 9.00 EFL 
Greatest Games 10.00 Classic League 
Cup 12 noon Championship Football 
2.00pm Championship Highlights 
2.15 League One and Two Goals 2.45 
Women’s Super League Highlights 3.15 
Championship Highlights: midweek 
action 4.00 League One and Two 
Goals 4.30 Championship Highlights 
6.00 German Football 6.30 Women's 
Championship Show 7.00 Championship 
Highlights 8.00 Scottish Premiership 
Round-Up 8.15 Scottish Premiership 
Highlights 8.30 German Football 
9.00 League One and Two Goals 9.30 
Women's Championship Show 10.00 
Scottish Premiership Round-Up 10.15 
Scottish Premiership Highlights 10.30 
Championship Highlights 11.00 German 
Football 11.30 EFL Greatest Games 

12 midnight SPFL Greatest Games 
2.00am There's Only One Sauzée 
2.30 Scottish Premiership Highlights 
4.00-6.00am Best Goals (AD) 


Sky Golf 


Sky 405 Virgin 515/HD 505 BT 424/HD 444 
6.00am PGA Tour Golf 7.00 European 
Tour Golf 8.00 PGA Tour: the Cut 8.30 
Golf: action from the Simpson Cup 
9.00 European Tour Golf 
The Qatar Masters, the opening 
day's play from Doha Golf Club. 
2.00pm Amateur Golf 6.00 
European Tour Golf 7.00 PGA Tour 
Champions 8.00 Rose Ladies 
Series 9.00 European Tour Golf 
10.00 PGA Tour: the Cut 10.30 
PGA Tour Champions Learning 
Centre 11.00 European Tour Golf 

12 midnight Golf Academy 
1.00am European Tour Golf 
2.00-6.00am Amateur 
Golf The Asia-Pacific Amateur Golf 
Championship, day two from the 
Royal Melbourne Golf Club. 


Sky 413 Virgin 521 BT HD 412 

6.00am Snooker 8.00 Tour de France 
9.00 Amsterdam Marathon: this year's 
race 10.30 Triathlon 11.00 Snooker 
1.00pm Snooker Coverage 
of the afternoon session on day five 
of the Northern Ireland Open from 
Waterfront Hall, featuring matches 
from the third and fourth round. 
5.00 Mountain Bikes 6.00 Snooker 
7.00 Snooker Coverage 

of the fifth day of the Northern 
Ireland Open continues from 
Waterfront Hall in Belfast, featuring 
matches in the fourth round. 

11.00 Snooker 1.00am Cycling 2.00 
Snooker 4,00-6.00am World Superbikes 


Sky 414 Virgin 522 BT HD 413 


6.00am Cyclo-Cross: World Cup 8.00 
Snooker 10.00 World Superbikes 

12 noon Supercross 1.00pm Tour de 
France 2.00 Cycling 3.00 Freestyle 
Skiing 4.00 Triathlon 5.00 World 
Superbikes 7.00 Premiership Speedway 
8.00 Cyclo-Cross 10.00 Premiership 
Speedway 11.00 Ski Jumping 

12 midnight Cycling 1.00am Motor 
Racing 2.00 Tour de France 3.00 


Cycling 4.00-6.00am Snooker 


Cricket World Cup 9.00am 
Sky Cricket England's white- 
ball specialist Liam Livingstone 


° 
Sky Premier League 
Sky 402 Virgin 512/HD 502 BT 421/HD 441 
6.00am Greatest Games (AD) 7.00 
Legends (AD) 8.00 Best Goals 9.00 
100 Club (AD) 10.00 The Football Show 
12 noon Gary Neville’s Soccerbox 1.00pm 
Premier League Years (AD) 3.00 Greatest 
Games (AD) 4.00 Best Goals (AD) 5.00 
100 Club 6.00 Legends (AD) 7.00 The 
Big Interview 7.30 Premier League 
Stories 8.00 Gary Neville’s Soccerbox 
9.00 The Big Interview 9.30 Premier 
League Stories 10.00 Icons 10.30 Retro 
12.30am Icons (AD) 1.00 Premier League 
Years (AD) 3.00 Greatest Games 4.00 
Best Goals 5.30-6.00am 100 Club (AD) 


Sky 404 Virgin 514/HD 504 BT 423/HD 443 
6.00am Cricket World Cup Highlights 
9.00 Cricket World Cup 
Live coverage of England v Sri 
Lanka, the group match from 

M Chinnaswamy Stadium, Bangalore. 
5.30pm Pushing Boundaries: to the 
Hundred and Beyond 6.00 Classic 
World Cup Cricket 7.00 Cricket World 
Cup Highlights 12 midnight Classic 
World Cup Cricket 1.00am Cricket 
World Cup Highlights 2.00 Classic 
World Cup Cricket 3.00 Cricket World 
Cup 4.00 World Cup Bitesize 
4.15-6.00am Classic World Cup Cricket 


Sky 407 Virgin 517/HD 507 BT 426/HD 446 
6.00am NFL Highlights 7.00 Jaguars 
Weekly UK 7.30 Neil Meets Justin 
Jefferson 8.00 NFL Highlights 11.00 
Jaguars Weekly UK 11.30 Her Huddle 
12 noon Good Morning Football 
3.00pm NFL Gameday 3.30 NFL 
Bitesize 4.00 NFL Highlights 5.00 49 
Hours 5.30 Jaguars Weekly UK 

6.00 Pro-Football Talk 8.00 NFL 
Gameday 8.30 NFL Bitesize 9.00 NFL: 
America’s Game (AD) 10.00 NFL Fantasy 
11.00 NFL Gameday 11.30 NFL Bitesize 
12 midnight NFL Buffalo 
Bills v Tampa Bay Buccaneers from 
Highmark Stadium (kick-off 1.15am). 
4.30am NFL Bitesize 

5.00-6.00am NFL: America's Game 


Sky 408 Virgin 518/HD 508 BT 427/HD 447 
6.00am Super League 8.00 Darts 11.00 
Women's Super League 12 noon Boxing 
(AD) 1.00pm Darts 4.00 Rugby League 
Retro 6.00 Boxing 7.00 Unbeatable 
7.30pm British Basketball 
League Coverage of Leicester 
Riders v Surrey Scorchers at the 
Morningside Arena (tip-off 8.30). 
10.00 Boxing 11.00 Undisputed: the 
Story of Shields v Marshall (AD) 

12 midnight Super League 1.000am 
Darts 5.00-6.00am Rugby League 


Sky 416 Virgin 510 BT 429/HD 449 
7.30-10.00pm British 
Basketball League Leicester 
Riders v Surrey Scorchers at the 


Morningside Arena (tip-off 8.30). 


Sky 410 Virgin 527 BT 408/HD 430 
6.00am Serie A: Full Impact (AD) 6.30 
Premier League Stories 7.00 MotoGP 
Rewind 7.15 Wrestling (AD) 9.00 MotoGP 
Highlights 10.00 Squash Highlights 
11.00 Badminton Coverage 
of the French Open Round of 16 
from the Glaz Arena in Rennes. 
5.00pm Europa League 
Football Olympiacos v West Ham 
United, the Group A match from 
Karaiskakis Stadium (kick-off 5.45); 
7.45 Liverpool v Toulouse in 

Group E from Anfield (kick-off 8.00). 
10.30 Europa League Highlights 

12 midnight Rocky and Wrighty: from 
Brockley to the Big Time (AD) 1.30am 
George Best: True Genius (AD) 2.45 
Down the Clubhouse (AD) 3.45 TNT 
Sports Reload (AD) 4.00-6.00am 
Cricket Classics: action from 1990 (AD) 


TNT Sports 2 


Sky 411 Virgin 528 BT 409/HD 431 
6.00am Fishing (AD) 7.00 Premier 
League Reload 7.15 Italian Football 
12.15pm Serie A: Full Impact (AD) 
12.45 Premier League Reload 

1.00 World Rally Coverage 
of Special Stage 1 from the latest 
round of the season, which takes 
place in the Czech Republic. 

2.00 MotoGP Highlights 3.00 
Italian Football: Serie A action 4.00 
Europa League Magazine (AD) 
5.00 Europa Conference 
League Football AZ Alkmaar v 
Aston Villa, the Group E match 
from AZ Stadion (kick-off 5.45). 
7.45 Europa League 
Football Brighton & Hove Albion v 
Ajax, the Group B match from 
Falmer Stadium (kick-off 8.00). 
10.30 French Football 11.00 UFC 
2.00am MotoGP Highlights 

3.00 MotoGP The Thailand 
Grand Prix, the first practice for the 
17th round of the season, staged 
at Chang International Circuit. 
5.45-6.00am MotoGP Rewind 


TNT Sports 3 


Sky 417 Virgin 529 BT 410/HD 432 
6.00am Champions League Football 
10.00 No Filter Football 10.15 
Basketball 11.15 Champions League 
Football 4.15pm Premier League 
Netbusters 4.45 Premier League Reload 
5.00 Europa League 
Football Sparta Prague v Rangers, 
the Group C match from the Letna 
Stadium (kick-off 5.45). 

7.45 Europa Conference 
League Football Coverage of 
Aberdeen v PAOK, the Group G 
match from Pittodrie (kick-off 8.00). 
10.30 Premier League: the Big Interview 
11.00 Premier League Netbusters 
11.30 Serie A: Full Impact (AD) 

12 midnight Europa League Highlights 
12.30am Europa Conference League 
Highlights 1.00 Europa League Highlights 
2.30 Europa Conference League 
Highlights 3.00 Serie A: Full Impact (AD) 
3.30 French Football 4.00 Goals Reload 
4.30 Europa League Highlights 5.00 
Europa Conference League Highlights 
5.30-6.00am Europa League Highlights 


TNT Sports 4 


Sky 421 Virgin 530 BT 411/HD 434 


6.00am Major League Baseball 

12 noon Fishing (AD) 1.00pm Wrestling 
5.00 MLB: off the Bat (AD) 

5.30 Europa League 
Football Marseille v AEK Athens, 
the Group B match from the Stade 
Vélodrome (kick-off 5.45); 

7.45 AS Roma v Slavia Prague, the 
Group G match from the Stadio 
Olimpico (kick-off 8.00). 

10.00 Wrestling 11.00 MotoGP 
Highlights (AD) 12 midnight The Rugby 
Review 12.45am French Football 1.15 
Squash Highlights 2.15 TNT Sports 
Reload (AD) 2.30 Fishing (AD) 3.30 
Badminton Weekly (AD) 3.45 Fight 
Week 4.30-6.00am MLB Prime 9 
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SITCOM 
Ghosts 


8.30pm BBC1 All episodes available on iPlaye 
“| will not debase myself with cheap double entendre” is an especially = 


es = 


arch line from Fanny tonight. We arrive at that by way of some spectral 
brainstorming. The spooks have lost their appetite for Food Club and seek 
“some fun new pastimes”... Alan Carr may have brought back a host of old 
game shows in the real world, but | much prefer the Ghostly variety here. 
Meanwhile, French visitors are coming to discuss buying part of the 
estate, and Alison says she and Mike just have to come across as normal: 
a trickier task than it ought to be. This leads to some back story for Robin 


DRAMA 


London Kills 

1.45pm BBC1 Catch up via iPlayer 
Waking up in your car with a dead 
woman lying next to you is worrying. 
But as a fourth series of Paul 
Marquess’s London-based police 
procedural starts, DC Rob Brady 
(Bailey Patrick) seems as concerned 
about DI David Bradford (Hugo 
Speer) getting involved in the 
investigation as he is about the 
murder charge. 

None of Rob's colleagues believe 
he's guilty and DS Vivienne Cole 
(Sharon Small) is adamant they 
shouldn't interfere in the investigation 
led by DI Yasmin Rafiq (Laila Rouass). 
However, David is amaverick who, by 
the way, seems to have slept with 
every woman on the force. 

London Kills is not especially slick, 
but it’s a gritty alternative to most 
lunchtime TV fare. JANE RACKHAM 


TRAVEL 
Susan Calman's 
Grand Day Out 


8.00pm Channel 5 Catch up via My5 
You get the feeling that folks really 
enjoy chatting to Susan Calman. 
Whether they're talking to her while 
making chocolates, adding a few 
stitches to the Great Tapestry of 
Scotland or firing a carrot (for safety 
reasons) out of a Roman crossbow, 
they're so relaxed and engaged, 
they can even make a few jokes. 
There's always a lot of giggling 
when she’s around. 

She's travelling around the 
Scottish Borders and into the equally 
glorious Dumfries and Galloway, 
where she experiences a camera 
obscura and visits Wigtown to run 
a bookshop, where she's inundated 
with enthusiastic customers... and 
not only because she’s giving the 
books away. JR 


the caveman over how he learnt to spe 


/ SPIRIT OF 
THE GAME 

|| Julian (Simon 
|| Farnaby) asks 
the questions in 
an improvised 
Mastermind 


has been such a winning formula — getting to know the spirits and their 
“horrible” histories over five series has been an absolute delight, as well 
as an ingenious way of structuring the stories. 

This one switches from funny to melancholy, and features the most 
bizarre game of Blankety Blank ever. The poor Captain hasn't got the 


hang of it at all... MARK BRAXTON 


The view from Lolly Adefope’s sofa: page 154 


PARANORMAL 


Uncanny 
9.00pm BBC2 Catch up via iPlayer 
When the TV version of Uncanny was 
announced, | had worries. Could the 
visuals match what | was able to 
conjure in my mind's eye while 
experiencing the podcast? Would it 
still feature those dread-filled 
soundscapes? Well, even though 
I'm now required to sit and watch an 
episode rather than listen to it while 
out walking after nightfall, it's still 
managed to slip more than a few 
slivers of ice down the old shirt collar. 
In this final episode, we're at the 
house share from hell in Oxford 
during the 1990s, where theology 
students are getting spooked by what 
they think is amalevolent entity. But 
when an exorcist is called in, events 
fail to go to plan. | can already hear 
those Tubular Bells... 
DAVID BROWN 


MUSIC 
Paul Weller Night 


From 9.00pm BBC4 
Catch up via iPlayer 
Modfather, firebrand and Style 
Councillor Paul Weller is a master of 
reinvention, but one constant is a 
serious, even intense, approach to 
his craft. The value-for-money 2012 
career retrospective at 9pm opens in 
1977 with a whippet-thin Weller in the 
Jam, the lean-and-mean three-piece 
he led with bassist Bruce Foxton and 
drummer Rick Buckler through a five- 
year flurry of visceral, laddish hits. 
The snarl and suits were replaced 
by soul and casualwear, as a brassier 
sound and retro-borrowings made for 
another hit-packed period. Then post- 
80s, Paul's ever-changing moods 
gave way to solo introspection. It's a 
thrilling journey, complemented at 
10pm by a 2021 Barbican gig and 
at 11.30pm by a 2008 Session. MB 
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Gardeners’ World 
8.00pm BBC2 
Monty Don takes stock 
of his pumpkins for 
Halloween — while 
Adam Frost (right) visits 
Hever Castle in Kent. 
Your RT Gardening: p140 


DRAMA 


The Good Ship Murder 
9.00pm Channel 5 Catch up via My5 
At one point, a crew member is 
seen objecting to a suspect being on 
board as it’s bad for the company's 
reputation. But I'm afraid that ship has 
sailed, sunshine. And once word gets 
out about the number of dead bodies 
being discovered, | doubt passengers 
will be queuing up to get slaughtered. 
Unless the advertisers make a virtue 
of it - “Why bother with murder 
mystery dinner party games when 
you can experience the real thing?” 
It's a killing in Casablanca being 
investigated, which means local boy 
Jamil is showing singer/sleuth Jack 
around sun-drenched alleys that are 
now stained with blood. First officer 
Kate, meanwhile, delivers such 
clichéd lines as “Jack, be careful” 
before he heads into danger. DB 


UNHAPPY 

BIRTHDAY 

Jim (Alun 
Armstrong) is 
upset by a gift 


from Jackie 
(Joanna Bacon) 


SITCOM 
Red Dwarf 


10.00pm BBC2 

Catch up via iPlayer 

This is another example of Red Dwarf 
punching well above its weight in 
those early years, when budgets 
were low but levels of creativity were 
high. In fact, so nifty is its plot - which 
sees the crew investigating how and 
why they've lost four days from their 
memories — that the more prestigious 
Star Trek: the Next Generation would 
go onto do something very similar 
just a couple of years later. 

It's essentially a satisfying detective 
story with a very small number of 
suspects, though actor Craig Charles 
later revealed that he had mixed 
feelings about the experience, as 
filming on location in a quarry 
resulted in him being 20 minutes 
late for the birth of his son. DB 


onthe show - while 
comedian Emmanuel 
Sonubi makes his debut. 
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Have | Got News Gogglebox 

for You 9.00pm C4 

9.00pm BBC1 What's been good, 
Jack Dee is the host. great or noteworthy on 
It'shis 20th appearance TV this week? The 


households express 
their opinions in their 
own inimitable fashion. 


CHAT 


The Graham Norton Show 
10.40pm BBC1 Catch up via iPlayer 
Each time Arnold Schwarzenegger is 
a guest, that famous “I'll be back” 
catchphrase must be delivered to 
producers because he keeps on 
making return trips to Graham's sofa. 
This time around, he's promoting his 
new book, Be Useful: Seven Tools for 
Life, a guide to success that could fill 
the stocking of any Arnie aficionado. 
Joining him is another frequent 
visitor with a hardback to hype: 
Dame Judi Dench, who's written 
Shakespeare: the Man Who Pays the 
Rent. Then there's Jay Blades who, 
yes, has amemoir on the shelves 
called Life Lessons. Thankfully, Duran 
Duran are on hand with their latest 
single, their performance preventing 
all this from turning into an edition of 
BBC2's Between the Covers. DB 


COMEDY DRAMA 


Breeders 
10.00pm Sky Comedy/Showcase 
Catch up via Now 
Paul (Martin Freeman), Ally (Daisy 
Haggard) and the kids are having an 
unbearably awkward dinner of fish 
and chips. There are silences, stilted 
conversations and the air hangs 
heavy, although for once, it’s not 
because their marriage is on the rocks. 
It's Ally's 50th birthday and she's 
burying her feelings in batter, vinegar 
and expletives. The recent news from 
Luke (Oscar Kennedy) is causing 
panic about her age, but it’s Jim 
(Alun Armstrong) who's really 
feeling the passage of time. It's also 
his 80th, and Jackie (Joanna 
Bacon) has bought him new shoes, 
and can't understand why he won't 
wear them. Eventually, he snaps 
that it’s “because they're my last 
shoes. I've had these ones seven 
years so the next pair will be my last.” 
Bleakly funny yet oh, so true, like so 
many of the sentiments in this 
pleasing dramedy. FRANCES TAYLOR 


LIVE SPORT 


Ee 
| 


Football: Women's 
Nations League 
England v Belgium 

7pm (k/o 7.45pm) ITV4 

The pressure is on England after 
their defeat to the Netherlands 
last month, when Alessia Russo 

(above) was on target. 


Rugby Union: World Cup 
Third place play-off 
7.30pm (k/o 8pm) ITV1 
Ahead of tomorrow's final, 
the beaten semi-finalists 
do battle in Paris. 


Cricket: ICC Men's World Cup 
Pakistan v South Africa 
9am Sky Sports ME/Cricket 
Action from Chennai. 


FILM OF 
THE DAY 


Jali Avdld4s 


UOISIAS 


Deepwater Horizon 


kkk © 
9.00pm Great Movies 
Disaster strikes an oil rig in the 
Gulf of Mexico in this nail-biting 
action drama based ona true 
story. Mark Wahlberg stars as the 
technician fighting for his life 
when he is stranded at sea 
by an explosion. (2016) 
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FRIDAY Main Channels 


DAYTIME 


BBC1 

6.00am Breakfast Naga Munchetty, Charlie Stayt.) (HD) 

9.15 Morning Live Weekday magazine show. (s) (HD) 

10.00 Scam Interceptors Scammers convince a 

vulnerable woman to withdraw £2,000 in cash. (S) (HD) 

10.45 Frontline Fightback How dashcam footage 

from the scene helped to bring the dangerous driver 

in a two-car collision to justice. (Revised rpt) (S) (AD) (HD) 

11.15 Homes under the Hammer Featuring properties 

in Ayrshire, Yorkshire and Berkshire. (R) (S) (AD) (HD) 

12.15pm Bargain Hunt The teams hope to drum up 
business at Detling antiques fair in Kent. (s) (AD) (HD) 

1.00 BBC News Regional News; Weather (S) (HD) 

1.45 New series. London Kills 1/5 Series 4. Return 
of the drama starring Hugo Speer. David's 
gung-ho interference does more harm than good. 

The whole series is on iPlayer. See p106. (s) (AD) (HD) 

2.30 Money for Nothing Pine kitchen units and a 

pair of dining chairs are transformed. (Revised rpt) (S) (HD) 

3.00 Escape to the Country Jonnie Irwin takes in 

the delights of Derbyshire with a couple from Leeds 

who are keen to see a range of properties. (R) (S) (AD) (HD) 

3.45 The Travelling Auctioneers Christina Trevanion 

and Will Kirk sift through a family’s heirlooms. (R) (S) (HD) 

4.30-5.15 The Repair Shop The team restores a 

soft toy, a miniature piano and a clock. (R) (S) (AD) (HD) 


BBC2 

6.15am Money for Nothing From Keynsham 
recycling centre. Shown Wednesday 2.15pm BBCI (S) (HD) 

7.00 Scotland's Sacred Islands with Ben Fogle Ben 
visits Arran and Holy Isle. Shown Sunday 10.30am BBCI (S) (HD) 


8.00-9.00 Sign Zone Gardeners’ World Frances Tophill 
assesses the tomatoes in her greenhouse. (R) (S) (AD) (HD) 


9.00 Nicky Campbell Calls on the day's talking 
points. Simulcast with Radio 5 Live. (S) (HD) 

10.00 BBC News (5) (HD) 

12.15pm Politics UK Parliamentary highlights. 6) (HD) 
1.00 Impossible Quiz with Rick Edwards. (R) (Ss) (HD) 
1.45 Unbeatable Hosted by Jason Manford. (R) (s) (HD) 
2.15 Wanted Down Under A family from Merthyr Tydfil 
in south Wales sample a week in Brisbane. (R) (S) (HD) 
3.00 Call That Hard Work? A climbing guide, a tea- 
taster and a luxury-couture retailer compete. (R) (S) (HD) 
3.45 Wild Cameramen at Work Doug Anderson and 
Doug Allan head for the ocean depths. (R) (S) (AD) (HD) 
4.15-5.15 Cornwall: This Fishing Life The Newlyn 
fishing fleet must face modernisation. (R) (S) (AD) (HD) 


ITV1 


6.00am Good Morning Britain (s) (HD) 

9.00 Lorraine Showbiz gossip and guests. (S) (HD) 
10.00 This Morning Lifestyle features, fashion and 
celebrity interviews. Including Regional Weather (S) (HD) 
12.30pm Loose Women Frank exchanges. (S) (HD) 
1.30 ITV Lunchtime News Regional News; Weather (S) (HD) 
2.00 James Martin's American Adventure The 
chef arrives in Sonoma County and meets a Tibetan 
artist undertaking a mammoth task. (R) (S) (AD) (HD) 
3.00-4.00 Lingo Adil Ray presents as three pairs 
from Kent, Sunderland and Johnstone take part in 
the word game. (R) (S) (HD) Followed by Regional Weather 


Channel 4 


6.05am Countdown Mark Watson guests. (R) (S) (HD) 
6.45 Cheers Double bill of the sitcom. (R) (s) (HD) 

7.35 Everybody Loves Raymond (f) (S) (AD) (HD) 
8.25 Frasier Three episodes of the comedy. (rR) (S) (AD) 
9.55 Find It, Fix It, Flog It Henry Cole and Simon 
O'Brien are heading to Staffordshire. R) (S) (AD) (HD) 
10.55 Renovation Nation In south Wales, Matt and 
Michelle lay the groundwork for what will become the 
heart of their home. (R) (S) (AD) (HD) 11.55 News (S) (HD) 
12 noon Steph’s Packed Lunch Magazine. (S) (HD) 
2.10pm Countdown With guest Mark Watson. (S) (HD) 
3.00 A Place in the Sun Leah Charles-King is house- 
hunting in Malaga province, southern Spain. (R) (S) (HD) 
4.00-5.00 The Great House Giveaway Builder 
Jack and payroll manager Helen team up to transform 
a wrecked terrace house in Burton-on-Trent. (R) (S) (HD) 


BBCI Gl 


The Graham 
Norton Show 
10.40pm Dame 
Judi Dench 
reflects on her 
love of the Bard 


5.15pm Pointless 
Quiz hosted by Alexander Armstrong. (R) (S) (HD) 


6.00 BBC News Weather (s) (HD) 
6.30 Regional news magazines (5) (HD) 


7.00 The One Show 
Hosted by Gethin Jones and Alex Scott. (s) (HD) 


7.30 Make It at Market 

Emmy, a glassmaker from Devon, and textile 
designer Zita from Fife ask for advice on how to turn 
their creative skills into money-making ventures. 


Executive producer Andrew Snowball; Series director Martin Connery 
(Revised rpt) (S) (HD) 


8.00 Would | Lie to You? 

Another compilation of previously unseen material 
from the panel show. Among the guests are Motsi 
Mabuse, Bez, Sarah Greene, Joe Wilkinson, Snoochie 
Shy, Lucy Martin, Anton Du Beke, Jo Brand, Steve 
Pemberton, Shazia Mirza, Lucy Beaumont, Tom Allen, 


Amol Rajan, Bob Mortimer and Morgana Robinson. 
Director Barbara Wiltshire; Series producer Adam Copeland (R) (S) (HD) 


8.30 Ghosts 
@ 4/6 Series 5. En Frangais. Mike and Alison play 


host to their international buyer at Button House, 
but disaster strikes. A box set is on iPlayer. See p106. 


Kitty Lolly Adefope Captain Ben Willbond 
Thomas Mathew Baynton Sabine Anna Behne 
Julian Simon Farnaby Sophie Chloe Delaney 
Lady Button © Martha Howe-Douglas Lord Bone Greg Haiste 
Pat Jim Howick Garion Charlie Hamblett 
Robin/Humphrey's head Laurence Rickard William John Henry Falle 
Alison Charlotte Ritchie Nurse Mia Soteriou 
Mike Kiell Smith-Bynoe Young Sophie Yeva Shevchenko-Holovko 


Writers Laurence Rickard and Ben Willbond; Director Simon Hynd 
Producer Pat Tookey-Dickson (S) (AD) (HD) 
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9.00 Have I Got News for You 

Jack Dee is in the host's chair, as Paul Merton and 
lan Hislop are joined by teammates including 
comedian Emmanuel Sonubi. 

Director Paul Wheeler; Producer Jack Harris (S) (HD) 


9.30 Mrs Brown's Boys 

4/6 Series 1. Mammy Rides Again. Agnes plans to 
gatecrash Maria's hen night to prove that she and 
Winnie are not too old to party. A box set is on iPlayer. 


Agnes Brown Brendan O'Carroll Betty Brown Amanda Woods 
Dermot Brown Paddy Houlihan Maria Nicholson Fiona O'Carroll 
Cathy Brown Jennifer Gibney Hillary Nicholson Sorcha Cusack 
Rory Brown Rory Cowan Barbara Emily Regan 
Winnie McGoogan Eilish O'Carroll Dino Doyle Gary Hollywood 
Buster Brady Danny O'Carroll Father Quinn Gary Lilburn 
Grandad Brown Dermot O'Neill Widow Murphy Helen Spain 


Writer Brendan O'Carroll; Director Ben Kellett 
Series producer Stephen McCrum (R) (S) (AD) (HD) 


10.00 BBC News Regional News; Weather (s) (HD) 


10.40 The Graham Norton Show 
Dame Judi Dench is on the sofa to discuss her 
new book, while Arnold Schwarzenegger talks 
about his road map for life. Also joining the 
conversation are comedian and actor Jack Whitehall 
and The Repair Shop's Jay Blades. The legendary 


Duran Duran play their latest single. See p107. 
Director Toby Baker; Series producer Jon Magnusson (S) (HD) 


11.30 RuPaul's Drag Race UK 

5/10 Series 5. It's Rusical week and Cush Jumbo is 
guest judge. A box set of previous series is on iPlayer. 
Executive producers Fenton Bailey, Randy Barbato and Tom Campbell 
Shown yesterday 9pm BBC3 (S) (HD) 

12.45am Blankety Blank 5/10. With Fred Sirieix, Laura 
Whitmore, Eddie Kadi, Josh Widdicombe, Vanessa Feltz and 
Scarlett Moffatt. Shown Saturday 9.25pm (S) (HD) 

1.20 Weather for the Week Ahead (S) (HD) 

1.25-6.00am BBC News (S) (HD) 


BBC1 Freeview 1/HD 101 Freesat 101 Sky 101 Virgin 101 


BBC2 EZ] 


Apocalypse Now: 
Final Cut 1.05pm 
Martin Sheen stars 
in Francis Ford 

Coppola's Vietnam 5 
War drama 


5.15pm Flog It! 
A 1950s toy plane and a 1940s menu from a famous 
restaurant are valued in County Durham. (R) (S) (HD) 


6.00 Richard Osman's House of Games 
Larry Dean, Kirsty Gallacher, Sam Quek and Lemn 
Sissay test their general knowledge skills. (Ss) (HD) 


6.30 Strictly It Takes Two 
Fleur East presents more exclusives ahead of 
Saturday's Halloween extravaganza. (S) (HD) 


7.00 Your Garden Made Perfect 

Angela Scanlon meets Agata and David in Benfleet, 
Essex, who initially thought their garden would be 
ideal for their autistic son. However, they soon found 


that the awkward L-shape posed a problem. 
Series producer Alice Almond; Executive producers Kitty Walshe and 
Joff Wilson (R) (S) (HD) 


8.00 Gardeners’ World 

With Halloween approaching, Monty Don takes stock 
of his pumpkins and squashes, plants up alpines and 
shows how to divide a large fern to create new plants. 
Adam Frost and Advolly Richmond visit Hever Castle 
in Kent to learn more about the grand garden design, 


while Frances Tophill heads to a Franciscan friary. 
Series producer Sharon Fisher; Exec producer Gary Broadhurst (S) (HD) 
RT GARDENING Save £15 on a hybrid tea rose collection, plus offers 
on primula “Belarina” and twin pack of professional compost: p153 
Buy the Rob Burrow MND rose, supplied as one bare root plant: p151 


Your RT Gardening: page 140 


9.00 Uncanny 

@ 3/3. In the last case, Danny Robins meets Heather 
who 30 years ago moved into a student house in 

Oxford with two friends — a property they came to 


believe was haunted by a malevolent entity. See p106. 
Series producer Joe Myerscough 
Executive producers Danny Robins and Benjamin Leigh (S) (HD) 


10.00 Red Dwarf 

@ 3/6 Series 2. Thanks for the Memory. The 
crew members wake up to the realisation their 

memories have been erased — and to make matters 

worse, some fiend has completed Lister's jigsaw. 

All twelve series are on iPlayer. See page 107. 


Arnold Rimmer Chris Barrie Cat Danny John-Jules 
Lister Craig Charles Holly Norman Lovett 
Writers Doug Naylor and Rob Grant; Director Ed Bye (R) (S) (HD) 


10.30 Newsnight With Victoria Derbyshire. (s) (HD) 
11.00 Weather (5) (HD) 


11.05 Apocalypse Now: Final Cut 
Francis Ford Coppola's special version of his 
war drama. In Vietnam, Captain Willard is drawn 

into a nightmarish world when he is ordered to 

assassinate a rebel American officer who has 
established his own army in the Cambodian jungle. 

Available on iPlayer for 30 days. Review page 113. 


Captain Willard Martin Sheen Agent Bill Graham 
Colonel Kurtz Marlon Brando First Playmate Cynthia Wood 
Lt Col Kilgore Robert Duvall Second Playmate Colleen Camp 
Chef Frederic Forrest Third Playmate Linda Carpenter 
Chief Albert Hall Soldier in trench Jack Thibeau 
Lance Sam Bottoms Machine gunner Damien Leake 
Clean Larry Fishburne Lieutenant Carlsen Glenn Walken 
Photo journalist Dennis Hopper Johnny from Malibu Jerry Ross 
General GD Spradlin Supply sergeant Tom Mason 
Colonel Harrison Ford Hubert DeMarais Christian Marquand 
Captain Richard Colby Scott Glenn Roxanne Sarrault Aurore Clément 


Director Francis Coppola (2019, 15) (S) (W) (HD) 


1.55-4.10am Sign Zone 1.55 Panorama In-depth current 
affairs report. Shown Monday 8pm BBCI (S) (HD) 

2.25 Saving Lives at Sea 3/10 Series 8. Reports of a 
kayaker who has failed to make it to shore. (R) (S) (AD) (HD) 
3.25 Eva Longoria: Searching for Mexico 2/6. The actress 
explores the mountainous northern region of Nuevo Leén, 

a place where Mexico meets Texas. (R) (S) (AD) (HD) 


BBC2 Freeview 2/HD 102 Freesat 102 Sky 102 Virgin 102 
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ITV1 


Emmerdale 
7.00pm Suspecting 
that Jacob has a 
secret girlfriend, 
Leyla tries to find 
out her identity 


4.00pm Tipping Point 
Quiz show hosted by Ben Shephard. 
Director Richard van't Riet; Series producer Chris Hale (R) (S) (HD) 


5.00 The Chase 

Jamie, Jennifer, Caitlin and Peter work as a team 
to take on a Chaser and secure a potentially 
huge cash prize. Presented by Bradley Walsh. 


Executive producers Michael Kelpie, Martin Scott 
and Helen Tumbridge (R) (S) (HD) 


6.00 Regional News Weather (s) (HD) 
6.30 ITV Evening News Weather (s) (HD) 


7.00 Emmerdale 
Leyla is suspicious. Gail has some heartbreaking 
news. Lydia is grateful for the support. 


Leyla Cavanagh Roxy Shahidi Paddy Dingle Dominic Brunt 
Lydia Dingle Karen Blick Rodney Blackstock — Patrick Mower 
Laurel Thomas Charlotte Bellamy Sam Dingle James Hooton 
Liam Cavanagh Jonny McPherson Sarah Sugden Katie Hill 
Mackenzie Boyd © Lawrence Robb SuniSharma  Brahmdeo Shannon 
Mandy Dingle Lisa Riley Suzy Merton Martelle Edinborough 
Manpreet Sharma Rebecca Sarker Tom King James Chase 
Marlon Dingle Mark Charnock Tracy Metcalfe Amy Walsh 
Mary Goskirk Louise Jameson Vanessa Woodfield 

Matty Barton Ash Palmisciano Michelle Hardwick 
Moira Dingle Natalie J Robb Victoria Sugden Isabel Hodgins 
Nate Robinson Jurell Carter Vinny Dingle Bradley Johnson 
Nicky Miligan Lewis Cope Wendy Posner Susan Cookson 
Nicola King Nicola Wheeler Will Taylor Dean Andrews 
Noah Dingle Jack Downham Zak Dingle Steve Halliwell 


Writer Tony Hammond This week's episodes produced by Kate 
Brooks, Laura Shaw and Hannah Cheers, directed by Marianna 
Dean and Tim Finn More cast Thursday (S) (AD) (HD) 


7.30 Rugby World Cup 
Bronze Final 
Live coverage of the play-off for third place at 
the Stade de France in Paris (kick-off 8.00). 
While the final lineup for today's match is yet 
to be determined, the teams taking part will be 
fully committed to the game, even though they 
won't have the opportunity to compete in 
tomorrow's final at the same venue. Despite 
this, the two sides will leave no stone unturned 
as they give their utmost effort in tonight's clash. 
Four years ago in Japan, Warren Gatland’s 
Wales suffered an agonising semi-final defeat 
to eventual winners South Africa in Yokohama, 
which set up a Bronze Final match with New 
Zealand in Tokyo. The All Blacks ultimately 
proved to be too strong for the Welsh with a 
six-try display, as Gatland's first spell in charge 


ended with a disappointing 40-17 defeat. 
Editor Guney Gok (S) (HD) 


In the event of extra time, subsequent 
programmes may run late or change 


10.30 ITV News 
Weather; Regional News and Weather (s) (HD) 


11.20 The NFL Show 

Craig Doyle, Osi Umenyiora and Jason Bell 
present highlights of Buffalo Bills v Tampa Bay 
Buccaneers and reflect on the season so far. (S) (HD) 


12.10am Mamma Mia! | Have a Dream 1/8. Hopefuls 
compete for the roles in London's West End production 
of Mamma Mial, in front of judges Alan Carr, Jessie 
Ware, Amber Riley and Samantha Barks. Presented by 
Zoe Ball. See choice, page 56. Shown Sun 6pm (S) (HD) 
1.25 All Elite Wrestling: Collision Hard-hitting action 
from the AEW. Shown Wednesday 9pm ITV4 (S) (HD) 

3.05 Angela Black 2/6. Angela's worst fears are 
confirmed by Ed's revelations. (R) (S) (SL) (AD) (HD) 

3.55 Unwind A sequence to calm the mind. (S) (HD) 
5.10 Made in Britain Acoustic guitars. (R) (S) (SL) (AD) (HD) 
5.35-6.00am Ainsley's Good Mood Food Creating a 
spicy crab salad. Shown Saturday 12.10pm (S) (SL) (AD) (HD) 


ITV1 Freeview 3/HD 103 Freesat 103 Sky 103 Virgin 103 
+1 Freeview 35 Freesat 12 Sky 203 Virgin 303 


Gogglebox 9.00pm 
Best seats in the 
house: Dave and 
Shirley from 
Caerphilly tackle 
the week's TV 


5.00pm Help! We Bought a Village 
The owners of a hamlet in the Limousin finally 


move into their renovated piggery. 
Repeated 7pm 4seven (S) (HD) 


6.00 Four in a Bed 

Payment day sees Maxine confront Gareth and 
Jonny about their complaints, and Surinder and 
Safia dust off their cleanliness criticisms. (S) (HD) 


6.30 The Simpsons 
Grampy Can Ya Hear Me. Bart helps Lisa break 
into school to correct her homework. (R) (S) (AD) (HD) 


7.00 Channel 4 News Sport; Weather (5) (HD) 


7.30 Unreported World 

Ep 2. Mexico's Exotic Pet Trade. Anja Popp 
looks into what has become a trapping of 
Mexico's wealthy elite, and investigates how 


dangerous pets can be difficult to manage. 
Director/Producer Stefania Buonajuti (S) (AD) (HD) 


7.55 Stand Up to Cancer: Julius's Story 
Julius shares his experience of being diagnosed 
with a rare form of blood cancer. (S) (AD) (HD) 


8.00 Secrets of the Supermarket 
Own Brands 

From Aldi and Lidl to Sainsbury's and Waitrose, 
sales of supermarkets’ own label products are 
higher than they've ever been as people try to 
make savings. Looking at items from biscuits to 
washing powder, Denise Van Outen reveals the 
reality behind who really makes them and asks 


if cheaper alternatives offer better value. 
Director/Producer Tim Robinson (R) (S) (AD) (HD) 


9.00 Gogglebox 
Ep 8. The armchair critics share their opinions on 


what they have been watching during the week. 
Executive producers Mike Cotton, Leon Campbell and Victoria 
Ray Repeated 11.05pm 4seven (S) (AD) (HD) 


10.00 Jon and Lucy's Odd Couples 
4/6. Jon Richardson and Lucy Beaumont host 
as two more celebrity couples find out who has 
the stronger relationship. Actress Amanda 
Abbington and her partner, escapologist Jonathan 
Goodwin, take on former Pussycat Doll Kimberly 


Wyatt and her husband, model Max Rogers. 
Series director Geri Dowd; Series producer Stevie Miller (R) (S) (HD) 


11.05 The Inbetweeners 2 *x* 
Comedy sequel based on the TV series. 
When old friend Jay describes Australia as 

“the sex capital of the world”, Neil, Will and Simon 

can't wait to sample the delights of Down Under. 

Nothing can possibly go wrong, can it? Available 

to stream for 30 days. Review page 113. 


Will McKenzie Simon Bird Neil Sutherland Blake Harrison 
Jay Cartwright James Buckley Katie Emily Berrington 
Simon Cooper Joe Thomas Polly McKenzie Belinda Stewart-Wilson 


Directors Damon Beesley and lain Morris (2014, 15) (S) (AD) (W) (HD) 


12.55am Stand Up to Cancer: Deborah James's Story 
How the social influencer became an inspiration for those 
living with bowel cancer. Shown Thu 7.55pm (S) (SL) (AD) (HD) 
1.00 The Grudge ** Supernatural horror starring 
Andrea Riseborough. In small-town Pennsylvania, 
a grieving detective investigates after a corpse is 
found in the woods, and finds herself drawn to a house 
with a grisly history. Available to stream for 7 days. 
Director Nicolas Pesce (2020, 15) (S) (W) (HD) 
2.35 Ramsay's Hotel Hell Gordon Ramsay visits 
a Tuscan-style hotel in New Mexico. (R) (S) (AD) (HD) 
3.20 Come Dine with Me Contestants from the 
Nottingham and Derby area battle it out. (R) (S) (AD) (HD) 
5.25-5.50am Beat the Chef An amateur cook 
competes against professional Mark Sargeant. (R) (S) (HD) 


Channel 4 Freeview 4/HD 104 Freesat 104 Sky 104 Virgin 104 
+1 Freeview 15 Freesat 121 Sky 204 Virgin 304 


Weller at the 
BBC 9.00pm The 
changing man: 
music from the 
Jam, the Style 
Council and solo 


7.00pm Top of the Pops 1995 
Mark Goodier presents the edition 
from 20 April, featuring Bryan Adams, 


Wet Wet Wet, Bjork and Take That. 
Producer Ric Blaxill (R) (S) 


7.30 Chris Evans presents the pop 
chart programme, first broadcast on 
27 April, featuring MN8, Let Loose, 


Love City Groove and Oasis. 
Director Claire Winyard; Producer Ric Blaxill (R) (S) 


8.00 Top of the Pops 1986 
Janice Long counts down the hits from 
30 October, with Mel and Kim, Berlin, 
Catherine Stock and Status Quo. 


Producer Stanley Appel; Executive producer 
Michael Hurll Repeated 1.30am (R) (S) 


8.30 Top of the Pops 1977 
David "Kid" Jensen looks at the pop 
chart from 27 October and introduces 
Slade, Mary Mason, Darts and Boney M. 


Directors Johnny Pearson and Stanley Appel 
Exec producer Robin Nash Repeated 2am (R) (S) 


9.00 Weller at the BBC 

A compilation of performances 

tracking the career of singer/ 
songwriter Paul Weller, with footage 
spanning his career revealing how he 
evolved from his beginnings in mod-punk 
trio the Jam to the more soulful sound 
of the Style Council and finally on to 
his solo work. The programme also 
features Weller duetting with Noel 
Gallagher on That's Entertainment, 
and with Amy Winehouse on Etta 


Jones's Don't Go to Strangers. See p106. 
Producer Serena Cross Rptd 2.35am (R) (S) (HD) 


10.00 Paul Weller: Live at the 
Barbican 

The quintessentially British singer/ 
songwriter collaborates with arranger 
and conductor Jules Buckley and the 
BBC Symphony Orchestra for a one-off 
concert. Filmed at London's Barbican 
Centre in May 2021, the evening features 
songs from Weller's substantial back 
catalogue, including early compositions 
for the Jam, 1980s classics with the 
Style Council and four decades of solo 
work. Special guests Boy George, James 
Morrison and Celeste also perform 
some of Weller's best-loved tunes. 


Director Matthew Woodward 
Producer Martyn Stevens (R) (S) (HD) 


11.30 Paul Weller: BBC Four 
Sessions 

The “Modfather"”, accompanied by his 
band plus a string and brass section, 
performs tracks from his album 

22 Dreams at BBC Television Centre. 
He is joined on stage by former Oasis 
guitarist Gem Archer, fiddle player 
Eliza Carthy and Blur guitarist Graham 
Coxon. First broadcast in 2008. 


Director Janet Fraser Crook 
Producer Alison Howe (R) (S) (HD) 


12.30am Dire Straits: Arena A profile of 
the band as they record their third album, 
Making Movies. First broadcast in 1980. (R) (S) 
1.30 Top of the Pops 1986 Shown 8pm (S) 
2.00 Top of the Pops 1977 Shown 8.30pm (S) 
2.35-3.30am Weller at the BBC 

Shown 9pm (S) (HD) 


BBC4 F'view 9/HD 106 F'sat 108 Sky 116 Virgin 108 


BBC1 
SCOTLAND 


7.30-8.00pm 
Landward 12.45am 
A View from the 
Terrace 1.45 Weather 
for the Week Ahead 
1.50-6.00 News 


BBC 
SCOTLAND 


7.00pm The Seven 
7.30 Sportscene: 
Women's Nations 
League: Netherlands v 
Scotland (kick-off 7.45) 
10.00 Still Game: 
Boabby and Stevie 

the bookie vie for the 
attention of the new 
pizza girl 10.30 A View 
from the Terrace 
11.30-12 midnight 
Burnistoun 


STV 


3.55-5.10am 
Night Vision 


BBC1 WALES 


7.00-7.30pm Wales's 
Home of the Year: 
Owain, Mandy and 
Glen reach the North 
West in their search 
11.30 My Sperm Donor 
and Me: identifying 
sperm, egg and 
embryo donors 

12 midnight RuPaul's 
Drag Race UK 

1.15am Blankety Blank 
1.50-6.00 News 


BBC2 WALES 


4.15pm Match of the 
Day Wales Live: 
Germany v Wales 
(kick-off 4.45). Both 
teams’ third Uefa 
Women's Nations 
League Group A3 
fixture 6.45 Strictly It 
Takes Two 7.15 The 
One Show 7.45-8.00 
Hairy Bikers: Teatime 
Treats: victoria sponge 


BBC1 
NORTHERN 
IRELAND 


7.30pm The Fast and 
the Farmer-ish: the 
teams compete in the 
semi-final 8.00-8.30 
Scarlett's Driving 
School: make-up artist 
Nai has failed her 
driving test nine times 


Channel 5 


listings are overleaf 


ie — 
i RT Choice #& Family @ Red button (R) Repeat (S) Subtitles (SL) Signing (AD) Audio description (HD) High def FILMS Bd Premiere (W) Widescreen (BW) Black/white EXXM Outstanding **** Very good *** Worth watching ** Could be worse * Poor 


jal Avdids 


UOISIAS 


109 


ISION FRIDAY 


Telev 


110 


FRIDAY Freeview 


The Good Ship Murder 9.00pm Kate 
is under pressure to not get involved 


5.35am Milkshake! See page 112 

9.15 Jeremy Vine (S) (HD) 

11.15 Storm Huntley (S) (HD) 

12.40pm Alexis Conran (S) (HD) 

1.40 5 News (S) (HD) 

1.45 Home and Away Kirby is conflicted. 

Shown yesterday 6.30pm 5 Star (S) (AD) (HD) 

2.15 Once upon a Christmas Miracle ** 
Romantic drama. The romance 
between a former marine and a 

student happens via an unlikely route. 

Director Gary Yates (2018) (S) (W) (HD) 

4.00 Bargain-Loving Brits in the Sun 

Cabaret star Mark shoots a no-budget 

short film for his stage act. (R) (S) (HD) 


5.00pm 5 News (S) (HD) 


6.00 Dogs Behaving (Very) Badly 
9/15 Series 4. Dogs Buzz and Roshi used 
to be best buddies, but have been at war 
since moving into a new home. (R) (S) (HD) 
6.55 5 News Update (S) (HD) 


7.00 Shop Smart, Save Money 
Angellica and Ortis help a couple from 
Lancashire find a budget-friendly fitness 
tracker. Jon tests winter jackets. (S) (HD) 
7.55 5 News Update (S) (HD) 


8.00 Susan Calman's Grand Day Out 
Ep 4. Series 6. The presenter explores 
the Scottish Borders, and Dumfries 

and Galloway. Just outside the town of 

Duns, Susan hears about Scotland's first 

Formula One champion. See page 106. 

Directors Susan McGregor and Kate Baller (S) (HD) 


9.00 The Good Ship Murder 
3/8. Sinister secrets are revealed 
in Casablanca when a charity 
helping street kids is mired in scandal 
and a murder is committed. See p107. 


Jack Grayling Shayne Ward 
Kate Woods Catherine Tyldesley 
Jamil Al-Rashid Zak Douglas 
Beverly Carnell Claire Sweeney 
Piers de Vreese Geoffrey Breton 
Yuval Goldmann Nikolai Tsankov 
Paulette Giggs Jane Slavin 
Suhani Summers Avita Jay 
Chafiq Harrak Cosh Omar 
Omar Ayouch Twana Omer 
Al Qirsh Elijah Braik 
Therese Cabrier Umulisa Gahiga 


Director Steve Hughes (S) (HD) 


10.00 New series. World's Most 
Expensive Cruise 

Cameras return to the Seven Seas 
Splendor. Ahead of a Mediterranean 
cruise , married couple Annabel and 
Alex - both part of the entertainment 
team — welcome guests aboard. 

Exec producers Will Smith and George Waldrum (S) (HD) 


11.05 Ambulance: Code Red 

A mother calls 999 to say her three- 
year-old child has stopped breathing. 
Directors Tina Curley and Matt Bridger (R) (S) (AD) (HD) 


12.05am Cricket World Cup (S) (HD) 
1.05 Casino (S) (HD) 3.05 Friends (R) (S) (HD) 
4.00 How The Victorians Built Britain (R) (S) 
(HD) 4.50 Wildlife SOS (R) (S) (SL) (HD) 
5.10 House Doctor (R) (S) (SL) (HD) 

5.30-5.40am Entertainment News (S) (HD 
Freeview 5/HD 105 Freesat 105 Sky 105 Virgin 105 
Freeview 38 Freesat 128 Sky 205 Virgin 305 


BBC4 listings are overleaf 


Blinded By the Light 9.00pm Javed's 
(Viveik Kalra) life is about to change 


7.00pm Top Gear 

Richard Hammond heads off to Texas to 
learn about Nascar racing. (S) (HD) 
Followed by New. The Catch Up (s) (HD) 
8.00 James takes the Vauxhall Corsa VXR 
Nurburgring for a run around. (S) (AD) (HD) 


9.00 Blinded by the Light *xx* 
i Comedy drama starring Viveik Kalra. 
Luton, 1987: outcast Javed, the son of 
Pakistani immigrants, is introduced to the 
music of Bruce Springsteen. But there's 
one crucial thing he craves: winning the 
approval of his father, Malik. Available on 
iPlayer for 25 day. Review page 63. 


Director Gurinder Chadha (2019, 12) (S) (W) (HD) 
Shown Sunday BBC2 


10.50 Scary Stories to Tell in the 
EE Dark *** Horror starring Zoe 

Margaret Colletti and Michael Garza. 
In 1968 Pennsylvania, four teenagers 
discover a book of horror stories written by 
a local woman who was hounded into taking 
her own life. Soon, the book's blank pages 
are mysteriously filled with nasty tales 
that then happen in real life and the gang 
are forced to stay one step ahead. Available 
on iPlayer for 30 days. Review page 113. 
Director Andre Ovredal (2019, 15) (S) (W) (HD) 
12.30am New. The Bold Type: 10/16 Series 4 
Sutton and Richard's wedding day has 
arrived. A box set is on iPlayer (S) (HD) 
1.10 Scars: Surviving a Stabbing (S) (AD) (HD) 
2.10 Hunting the Catfish Crime Gang (S) 
(AD) (HD) 3.10 BBC New Comedy Awards 4/7 
A nationwide search for the best new 
stand-up Shown Wednesday 10pm (S) (HD) 
3.40-3.55am Lazy Susan (S) (HD) 

F'view 23/HD 107 (not Scot/Wales) F'sat 179/HD 107 
Sky 115 (117 Wales; 121 Scotland) Virgin 107 (157 Scotland/Wales) 


5.00am CITV: children’s programmes (S) (HD) 
9.00 One Tree Hill (S) (HD) 10.00 Dawson's 
Creek (S) (HD) 11.00 Dress to Impress (S) (HD) 
12 noon Dinner Date (S) (AD) (HD) 1.00pm 
Alan Carr's Epic Game Show (S) (AD) (HD) 

2.00 Chuck (S) (HD) 3.05 One Tree Hill (S) (HD) 
4.00 Dawson's Creek: Dawson's authority is 
questioned (S) (HD) 5.00 Dinner Date (S) (AD) (HD) 


6.00pm Celebrity Catchphrase Stephen 
Mulhern hosts as Lesley Garrett, Jools 
Holland and Adil Ray compete to identify the 
popular phrases hidden in the clues. (S) (AD) (HD) 
7.00 Alan Carr's Epic Game Show Series 2 
Alan hosts a revival of the classic game show 
Take Your Pick, as brave contestants test 
their luck in the Yes/No game. (S) (AD) (HD) 
8.00 Bob's Burgers Series 6. Louise reveals 
she has never been scared before, so the 
Belchers visit a haunted house. (S) (AD) (HD) 
8.30 Series 7 Tina turns to witchcraft when 
Tammy steals her idea for winning the annual 
Halloween costume contest. (S) (AD) (HD) 
9.00 New. Big Brother: Live Eviction 
AJ Odudu and Will Best present as one 
housemate is given the boot. (S) (HD) 
10.00 New. Big Brother: Late and Live 
AJ Odudu and Will Best host the show from a 
studio next to the Big Brother house. (S) (HD) 
11.05 Family Guy Series 17 Lois reads a 
new book on the delights of decluttering, so 
she challenges the Griffins to throw anything 
out that does not spark joy. (S) (AD) (HD) 
11.35 Quagmire hits it off with Courtney — 
only to discover she is his daughter. (S) (AD) (HD) 
12.05am American Dad! (S) (AD) (HD) 1.00 Bob's 
Burgers (S) (AD) (HD) 2.00 lain Stirling's 
CelebAbility (S) (HD) 2.45=3.00am Unwind (S) (HD) 
Freeview 6 Freesat 113 Sky 118 Virgin 115 
Freeview 29 Freesat 114 Sky 218 Virgin 315 


DCI Banks /0.00pm The detective is 
called in when five girls go missing 


6.00am Classic Emmerdale (S) 7.05 Classic 
Coronation Street (S) (AD) 8.10 Bless This 
House (S) 9.15 Where the Heart Is: 4/9 
Series 10. Walk of Faith. Billy begins to come 
to terms with Sally's death Repeated 12.10am; 
10.20 5/9. Closure. It's David's birthday, 

but not a good day to celebrate as the 
problems at the factory come to a head 
Repeated 1.15am (S) (AD) 11.30 Heartbeat: 
20/24. A latter-day Robin Hood is operating 
in the area and baffling police; 12.35pm 
21/24. The investigation into a murder 
throws up some surprising suspects (S) (AD) 
1.40pm Classic Emmerdale: double bill. 
Marlon makes arrangements for Sam's 
escape to Ireland, then Edna tells the police 
that Sam didn't steal the money from her 
purse (S) 2.40 Classic Coronation Street: 
double bill. Peter begs Tracy to come clean to 
the real father, then Ashley berates Fred for 
meddling in his love life (S) (AD) 3.45 Agatha 
Christie's Marple: Greenshaw’'s Folly. Miss 
Marple helps an old friend to find refuge at a 
country pile, Greenshaw’s Folly (S) (AD) (HD) 


5.45pm LIVE Darts 

Jacqui Oatley presents coverage of first- 
round matches on day two of the European 
Championship from the Westfalenhalle in 
Dortmund, Germany, as the leading 32 
players on the order of merit compete for 
the title. Several former world champions 
were eliminated at this stage last year, with 
Michael van Gerwen, Rob Cross and Gerwyn 
Price losing out to Chris Dobey, James 
Wade and Rowby-John Rodriguez. (S) (HD) 


10.00 DCI Banks 
1/8 Series 1. Aftermath 1/2. A routine 
house call leads to an officer's murder and 
the most difficult case of Banks's career. 
Five girls have gone missing and are feared 
dead, but there could be one victim still 
alive. Stephen Tompkinson stars, with 
Andrea Lowe and Samuel Roukin. (S) (AD) (HD) 
11.05 2/8. Aftermath 2/2. The death of 
serial killer Marcus Payne leaves more 
questions than answers. (S) (AD) (HD) 
12.10am Where the Heart Is Shown 915/10.20am 
(S) (AD) 2.20=2.30am Unwind (S) (HD) 
Freeview 10 Freesat 115 Sky 119 Virgin 117 
F'view 59 (9pm-4am) F'sat 116 Sky 219 Virgin 317 


6.00am British Touring Cars (S) (HD) 6.15 
Minder (S) (SL) (AD) 720 The Professionals (S) 
(SL) (AD) 8.20 The Saint (S) 9.25 Dempsey 
and Makepeace (S) (AD) 10.30 Magnum, PI (Ss) 
(AD) (HD) 11.35 New. BattleBots: there’s a cash 
bounty on the head of Witch Doctor (S) (HD) 
12.35pm The Saint (S) 1.40 Dempsey and 
Makepeace (S) (AD) 2.45 Magnum, PI (S) (AD) 
(HD) 3.45 The Professionals: a meeting is 
under threat (S) (AD) 4.55 Minder (S) (AD) 
5.55pm New. BattleBots Four teams have 
died and four have survived. Now only one 
can become the Bounty Hunter. (S) (HD) 
7.00 LIVE Women's Nations League 
Seema Jaswal presents coverage of 
England v Belgium, both teams' third 
match in Group Al, held at King Power 
Stadium in Leicester (kick-off 7.45). (S) (HD) 
10.10 New. All Elite Wrestling: Dynamite 
Hard-hitting action from the world of All Elite 
Wrestling — the roster features world-class 
talent including Jon Moxley, Chris Jericho, 
Bryan Danielson and Claudio Castagnoli. (S) (HD) 
12.10am River Monsters (S) (HD) 1.10 Extreme 
Salvage Squad (S) (HD) 2.05 The Protectors (S) 
(SL) (HD) 2.40=3.00am Unwind (S) (HD) 

TV4 Freeview 26 Freesat 117 Sky 120 Virgin 118 

Freesat 118 Sky 220 Virgin 318 


Father Brown 8.00pm Sid's new 
girlfriend is arrested for murder 


7.10am All Creatures Great and Small Rptd 
4.20pm (S) 8.00 Doctors: double bill. Rana 
has trouble with a diagnosis, then a pregnant 
woman hides a troubled past (S) 9.20 Classic 
Holby City: Ollie is forced to face his emotions 
when a patient is unexpectedly re-admitted 
(S) (HD) 10.40 Casualty: it's Duffy's last shift in 
A&E 11.50 The Bill: Gabriel blackmails Kerry 
12.50pm Classic EastEnders: double bill. Albert 
Square says its final farewells to Mark Fowler, 
then Minty makes a grave error of judgement 
regarding Sam 2.10 Pie in the Sky: 4/10 Series 1 
Henry investigates corruption in the police 
force (S) 3.10 Bergerac: 9/10 Series 3. A father 
and son visit Jersey 4.20 All Creatures Great 
and Small: 8/16 Series 3. A Dying Breed. Tristan 
earns himself a glowing reputation Shown 70am 
5.30 The Upper Hand: 8/19 Series 4. Jamie's 
grandfather is set up on a blind date with Laura 


6.05pm ‘Allo ‘Allo! 

25/26 Series 5. Down the Drain. Yvette 
and Edith both question René about the 
whereabouts of the gold. (Ss) 


6.40 Last of the Summer Wine 
Series 17. Beware of the Elbow. The trio 
meet a man with an inflatable doll. (S) (AD) 
7.20 The Thing in Wesley's Shed 
Wesley unveils his latest creation. (S) (AD) 


8.00 Father Brown 

2/10 Series 4. The Brewer's Daughter. Sid 
falls for the heiress to a local brewery, only 
for her to be arrested for murder. (S) (AD) (HD) 
9.00 3/10. The Hangman's Demise 

The priest investigates the murder of a 
former hangman. (S) (AD) (HD) 


10.00 New Tricks 

7/10 Series 11. In Vino Veritas. The team 
reopens the case of a pub landlord killed in 
a fire, officially ruled as suicide. (S) (AD) (HD) 


11.20 Dalziel & Pascoe 
4/4 Series 4. The British Grenadier 
Dalziel is caught up in an armed siege. (AD) 
1.10am Banished: 5/7. Major Ross is deeply 
affected by a personal loss (S) (AD) (HD) 
2.20-4.00am Classic Holby City: Michael 
tries to spend time with his daughter (SL) 
Freeview 20 Freesat 158 Sky 143 Virgin 116 
Freeview 60 Sky 243 Virgin 316 


7.00am The Real Housewives of Cheshire (S) 
(AD) (HD) 8.00 The Big Bake: Halloween (S) 
(HD) 9.00 LittleBe: children’s programmes (HD) 
12 noon Unboxed (S) (HD) 12.25pm The Real 
Housewives of Beverly Hills (S) (HD) 1.25 The 
Only Way Is Essex (S) (HD) 2.05 The Big Bake 
(S) (HD) 3.05 New. Million Dollar Listing: LA: 
selling a deluxe apartment (S) (HD) 4.05 The 
Real Housewives of New Jersey (S) (HD) 5.00 
The Real Housewives of Salt Lake City (S) (HD) 
6.00pm Masters of Flip Dave and Kortney 
Wilson flip an 1800s property. (S) (HD) 
7.00 The Big Bake Cakes that capture 
monsters on the open road. (S) (HD) 
8.00 New. The teams must take some big 
risks as they create cakes that feature 
Halloween's most daring monsters. (S) (HD) 
9.00 Botched A woman suffering from pain 
duct-tapes her calf implants daily, while a 
man has a bicep implant that wants to flip. 
10.00 A cancer survivor loses her upper lip 
after a procedure, while a college scholar 
hopes to remove a graft from her foot. 
11.00 A woman with half a lip. (S) (AD) (HD) 
12 midnight The Only Way Is Essex (S) (HD) 
12.45-1.00am Unwind (S) (HD) 

Freeview 28 Freesat 119 Sky 131 (132 Scotland) 
Virgin 119 +1 Virgin 319 


PODCAST 


ALL PROGRAMMES ON THE ABOVE CHANNELS ARE REPEATS UNLESS OTHERWISE STATED 


The latest series of The Radio Times Podcast — available now! 


SCAN TO 
LISTEN 


FRIDAY 27 OCTOBER 


For Life 9.00pm Ayla and Victoria 
investigate a young woman's murder 


8.55am Kirstie’s Handmade Treasures 
9.15 A Place in the Sun 10.05 A New Life 
in the Sun 11.05 Find It, Fix It, Flog It (AD) 
1.10pm Heir Hunters 3.10 Four in a Bed 
5.50 The Secret Life of the Zoo (AD) 
6.55pm The Dog House Australia 
Harley the American bull cross is a long-term 
resident at Animal Welfare League, and is 
often overlooked for adoption due to his size 
- will his personality help him find a home? 
7.55 Grand Designs Neurologists Penny and 
Mark are restoring a Victorian gatehouse on 
a hill in north London. To marry his love of 
period buildings with her passion for modern 
architecture, they are painting it white and 
adding a giant zinc-clad box at the back. (AD) 
9.00 New. For Life Ep 5. Victoria hatches 
a plan to make her situation easier while 
also undermining Devold. Ayla and Victoria 
discover nothing is as it seems with the 
murder of a woman. Norwegian +subtitles. 
10.05 24 Hours in A&E Aaron is rushed to 
St George's after overturning his car onto metal 
railings during a high-speed crash. He has a 
serious laceration to his face where a spiked 
railing narrowly missed his eye socket. (AD) 
11.05 Angy questions her future when her 
partner Danny suffers a leg fracture ina 
motorcycle accident and doctors think he 
might have other hidden internal injuries. (AD) 
12.10am Eight out of Ten Cats Does Countdown 
1.15 24 Hours in A&E (AD) 3.25=3.50am Food 
Unwrapped: a look at vanilla ice cream (AD) 

F'view 18 F'sat 124 Sky 136 (137 Scotland) 
Virgin 147 +1 Freesat 125 Sky 236 (237 Scot) Virgin 347 


6.00am Hollyoaks Shown Tue/Wed 7pm (AD) 
7.00 Married at First Sight UK 8.00 Melissa 
& Joey (AD) 9.00 Brooklyn Nine-Nine (AD) 
10.00 The Big Bang Theory (AD) 11.00 The 
Goldbergs (AD) 12 noon The Big Bang Theory 
(AD) 2.00pm The Goldbergs (AD) 3.00 Modern 
Family 4.00 Married at First Sight UK 5.05 
The Big Bang Theory: two episodes (AD) 


6.00pm The Big Bang Theory 5/24 Series 4 
Leonard resorts to desperate measures. (AD) 
6.30 6/24. Raj’s sister creates tension. (AD) 
7.00 Hollyoaks Dave is a man on a mission, 
and Peri makes a shocking discovery. (AD) 
7.30 Young Sheldon 15/21 Series 3 
Meemaw meets Dale's ex-wife June. (AD) 
8.00 New. Modern Family 15/22 Series 7 
Mitch and Cam are snubbed at a wedding. 
8.30 New. 16/22. A lie spirals out of control 
for Phil. Both episodes first shown on Sky Showcase 
9.00 The Inbetweeners 5/6 Series 1 
The lads visit a Caravan Club meeting 
9.30 6/6. Will organises the Christmas prom. 
10.00 1/6 Series 2. Will is keen on a new girl. 
10.35 2/6. Work-experience week begins. (AD) 
11.05 Naked Attraction Dog groomer Nico 
and “bad girl" Patrice seek partners. (AD) 
12.15am Naked Attraction (AD) 1.25 Gogglebox 
(SL) (AD) 2.20 First Dates (SL) (AD) 3.20 Below 
Deck Sailing Yacht (AD) 4.05 Brooklyn Nine-Nine 
(AD) 4.55-6.00am Black-ish (AD) 

Freeview 13 Freesat 122 Sky 135 (136 Scot) Virgin 106 

Freeview 30 Freesat 123 Sky 235 (236 Scot) Virgin 306 

F'view 31 F'sat 181 Sky 138 (139 Scot) Virgin 287 


6.00am Fantasy Homes by the Sea 7.00 Shopping 
8.00 Salvage Hunters 10.00 The Yorkshire Auction 
House 11.00 Antiques Road Trip 12 noon Money 
for Nothing 1.00pm A Place in the Sun 2.00 My 
600!b Life 4.00 Animal Cops Houston (AD) 5.00 
Helicopter ER 6.00 The Yorkshire Auction House 
7.00 Antiques Road Trip 9.00 New. Spooked Ireland 
10.00 New. Ghost Adventures 11.00 New. The 
Curse of Robert the Doll 1.00am Ghost Adventures 
2.00 Shopping 4.00 Animal Cops Houston (AD) 
5.00-6.00am Money for Nothing 


Freeview 17 Freesat 160 Sky 142 Virgin 128 


Discovering: Daniel Day-Lewis 
8.00pm The My Left Foot actor 


6.00am Darbar: Music of India 7.00 Lenny 
Henry's Got the Blues (AD) 8.00 The Joy of 
Painting 9.00 Tales of the Unexpected (AD) 
10.00 Alfred Hitchcock Presents 11.00 
Discovering: Bruce Willis 12 noon The Joy of 
Painting 1.00pm Tales of the Unexpected 
(AD) 1.35 FILM Sherlock Holmes in Dressed 
to Kill &* Crime mystery starring Basil 
Rathbone (BW) (W) 3.00 The Art of Film with 
lan Nathan 4.00 Discovering: Michelle 
Pfeiffer 5.00 Tales of the Unexpected (AD) 
6.00pm Alfred Hitchcock Presents An 
antiques shop owner in Cyprus plans to steal 
a valuable icon from a local monastery. 
6.30 A woman tries to kill her husband with 
the help of his business partner. 
7.00 The Joy of Painting Bob Ross creates 
a mountain painting in an oval, with a twist. 
7.30 The secret of the wet-on-wet technique. 
8.00 Discovering: Daniel Day-Lewis A look 
at the life and career of the actor, who won 
Best Actor Oscars for his roles in My Left 
Foot, There Will Be Blood and Lincoln. 
9.00 Grand Ole Opry With Luke Combs, Old 
Crow Medicine Show and Asleep at the Wheel. 
10.00 Featuring performances by Luke 
Combs, Chris Janson and Zach Williams. 
11.00 With Lauren Alaina and Chris Young. 
12 midnight Performances in Nashville by 
Luke Combs and Craig Morgan. 
1.00am Greatest Albums Live 2.30 Live from 
the Artists Den 3.45 Berlin Live; Mike and the 
Mechanics 5.00-6.00am Bafta: Life in Pictures 
Freeview 36 Freesat 147 Sky 130 (131 Scotland) 
Virgin 140/HD 123 BT 350/HD 365 


9.00am The Great House Giveaway 10.00 
Come Dine with Me: five dinner parties in 
Woking and Weybridge (AD) 12.30pm 

A Place in the Sun 2.30 Help! We Bought 
a Village 3.30 Come Dine with Me (AD) 


6.00pm A Place in the Sun Leah 
Charles-King is house-hunting in the 
mountain villages of Malaga Province, Spain. 
7.00 Help! We Bought a Village 

A Scotsman buys a village in Bulgaria after 
spotting it on eBay. Shown 5pm Channel 4 
8.00 The Great British Bake Off: an 
Extra Slice 5/10. Jo Brand and guests Ross 
Noble, Jamie Laing and Oti Mabuse turn over 
Pastry Week. Shown yesterday 8pm C4 (AD) 
9.00 24 Hours in A&E Airlifted to St George's 
following a high-speed car crash, David, 29, is 
in a condition that shocks his girlfriend. 
10.00 Grand Designs Ep 5. Kevin McCloud 
meets Graeme and Melanie, who plan to build 
a three-storey home on a tiny twin garage 
plot in Hackney. Shown Wednesday 9pm C4 (AD) 
11.05 Gogglebox Ep 8. The armchair critics 
review the week's TV. Shown 9pm C4 (AD) 
12.05am Ep 7. Opinions on recent TV. (AD) 
1.10 Taskmaster (AD) 2.15 The Great British Bake 
Off: the bakers face Pastry Week (AD) 3.35-4.50am 
The Great Pottery Throw Down (AD) 


F'view 49 F'sat 127 Sky 137 (138 Scot) Virgin 143 


6.00am How Do They Do It? 6.30 Shed and 
Buried 7.00 The Repair Shop 8.00 American 
Pickers 10.00 Chasing Classic Cars 11.00 Salvage 
Hunters: Classic Cars 12 noon How Do They Do It? 
1.00pm Money for Nothing 2.00 The Repair 
Shop 3.00 Shed and Buried 4.00 Salvage 
Hunters 5.00 Salvage Hunters: the Restorers (AD) 
6.00pm Wheeler Dealers 7.00 Outback Opal 
Hunters 8.00 Salvage Hunters 9.00 New. 
Helicopter ER 10.00 New. Border Control Sweden 
11.00 How Do They Do It? 12 midnight Wheeler 
Dealers 1.00am Cops UK: Bodycam Squad 2.00 
Chasing Classic Cars 3.00 Salvage Hunters: 
Classic Cars 4,00=5.00am How It's Made 


Freeview 12 Freesat 172/HD 167 Sky 144 Virgin 137 
Freeview 70 Freesat 168 Sky 244 Virgin 337 


Secrets of the London Underground 
8.00pm Exploring Charing Cross 


6.10am Restoration Workshop 8.00 
Abandoned Engineering (AD) 10.00 
Auschwitz: the Nazis and the Final Solution 
11.00 The Buildings That Fought Hitler (AD) 
12 noon Great American Railroad Journeys 
1.00pm Antiques Roadshow 2.00 Bangers 
and Cash: double bill (AD) 4.00 The Buildings 
That Fought Hitler (AD) 5.00 Auschwitz: 
the Nazis and the Final Solution 
6.00pm Great British Railway Journeys 
Michael Portillo catches a rare glimpse of 
Edwardian life on celluloid. 
6.30 Visiting Heaton Park in Manchester. 
7.00 Antiques Roadshow From the Concorde 
Hangar at the Aerospace Bristol museum. 
8.00 Secrets of the London Underground 
Tim and Siddy explore the disused Jubilee 
Line areas of Charing Cross. (AD) 
9.00 Bangers and Cash: Restoring Classics 
The team take on a modern day fast Ford to 
see if a “quick flip" could make a few quid. (AD) 
10.00 Bangers and Cash Dave finds two 
rare Fiats and a VW Corrado. (AD) 
11.00 Abandoned Engineering An 
elaborate underground complex in Italy. (AD) 
12 midnight Great British Railway Journeys 
1.00-3.00am Restoration Workshop: double bill 
Freeview 27 Freesat 159 Sky 155 Virgin 129 
Sky 255 Virgin 329 


7.10am David Mitchell's Outsiders (AD) 8.00 
Border Force: America’s Gatekeepers (AD) 
9.00 The Force: behind the Line 10.00 
Inside the Factory 11.00 Rick Stein's Cornwall 


12 noon Storage Hunters UK: double bill 
1.00pm Top Gear: triple bill (AD) 4.00 
Pointless 5.00 Rick Stein's Road to Mexico 
6.00pm Rick Stein's Cornwall The chef 
joins a team diving for razor clams. 
6.30 Rick discovers how much the Cornish 
landscape influenced the artist Turner's work. 
7.00 Richard Osman's House of Games 
Matt Edmondson, Sabrina Grant, Andy 
Hamilton and Kirsty Wark take part. 
7.35 Kelly Cates, Tyger Drew-Honey, Desiree 
Burch and Matt Allwright test their skills. 
8.20 QI XL With Lucy Beaumont, Jason 
Manford, Rhod Gilbert and Alan Davies. 
9.00 Sandi Toksvig asks questions relating 
to animals that start with a P. 
10.00 Sandi Toksvig is joined by Sara 
Pascoe, Johnny Vegas and Ed Balls. 
11.00 Taskmaster 2/5 Series 3. Tasks include 
a challenge involving a cement-filled shoebox. 
12 midnight Mock the Week: double bill 
1.20am Would | Lie to You? 2.00 British as Folk 
(AD) 2.50-4.00am Hypothetical 

F'view 19 F’sat 157 Sky 111 (112 Wales) Virgin HD 127 

Freeview 57 Sky 211 (212 Wales) Virgin 327 


7.00am Border Security USA (AD) 8.00 
Nothing to Declare (AD) 9.00 Motorway 
Patrol 10.00 Highway Cops 11.00 Highway 
Patrol 12 noon Motorway Patrol 1.00pm 
Border Patrol 2.00 Border Security USA (AD) 
3.00 Nothing to Declare (AD) 4.00 Stargate 
Atlantis 5.00 Stargate SG-1 6.00 Star Trek: 
Enterprise7.00 Star Trek: Voyager 

8.00 New. NCIS: Los Angeles: Callen’s 
former foster brother is charged with drug 
smuggling First shown on Sky Showcase 9.00 
New series. True Detective: crime drama 
starring Matthew McConaughey and Woody 
Harrelson First shown on Sky Atlantic (AD) 10.15 
Robin Williams: Come inside My Mind (AD) 
12.30am How | Caught the Killer (AD) 1.30 Brit 
Cops: War on Crime 2.30 Road Wars: Thames 
Valley Police combat vehicle crime 3.30 Highway 
Patrol 4.00 Motorway Patrol: double bill 
5.00-6.00am Highway Cops: double bill (AD) 


Freeview 11 Freesat 144 Sky 151 Virgin 135 


9.00am NCIS (AD) 10.55 Entertainment 
News 11.00 NCIS (AD) 12 noon Law & Order 
6.00pm NCIS Series 70. Four episodes. 
Survivors from a helicopter crash are 
discovered 7.00 A petty officer is gunned 
down 8.00 A US Navy lieutenant dies after 
a fight 9.00 Abby creates a 3D computer 
model of the attack that injured Joe Westcott 
(AD) 10.00 Law & Order: Special Victims Unit 
Series 6. Double bill. A wealthy couple are 
murdered, then Stabler gets the chance to 
reinterrogate a suspected child rapist he 
failed to convict 14 years earlier 
12 midnight NCIS 1.55am Law & Order 
3.35-4.00am Criminals: Caught on Camera 
F'view 21 F'sat 129 Sky 141 Virgin 120 (162 Scot) 
Freesat 130 Sky 241 Virgin 320 


8.00am Bargain-Loving Brits in the Sun 
10.00 Casualty 24/7: Every Second Counts 
11.00 GPs: behind Closed Doors (AD) 12 noon 
Traffic Cops 2.00pm Police Interceptors 
5.00 Car Pound Cops: Give Me My Car Back! 
6.00pm Home and Away Tane plots his 
future with Felicity. Shown 1.45pm C5 (AD) 
6.30 New. Cash tries to chase a lead in the 
city, but Madden has warned the station. (AD) 
7.00 GPs: behind Closed Doors Treating 
a patient with a phobia of needles. (AD) 
8.00 Million Pound Motorhomes Amanda 
Lamb and Matt Tebbutt try out motorhoming. 
9.00 FILM Love Actually *** Romantic 
comedy featuring Hugh Grant and Emma 
Thompson. In London, during the weeks leading 
up to Christmas, people from various walks of 
life suffer the highs and lows of being in love. 
11.50 FILM Bridget Jones's Baby **** 
Romantic comedy starring Renée Zellweger, 
Colin Firth and Patrick Dempsey. Life takes a 
twist for forty-something Bridget when she 
discovers she's pregnant. But who is the father? 
2.15=3.00am Trauma Room One 

Freeview 32 Freesat 131 Sky 128 (129 Scotland) 
Virgin 126 +1 Freesat 141 Sky 228 (229 Scot) Virgin 326 


9.00am The Motorway 10.00 Traffic Cops 
11.00 FILM In Harm's Way **** Second 
World War action drama starring John 
Wayne and Kirk Douglas as two US Navy 
officers whose fortunes fluctuate after the 
Japanese attack on Pearl Harbor (BW) 
2.20pm FILM Frontier Marshal *** 
Western starring Randolph Scott. Review p113 
4.00 The Motorway 5.00 Traffic Cops 
6.00pm Police Interceptors Officers come 
under attack from a gang of armed robbers. 
7.00 Tim and Tom team up with Merseyside 
police to raid a house in Liverpool. 
8.00 John wrestles with a drunken reveller 
and a tattoo provides a clue to a drugs bust. 
9.00 Police: Night Shift 999 A man pulled 
over for a minor traffic offence becomes irate. 
10.00 Motorway Cops: Catching Britain's 
Speeders On the M6, PC lan Cosgrove travels 
through rush-hour traffic to reach a hit-and-run. 
11.00 Countryside Crime: Caught on 
Camera In Suffolk, a series of farm thefts 
wreak havoc until CCTV provides vital clues. 
12 midnight Police Interceptors 1.00am Fights, 
Camera, Action! 2.00=3.00am Trucking Heavy 
Freeview 33 Freesat 132 Sky 150 Virgin 130 


9.00am Cash in the Attic (AD) 11.00 The 
Yorkshire Vet 1.00pm Scotland's Most 
Scenic Railway Journeys 2.00 The Yorkshire 
Vet: double bill 4.00 The Highland Vet 5.00 
Ben Fogle: New Lives in the Wild: in Canada 
6.00pm World's Most Scenic Railway 
Journeys A luxury hotel train in South Africa. 
7.00 The Truth about Your Ready Meals 
Alexis Conran explores the world of ready meals. 
8.00 Open All Hours: 50 Years of 
Laughter A celebration of the sitcom. 

9.30 The Rise and Fall of John Leslie 
10.35 Forged in Fire Armed Forces 
Tournament The Grand Final. Last in series. 
11.30 The American Revolution: Drain the 
Oceans Uncovering forgotten shipwrecks. 
12.30am Forged in Fire: double bill 
2.30=3.00am Walking Victorian Britain: the 
cotton industry in Lancashire and West Yorkshire 


F'view (HD only) 46 F’sat 133 Sky 153 Virgin 138 


FREEVIEW TV and film 
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Freeview 231 Freesat 212 Sky 503 Virgin 601 
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999 Rescue Squad 8.00pm 
A forester is badly injured 


6.10am New. Changing Rooms 
Australia 7.30 Inside the Ambulance 
8.00 Tipping Point 10.00 DIY 
SOS: the Big Build 12 noon 
Rochelle Humes: Interior Designer 
in the Making (AD) 1.00pm Tipping 
Point 4.00 My Dream Home 


6.00pm Property Brothers: 
Forever Homes Updating a 
well-loved family home. 


7.00 DIY SOS: the Big Build 
Adapting the home of a West 
Sussex woman who was paralysed. 


8.00 999 Rescue Squad 
A forester is badly injured in an 
accident involving a chainsaw. 


9.00 24 Hours in A&E A man is 
rushed in after a head-on collision. 


10.00 Ski A&E Emergencies 
include a boy with slashed fingers. 


11.00 The Catherine Tate Show 
With Siobhan Redmond. 
11.40 Jill Halfpenny guest stars. 
12.20am Lauren visits the gym. (AD) 
1.00 Plate of Origin 2.30-3.00am 
Inside the Ambulance 

F'view 25 F'sat 156 Sky 132 (133 Scotland) 
Virgin 125 +1 Sky 232 (233 Scotland) Virgin 325 


7.00am The Restoration Man 
8.00 The Great Interior Design 
Challenge 9.00 A Place in the Sun 
10.00 Escape to the Country 11.00 
Fantasy Homes by the Sea 12 noon 
The Restoration Man 1.00pm New. 
Bargain Mansions 2.00 Flip or Flop 
Nashville 3.00 The Great Interior 
Design Challenge 4.00 Escape to 
the Country 5.00 The Restoration 
Man 6.00 A Place in the Sun 7.00 
Fantasy Homes by the Sea 8.00 
Escape to the Country 9.00 New. 
Your Garden Made Perfect: Rhona 
and Mark long for a beautiful garden 
outside their static caravan 10.00 
Inn the Works 11.00 Bargain Mansions 
12 midnight Fantasy Homes by the Sea 
1.00am The Restoration Man 2.00 The 
Great Interior Design Challenge 3.00= 
4.00am My Lottery Dream Home 

F'view 44 F'sat 166 Sky 158 Virgin 191 

Sky 258 Virgin 391 


Available in London area only. Other regional 
stations are available on Freeview 7 or 8 
6.00am Europe's Wilderness 7.00 
Department S 8.00 Grand Tours 
of the Scottish Islands 9.00 Kate 
Humble: off the Beaten Track 9.45 
London Districts 10.00 William and 
Mary 11.00 World War Il: the Price 
of Empire 12 noon Shine On Harvey 
Moon 1.00pm FILM Gypsy Girl 
*&*k* 3.10 A Private Enterprise 
4.50 London Districts 5.00 World's 
Most Extraordinary Families 6.00 
News 7.00 Monkey 8.00 Emmeline 
Pankhurst: the Making of a Militant 
9.00 The Animals Film 11.40 
FILM The Ashram ** 1.30am 
FILM Moonwalkers ** 3.30 News 
Rewind 5.00=5.00am Talking Points 


F'view 8 Sky 117 Virgin HD 159 


FREEVIEW channels 


continued from overleaf 


Outrageous Pumpkins 
12 midnight Damaris Phillips 


6.00am Trisha’s Southern Kitchen 
7.00 The Pioneer Woman 8.00 
Barefoot Contessa: back to Basics 
8.30 The Kitchen 9.30 Chronicles 
of Nadiya 11.00 New. Halloween 
Baking Championship: it's prom 
night at Camp Devil's Food Lake 
12 noon The Great British Bake Off 
2.00pm James Martin's French 
Adventure 3.00 Nadiya’s Family 
Favourites (AD) 4.00 Barefoot 
Contessa: back to Basics 5.00 The 
Pioneer Woman 6.00 James Martin's 
French Adventure: a chicken farm 
and museum in Bresse 7.00 The 
Great British Bake Off: hearty pies 
8.00 River Cottage Veg: Hugh 
Fearnley-Whittingstall meets a 
vegetarian triathlete 9.00 Beat 
Bobby Flay: Holiday Throwdown: 
double bill 10.00 Nadiya’s Family 
Favourites: double bill. Dishes for 
when it seems there is nothing in 
the house to eat, then quick recipes 
for hectic days (AD) 11.00 Diners, 
Drive-Ins and Dives: double bill 
12 midnight New. Outrageous 
Pumpkins 1.00am Restaurant: 
Impossible 2.00=3.00am Halloween 
Baking Championship: creating desserts 
F'view 43 F'sat 148 Sky 140 
(141 Scot) Virgin 190 +1 F'sat 149 Sky 240 (241 Scot) 


8.00am Diagnosis Murder 9.00 
Sue Thomas: F.B.Eye 11.00 Castle 
1.00pm Sue Thomas: F.B.Eye 3.00 
Diagnosis Murder 5.00 Murder, 
She Wrote 7.00 M*A*S*H 9.00 
Randall and Hopkirk (Deceased): 
a bird-lover leaves a strange will 
10.00 The Persuaders! 11.00 
Return of the Saint: Simon and 
Annabel are arrested for the 
murder of a French policeman 
12 midnight M*A*S*H 2.00am Randall 
and Hopkirk (Deceased) 3.00 The 
Persuaders! 3.50 Movie News 4.00 
Castle 4.50-5.00am Movie News 
Freeview 50 (limited) Freesat 142 
Sky 157 Virgin 170 +1 Freesat 143 Sky 257 


9.00am Medical Detectives 11.00 
Murder She Solved 12 noon The 
Real Prime Suspect 1.00pm 
Written in Blood 2.00 The Day | 
Should Have Died 3.00 Medical 
Detectives 5.00 Murder She 
Solved 6.00 The Real Prime 
Suspect 7.00 Judge Judy 
1.00am Murder She Solved 2.00 The 
Real Prime Suspect 3.00 Written in 
Blood: the murder of Collette Aram in 
1983 4.00 The Day | Should Have Died 
4.50-6.00am Medical Detectives 

Freeview 68 Freesat 134 
Sky 147 Virgin 172 


6.00am Westminster Hall 9.00 Select 
Committeess 2.00pm House of Lords: 
highlights of proceedings in the House 
of Lords 6.00 Select Committees: 
recorded coverage of Select Committee 
proceedings 9.00 Scottish First 
Minister's Questions: questions in the 
Scottish Parliament to First Minister 
Humza Yousaf 9.45=6.00am Scottish 
Parliament: highlights of proceedings 
from the Scottish Parliament 


Freeview 232 Freesat 201 
Sky 504 Virgin 605 


al 


Picasso: the Legacy 9.40pm 
Portrait of the Spanish artist 


8.00am Beautiful Serengeti 8.30 
1st to Fight: Pacific War Marines 
9.40 Britain on Film with Tony 
Robinson 10.50 The Irish Civil War 
11.55 New. Picasso: the Legacy 
1.00pm Beautiful Serengeti 1.30 
as 6.10pm 2.40 Britain on Film 
with Tony Robinson 3.55 The Irish 
Civil War 5.00 Picasso: the Legacy 


6.10pm 1st to Fight: Pacific 
War Marines Documentary 

telling the story of the men of 
the famed Ist Marine Division. 


7.20 Britain on Film with 
Tony Robinson Ep 4. Archive 
footage of the colourful 1960s 
from amateur film-makers. 


8.30 The Irish Civil War 3/3 
The origins, conflict and legacy 
of the 1922-23 civil war. 


9.40 Picasso: the Legacy 
Linking the artist's personal life 
with his different artistic periods. 


10.50 Britain on Film with 

Tony Robinson As 7.20pm. 

12 midnight The Irish Civil War 

1.15-2.00am Beautiful Serengeti 
F'view 84 (Ipm-12 midnight only) 

Freesat 155 Sky 174 Virgin 187 


6.00am Hardcore Pawn 7.20 Mega 
Disasters 8.15 Ancient Aliens: the 
Ultimate Evidence 10.10 World's 
Greatest Treasure Mysteries 

11.10 Britain's Most Historic Towns 
12.10pm Storage Wars 1.05 Pawn 
Stars 2.05 Hardcore Pawn 

4.00 Ancient Aliens 6.00 Mega 
Disasters 7.00 Storage Wars 
8.00 New. Ghost Hunters: the 
team makes a trip to a one-time 
Army Air Force Base in Utah 

9.00 New. Paranormal Survivor: 
being haunted by a ghost child 
10.00 Haunted Hospitals 11.00 
Paranormal: Caught on Camera 
12 midnight Paranormal Cops 
12.30am Paranormal Survivor 

1.30 The Proof Is Out There 

2.00 World's Greatest Treasure 
Mysteries 3.00 Dickinson's Real Deal 
3.45 Storage Wars 4.10 Forged with 
Steele 5.00-6.00am Pawn Stars 


F'view 64 F’sat 162 Sky 164 Virgin 174 


7.00am The Chase 10.00 
Catchphrase (AD) 11.00 Supermarket 
Sweep 12 noon Wheel of Fortune 
1.00pm Pointless Celebrities (AD) 
2.00 Who Wants to Be a Millionaire? 
3.00 Blockbusters 4.00 Bullseye 
6.00pm Who Wants to Be a 
Millionaire?: Chris Tarrant hosts the 
big-prize quiz 7.00 Weakest Link: 
Anne Robinson hosts another 
round of the general knowledge 
contest, where teamwork goes 
hand in hand with greed 8.00 The 
Chase: double bill. Bradley Walsh 
presents as four contestants pit 
their wits against ruthless quiz 
genius the Chaser 10.00 Who 
Wants to Be a Millionaire? 11.00 
Bullseye: quiz that tests contestants’ 
skill at darts and their knowledge 
12 midnight Weakest Link 100am 
The Chase 4.00 Who Wants to Be a 
Millionaire? 5.00-6.00am Bullseye (AD) 
Freeview 48 Freesat 146 
Sky 145 Virgin 139 


FRIDAY Freeview & films 


CHILDREN'S. 


5.35am Peppa Pig 5.45 Paw Patrol 
6.00 Sunny Bunnies 6.05 Daisy & 
Ollie 6.10 Milkshake! Monkey 6.15 
Peppa Pig 6.25 New. Oggy Oggy 6.35 
Odo 6.45 New. Tweedy & Fluff 6.50 
New. Fireman Sam 7.00 Thomas & 
Friends 7.10 Peppa Pig 7.20 Paw 
Patrol 7.35 Pip and Posy 7.45 
Paddington 8.05 Chip and Potato 
8.20 Milo 8.30 Paw Patrol 8.45 Ben 
and Holly's Little Kingdom 8.55 Peppa 
Pig 9.00 New. Milkshake! Monkey 
Rhymes 9.10=9.15am New. Story Den 


Full listings for Channel 5 are on p110 


6.00am Colourblocks 6.05 Vegesaurs 
6.10 Bing 6.20 Teletubbies 6.35 Tee 
and Mo 6.40 Chuggington 6.50 Bing 
7.00 Colourblocks 7.05 Hey Duggee 
7.20 Bluey 7.40 Go Jetters 7.50 Peter 
Rabbit 8.05 New. Octonauts 8.15 
Numberblocks 8.20 Alphablocks 8.25 
Steve and Aneeshwar Go Wild 8.30 My 
Petsaurus 8.35 Justin's House 9.00 
Bing 9.10 Yakka Dee! 9.15 Love Monster 
9.20 Dipdap 9.25 Colourblocks 9.30 
Twirlywoos 9.45 Something Special 
10.00 My Petsaurus 10.05 Teletubbies 
10.20 The Toddler Club 10.35 New. 
Tiny Wonders 10.40 Hey Duggee 10.45 
Vegesaurs 10.50 Gecko's Garage 
10.55 Bluey 11.05 Supertato 11.10 
Let's Go for a Walk 11.25 Nick Cope's 
Popcast 11.35 Down on the Farm 11.45 
Our Family 12 noon Big Cook Little 
Cook 12.20pm Waffle the Wonder Dog 
12.30 Get Well Soon 12.40 Andy's 
Safari Adventures 1.00 Yakka Dee! 
1.05 Numberblocks 1.10 Alphablocks 
1.15 Hey Duggee 1.25 Love Monster 
1.40 Colourblocks 1.45 Something 
Special 2.05 Teletubbies 2.20 Dipdap 
2.25 Supertato 2.30 Go Jetters 2.45 
Time for School 2.55 Small Potatoes 
3.00 Andy's Dinosaur Adventures 3.15 
Swashbuckle 3.35 Hey Duggee 3.45 
Peter Rabbit 3.55 New. Fred & Pete's 
Treasure Tales 4.10 Small Potatoes 4.15 
New. The Game Catchers 4.25 Bluey 
4.40 Supertato 4.45 Go Jetters 5.00 
Hey Duggee 5.15 Waffle the Wonder 
Dog 5.25 Sarah & Duck 5.35 JoJo & 
Gran Gran 5.45 Moon and Me 6.10 
Clangers 6.20 In the Night Garden... 
6.50-7.00pm Bedtime Stories 


F'view 202 F'sat 608 Sky 608 Virgin 702 


7.00am Shaun the Sheep 7.10 Danger 
Mouse 7.20 Dennis & Gnasher 
Unleashed! 7.35 Boy Girl Dog Cat 
Mouse Cheese 7.45 New. Newsround 
7.55 Grizzy and the Lemmings 8.10 
Odd Squad 8.25 Monster Loving 
Maniacs 8.35 Hey You What If? 8.40 
Operation Ouch! 9.15 Deadly 60 9.45 
FILM Ratchet & Clank *&%* (W) 11.15 
Danger Mouse 11.40 Grizzy and the 
Lemmings 12 noon Boy Girl Dog Cat 
Mouse Cheese 12.25pm Dennis & 
Gnasher Unleashed! 12.50 The Worst 
Witch 1.15 The Demon Headmaster 
1.45 Silverpoint 2.05 4 o'Clock Club 
2.35 Deadly Mission Shark 3.03 Our 
CBBC 3.05 The Deep 3.30 Danger 
Mouse 3.40 Ninja Express 3.55 Taffy 
4.00 Grizzy and the Lemmings 4.20 
Boy Girl Dog Cat Mouse Cheese 4.30 
New. Monster Loving Maniacs 4.45 
Odd Squad 5.00 New. Blue Peter 5.30 
New. Nova Jones 5.55 One Zoo Three 
6.20 Night of the Living Carrots 
6.30-7.00pm New. Spooky Files 


F'view 201 F’sat 607 Sky 607 Virgin 701 


Streamed on ITVX Kids, plus on ITV2 
5am-9.00 and on ITVBe Yam to 12 noon 


ITVv2 


5.00am Captain Underpants 5.25 
Scooby-Doo! Mystery Incorporated 
5.45 Craig of the Creek 6.10 Teen 
Titans Go! 6.40 Be Cool, Scooby-Doo! 
7.05 Camp Cretaceous 7.30-9.00am 
Scooby-Doo! Mask of the Blue Falcon 


ITVBe 


9.00am Wildwoods 9.15 New. Minibods 
9.20 Lily's Driftwood Bay 9.30 The 
Hive 9.45 Percy's Tiger Tales 10.00 
Oddbods 10.10 Happy the Hoglet 
10.20 The Sound Collector 10.25 
Sooty 10.40 Pingu in the City 10.50 
Bob the Builder 11.20 Postman Pat 
11.35 Mumfie 11.45-12 noon Pip Ahoy! 


11.00am The Ghost and Mrs Muir 
kkk Gene Tierney is beguiled 
by the ghost of Rex Harrison when 
she moves into his former home in 
this wonderful romantic fantasy. 
Review, right. (1947, U) (S) (AD) 

1.20pm The Man from Laramie 
tok Exciting western with 
James Stewart seeking the man 
responsible for supplying the guns 
that killed his brother. (1955, U) (S) 
3.25 The Bells of St Mary's 
%&*k* Enjoyable musical drama in 
which priest Bing Crosby helps nun 
Ingrid Bergman fix up her run-down 
mission. Henry Travers (1945, U) (S) 


6.05pm First Knight *** 
The Arthurian legend gets a 
1990s makeover in this enjoyable 
adventure starring Sean Connery. 
Review, right. Richard Gere (1995, PG) (S) 


9.00 Independence Day: 
Resurgence ** The interstellar 
invaders return in Roland 
Emmerich's underpowered sci-fi 
sequel. Liam Hemsworth (2016, 12) (S) (AD) 


11.20 Wind River *** Earnest 
and occasionally compelling 
thriller in which a game tracker 
and an FBI agent investigate a 
death on a Native American 
reservation. Jeremy Renner (2017, 15) (S) (AD) 


1.30-3.45am Raw Deal *** 
Former FBI agent Arnold 
Schwarzenegger goes under cover 
to nail a Chicago mobster in this 
entertaining, bullet-ridden action 
thriller. Kathryn Harrold (1986, 18) (S) 


Freeview 14 Freesat 300 
Sky 313 Virgin 428 
F'view 47 F'sat 301 Sky 314 Virgin 430 


6.00am Ensign O'Toole TV sitcom. (S) 
6.35 Fools Rush In * Shallow 

and flatly directed crime drama. Ken 
Buckridge (1956, U) (S) 730 Once in a New 
Moon ** An English village is 
separated from the Earth in this 
bizarre sci-fi adventure. Eliot Makeham 
(1935, U) (S) 8.45 Nurse Edith Cavell 
%*&* Anna Neagle plays the First 
World War hero in this sober yet 
affecting drama. (1939, P¢) (S) 10.45 The 
Sandwich Man ** Virtually silent 
comedy featuring a cast of British 
comedy greats. Michael Bentine (1966, U) (S) 
12.45pm Doctor in Trouble ** 
Leslie Phillips winds up as a steward 
on board a luxury liner in this 
innocently smutty comedy. (1970, PG) (S) 
2.30 Crown Court TV drama. (S) 
3.00 In Suspicious Circumstances 
TV drama. (S)4.05 The Sea Shall 
Not Have Them *>% Stiff wartime 
tale of pluck and endurance that's 
worth watching for a stellar cast. 
Michael Redgrave (1954, PG) (S) 5.55 
Treasure of the Golden Condor 
**«* Cornel Wilde seeks his fortune 
to help reclaim his birthright in this 
adventure. Review, right. (1953, U) 
7.45pm Sherlock Holmes: Terror 
by Night *** Basil Rathbone and 
Nigel Bruce are hired to safeguard 
a gem in this short but neat 
Sherlock Holmes mystery. (1946, U) (S) 
9.05 The Believers *** Martin 
Sheen plays a police psychiatrist 
trying to save his son from Satan in 
this horror. Review, right. (1987, 18) (S) 
11.25 The Deep *** Good- 
looking if rather silly adventure in 
which a couple discovers a cache of 
drugs while diving. Robert Shaw (1977, 15) (S) 
2.00am Futureworld *** Robots 
run amok in this inventive sci-fi thriller. 
Peter Fonda (1976, 12) 4.10-5.45am Pit 

of Darkness * Predictable crime 
drama. William Franklyn (1961, PG) (S) 


I Freeview 82 
Freesat 306 Sky 328 Virgin 445 


ALL PROGRAMMES ON THE ABOVE CHANNE! 


LS ARE REPEATS UNLESS OTHERWISE STATED 


Radiolimes The War Years 


U- suitable for all; PG Parental Guidance - for general viewing, but some scenes may be unsuitable for young or sensitive children; 12, 15, 18 - for viewers of these ages and over. 


9.00am | Almost Married a Serial 
Killer ** Smartly plotted witness- 
protection thriller. (2019) 11.00 Bad 
Stepmother ** Low-budget 
thriller. (2018) 1.00pm Love Stories in 
Sunflower Valley ** Cute romantic 
tale. Erin Cahill (2021) 2.55 Love Map 
%*&* Romance starring Ashley 
Bratcher. (2021) 5.00 Garage Sale 
Mysteries: the Mask Murder 
7.00pm Push *>* Sci-fi thriller 
about two psychics who are pursued 
by a government agency and an 
underworld gang. Chris Evans (2009, 12) 
9.00 Deepwater Horizon *x** 
Intense re-creation of the disaster 
on a drilling rig in the Gulf of 
Mexico. Film of the Day, right. (2016, 12) 
11.10 The Expatriate ** 
Watchable if undistinguished chase 
drama with Aaron Eckhart. (2012, 15) 
1.15am Son of a Gun *** A bank 
robber is busted out of jail by a 
young petty criminal in this decent 
Aussie drama. Ewan McGregor (2013, 15) 
3.30 Wild West Chronicles 
4.00-5.40am A Night to Regret 
%*& Tepid thriller. Marguerite Moreau (2018) 
Freeview 34 Freesat 302 

Sky 321 Virgin 425 

Freeview 61 (/imited 10pm-5am) Sky 322 


8.10am Wild West Chronicles 9.10 
Stage to Tucson *x Far-fetched 
but watchable western adventure. Rod 
Cameron (1950, U) 10.55 Wings at War 3: 
Liberation of Europe 12 noon Wild 
West Chronicles 1.00pm Fury at 
Gunsight Pass *** A small town 
is taken hostage by bank robbers in 
this underrated western. David Brian (1956, U) 
2.30 The Last Days of Frank and 
Jesse James *** Compulsively 
watchable western. Johnny Cash (1986) 
4.45 Lost Command ** So-so 
war drama. Anthony Quinn, Alain Delon (1966, 15) 
7.15pm Mega Shark vs Mecha 
Shark * Cut-price sci-fi horror 
with tatty effects. Christopher Judge (2014) 
9.00 We Die Young ** Jean- 
Claude Van Damme is underused in 
this cliché-ridden gang drama. (2019, 15) 
10.55 Battle of the Bulge ** 
Low-budget depiction of the 
famous Second World War battle. 
Stephen Luke, Tom Berenger, Mikeal Burgin (2017, 15) 
12.40am The Exception ** 
Decently acted but tepid Second 
World War drama. Lily James (2016, 15) 
3.00-5.00am Battle Honours 


Freeview 42 (limited) 
F'sat 305 Sky 323 Virgin 426 +1 Sky 324 


8.00am All | Want for Christmas 
*«* Predictable comedy. Melissa 
Sagemiller (2013) 10.00 Mr Christmas 
*&*& Romantic drama starring Sam 
Page. (2017) 12 noon Runaway 
Christmas Bride ** Schmaltzy 
comedy. Cindy Busby (2017) 2.00pm 
A Candlelit Christmas ** 
Easy-going romance. Nazneen Contractor 
(2022)4.00 Merry Kissmas ** 
Slight romantic drama. Karissa Staples (2015) 
6.00pm Christmas Manger ** 
Predictable and schmaltzy faith- 
based drama. Andrea Logan White (2018) 
8.00 Coming Home for 
Christmas ** Routine family 
drama. Carly McKillip, Britt McKillip (2013, U) 
10.00 Christmas on Holly Lane 
%*& Warm-hearted drama. Sarah 
Lancaster, Karen Holness, Gina Holden (2018) 
12 midnight The Christmas Dance 
*«* Cute and cheesy romance. 
Kristen Vaganos, Carson Nicely (2021) 2.00am 
Highway to Heaven 3.00-5.00am 
Love Strikes Twice ** Romcom 
about a woman with amnesia. (2017) 
Freeview 52 

Freesat 303 Sky 319 Virgin 424 

F'view 63 (limited 10pm-5am) F'sat 304 Sky 320 


Sky Prem 


6.00am As 11.45pm. 8.05 Sky 
Cinema Preview 9.00 As 3.25pm 
11.40 As 6.05pm 1.40pm BJ As 8pm 
3.25 The Fabelmans 
Steven Spielberg's lively semi- 
autobiographical reflection 

on teenage life. Michelle Williams (2022, 12) 
6.05pm Puss in Boots: the Last 
Wish ***>* The fearless feline 
sets out to restore his vitality in this 
un animation. Antonio Banderas (2022, PG) 
8.00 Di Retribution ** Generic 
action thriller about a man in a car 
that is rigged to explode unless he 
‘ollows orders. Liam Neeson (2023) 

9.45 Unwelcome ** A couple face 
hostility from demonic critters and 
locals when they move house in this 
comedy horror. Hannah John-Kamen (2022, 15) 
11.45 Champions *** Good- 
natured comedy drama about 

a basketball team of teens with 
learning difficulties. Woody Harrelson (2023, 12) 
2.05am The Pope's Exorcist ** 
Daft possession horror movie. Russell 
Crowe (2023, 15) 4.05 Breaking Point 
%*«* Hit-and-miss sports drama about 
bickering brothers who compete for 
the British breakdancing team. (2023, 12) 


Sky Premiere Sky 301 Virgin 401 
BT 501/HD 515 +1 Sky 312 


8.00am Walker, Texas Ranger 9.00 
The Six Million Dollar Man10.00 
Star Trek: Deep Space Nine 11.00 
Meteorites! * Derivative disaster 
thriller. Tom Wopat (1998, PG) 1.00pm Air 
Collision ** Watchable action 
thriller. Reginald VelJohnson (2012) 3.00 

A Study in Terror *** Inventive 
mystery in which fictional detective 
Sherlock Holmes is on the trail 

of the real-life killer, Jack the Ripper. 
John Neville (1965, 15) 5.00 Star Trek 
6.00pm Star Trek: Deep Space 
Nine TV sci-fi adventure series. 
7.00 The Six Million Dollar Man 
TV sci-fi starring Lee Majors. 

8.00 Walker, Texas Ranger 

TV action drama with Chuck Norris. 
9.00 Forsaken *** A father 
and son battle a ruthless land 
baron in this traditional western. 
Kiefer Sutherland, Donald Sutherland (2015, 15) 
10.50 Universal Soldier: 
Regeneration ** Futuristic action 
thriller. Andrei “The Pit Bull" Arlovski (2009, 18) 
12.45am The Void ** Bonkers 
schlockfest. Aaron Poole, Kenneth Welsh (2016, 18) 
2.35-4.20am The Neighbour ** 
Solid horror thriller. Josh Stewart (2016, 18) 


F'view 41 F’sat 137 Sky 148 Virgin 149 


8.00am The Philadelphia 
Experiment ** Scientists revive a 
secret wartime project that made a 
warship disappear in this enjoyable 
sci-fi action yarn. Nicholas Lea (2012, 12) 
10.00 Farscape 11.00 Independents’ 
Day * Earth is under attack in this 
poorly acted sci-fi mockbuster about 
an alien invasion. Fay Gauthier (2016, 12) 
1.00pm Icetastrophe ** A meteor 
makes temperatures plummet in this 
gimmicky disaster movie. Victor Webster 
(2014) 3.00 Farscape 4.00 Star Trek 
5.00 Shark Season * Cheap 

and cheesy thriller in which three 
kayakers are tormented by a Great 
White. Michael Madsen, Paige McGarvin (2020, 15) 
7.00pm Farscape TV sci-fi series. 
8.00 Star Trek TV sci-fi drama. 
9.00 Knuckleball *** Tense 
thriller about a young boy who is left 
alone in an isolated farmhouse after 
a family tragedy. Michael Ironside (2018, 15) 
10.50 The Row x A hard-partying 
sorority house hides sinister 
secrets in this tired slasher movie. 
Lala Kent, Randy Couture, Mia Frampton (2018, 18) 
1.00-3.00am As 9pm 


F'view 69 F’sat 138 Sky 317 
F'sat 139 Sky 318 Virgin 371 


Virgin 171 


FILM 


FRIDAY 27 OCTOBER 
REVIEWS 


Deepwater Horizon **«** 
9,00-11.10pm Great Movies 12 


DISASTER MOVIE This re-creation of the 
catastrophic events that befell a drilling rig in 2010 features 
Mark Wahlberg in the role of an engineer caught up in the 
unfolding disaster. Kurt Russell co-stars as a veteran fixer 
who tangles with BP executive John Malkovich, neither being 
aware that a torrent of oil is about to gush up from the seabed, 
resulting in the worst environmental damage in US history. 
The action scenes are gruelling in their intensity, in what is 
both a stirring memorial and a cautionary tale on the grandest 
of scales. TREVOR JOHNSTON (US 2016, violence, some swearing) 


The Ghost and Mrs Muir 
tok 


11.00am-1.20pm Filma 


ROMANTIC FANTASY Gene 
Tierney finds herself beguiled 
by the ghost of sea captain 
Rex Harrison when she moves 
into his former home in this 
wonderful movie from Joseph 
L Mankiewicz. Bernard 
Herrmann’s lyrical score helps 
underline the poignancy of 
the enchanting tale, and 
Philip Dunne'’s script avoids the 
pitfalls normally associated 
with such delicate material. 
TONY SLOMAN (US 1947, BW, HD) 


Frontier Marshal ** * 
2.20-4.00pm 5 Action WZ 


WESTERN Allan Dwan's film 
is a marvellously authentic- 
looking version of the Wyatt 
Earp legend. Randolph Scott 
plays the man who cleaned 
up the West, with Cesar 
Romero as the doom-laden 
Doc Holliday (renamed here 
Halliday). The film may not 
be historically accurate, but 
it does have some exciting 
moments. TS (US 1939, BW, HD) 


Treasure of the Golden 


Condor **«* 5.55-745pm 
Talking Pictures TV | 
ADVENTURE This 20th 


Century-Fox film recycles the 
plot of Tyrone Power's Son 
of Fury (1942), with Cornel 
Wilde seeking his fortune 


in Central America. It’s the 
female members of the cast 
who are most of interest to 
movie fans: Constance Smith 
is lacklustre in the lead, but 
she's given memorable 
support from King Kong's 
Fay Wray and a young 

Anne Bancroft. TS (US 1953) 


First Knight k** 
6.05-9.00pm Film4 PG| 


ADVENTURE Richard Gere 
is suitably dashing as 
Lancelot and Julia Ormond is 
ravishing as the constantly 
imperilled Guinevere in this 
retelling of the Arthurian 
myth. Stealing every scene, 
however, is Sean Connery, 
who has no difficulty 
conveying the regal bearing 
of the once and future king. 
It's very 1990s in its glossy 
style, yet also curiously old- 
fashioned. DAVID PARKINSON 
(US 1995, edited for content, HD) 


The Believers kx * 
9.05-11.20pm 
Talking Pictures TV 18 | 


HORROR New to Talking 
Pictures TV, this polished but 
uninspired suspense tale sees 
Manhattan in the grip of a 
voodoo cult. Martin Sheen is 
as dependable as ever as the 
police psychiatrist trying to 
save his son from Satan, but 
director John Schlesinger 
makes the mistake of trying to 
invest proceedings with some 


Rosemary's Baby paranoia 
when the material clearly 
doesn't warrant it. ALAN 
JONES (US 1987, violence, swearing) 


Scary Stories to Tell in 
the Dark **«* 
10.50pm-12.30am BBc3 


HORROR Co-written by 
genre maestro Guillermo del 
Toro, this decent anthology 
movie sees a bunch of teens 
steal a book possessed by an 
angry spirit. The dusty tome 
generates stories by feeding 
on the kids’ fears and then 
brings them to life, with a 
living scarecrow and a spider 
invasion among the cocktail 
of scares. DAVE ALDRIDGE 
(US/Can 2019, violence, swearing, HD) 


Apocalypse Now: Final 
Cut 


1.05pm-1.55am BBc2 


WAR This version of Francis 
Ford Coppola's Vietnam War 
opus runs 30 minutes longer 
than the original, reinstating 
such scenes as an interlude 
set in a French plantation. 
Otherwise, the story remains 
the same, with Martin Sheen 
travelling up the Mekong to 
terminate Marlon Brando's 
rebel command “with extreme 
prejudice’. ADRIAN TURNER (US 
2019, violence, swearing, drug abuse, HD) 


The Inbetweeners 2 *** 
1.05pm-12.554amc4 


COMEDY This follow-up 
feature for the bantering lads 
sees Will (Simon Bird), Simon 
(Joe Thomas) and Neil (Blake 
Harrison) head down under 
to reunite with Jay (James 
Buckley), who boasts of his 
new life in Australia. There are 
enough laughs to ensure fans 
of the TV series will be happy. 
VICTORIA LUXFORD (UK 2014, sex 
scenes, swearing, nudity, drug abuse, HD) 


Sky Cinema picks 


Hotel Transylvania 3: 

a Monster Vacation x x * 
2.15-4.00pm Sky Spooky 
Dracula is all at sea. (2018, U) 
Sky 306; Virgin 406; BT 506/520 


Inception ** ** 
8.00-10.40pm Sky Thriller 
Leonardo DiCaprio can 
invade your mind. (2010, 12) 

Sky 309; Virgin 409; BT 509/523 


Dallas Buyers Club 

KK KK 10.25pm-12.25am 
Sky Drama 

Acclaimed HIV drama. (2013, 15) 
Sky 310; Virgin 410; BT 510/524 


Films to stream from p38 
Netflix, Amazon, Disney+ and more 


Featuring articles, photographs and memories from the era Visit radiotimes.com/waryears 


jal Avdlds 


UOISIAS 


ISION FRIDAY 


Telev 


114 


FRIDAY 


Breeders 0.00pm Ally is not 
ready for her 50th birthday 


6.00am The Early Rundown 
7.00 Breakfast with Anna Jones 
8.00 UK Border Force (AD) 9.00 
Nothing to Declare 10.00 Curse 
of the Ancients 11.00 Malawi 
Wildlife Rescue 12 noon The Flash 
1.00pm MacGyver (AD) 3.00 
Hawaii Five-O 4.00 S.W.A‘T. (AD) 
5.00 The Simpsons 


6.30pm The Fresh Prince of 
Bel-Air 9/26 Series 4. Hilary is 
asked to model for Playboy. 


7.00 New. Cricket World Cup 
Action from Pakistan v South Africa. 


8.00 A League of Their Own 
Ep 1 Series 18. With Jill Scott, 
Gareth Bale and Katherine Ryan. 


9.00 Rob and Romesh vs K-Pop 
Ep 2 Series 5. The pair enter the 
world of the music phenomenon. (AD) 


10.00 New. Breeders 3/10 

@ Series 4. Ally is appalled that 
she is about to turn 50, while 

Ava meets a charismatic girl 

called Holly. See page 107. 

10.30 Warrior 9/10 Series 3 

Ah Sahm makes a daring sacrifice. 

11.30 The Blacklist 18/22 

Series 10. Red's attempt to mediate 

a meeting takes a deadly turn. 

12.30am The Force: North East 

1.30 Road Wars: double bill 3.00 

Hawaii Five-O 4.00 S.W.AT. (AD) 

5.00-6.00am Motorway Patrol 

Sky Showcase Sky 106 Virgin 109 

BT 340/HD 355 +1 Sky 206 


ky Sci-Fi 


6.00am Most Haunted 7.00 
Warehouse 13 8.00 Shopping 
11.00 Atlantis 12 noon Star Trek: 
the Next Generation 2.00pm 
Fringe 3.00 Atlantis 4.00 
Stargate SG-1 5.00 Stargate Atlantis 


6.00pm Star Trek: the Next 
Generation 20/26 Series 7 
Picard is tasked to relocate a tribe 
of Native Americans to a new planet, 
and Wesley has a vision that leads 
him to question his future. 

7.00 21/26. A family friend arrives 
and sets about preparing Worf's 
son for his role as a warrior — with 
unpredictable consequences. 


8.00 Star Trek: Enterprise 
5/26 Series 1. Tucker falls 
pregnant after sharing an intimate 
moment with a female engineer 
aboard a stricken alien ship. 


9.00 Westworld 7/8 Series 3 
Bernard, Stubbs and William 
escape from all the chaos. 
10.05 8/8. Bernard confronts 

a ghost from his past and William 
faces an unexpected adversary. 


11.40 Chucky 5/8 Series 2 
Devon worries that Good Chucky 
cannot be trusted, while the party 
causes Tiffany to spiral. 

12.35am 6/8. Incarnate Lord goes 
on lockdown with the Chucky dolls 
inside, Nica moves on with her plan. 
1.30 Warehouse 13 2.20 Star Trek: 
Enterprise 3.15 Stargate Atlantis 
4.10-6.00am Star Trek: the Next 
Generation: two episodes 

Sky Sci-Fi Sky 139 (140 Scotland) Virgin 122 
BT 348/HD 363 #1 Virgin 229 


and Terry enjoy a day out 


6.10am The Guest Wing (AD) 7.55 
Six Feet Under 9.55 Ray Donovan 
(AD) 11.55 Game of Thrones (AD) 

1.20pm The Gilded Age (AD) 2.30 
Save Me (AD) 3.30 Six Feet Under 


5.45pm Ray Donovan 5/10 
Series 7. Ray and Terry head to 
Coney Island to track down Ray’s 
missing car, while Mickey, Daryll 
and Sandy search for the truth. (AD) 
6.50 6/10. Things start to heat 
up between Molly and Ray. (AD) 


7.55 Game of Thrones 1/6 
Series 8. As the Night King's army 
of the dead marches to Westeros, 
Jon and Daenerys arrive in 
Winterfell, where the Stark 
children are finally reunited. (AD) 


9.00 Billions 12/12 Series 7 
Trust is built and broken as fate 
hangs in the balance for all when 
Chuck, Axe and Prince have the 
ultimate showdown. 


10.10 Das Boot 5/6 Series 4 
Hoffmann arrives at Kenton's 
location, while Gluck claims to be 
the head of the navy conspiracy. 
11.10 6/6. Schulz arrives and claims 
that Lessing is the head of the navy 
conspiracy, and it’s up to Hannie to 
save the day. German +subtitles. 
12.10am Chernobyl (AD) 

1.30 Guerrilla (AD) 2.30 Game of 
Thrones (AD) 3.35 In Treatment 
4.05-6.00am The Guest Wing (AD) 
Sky Atlantic Sky 108 (109 Wales) 

BT 342/HD 357 +1 Sky 208 (209 Wales) 


Sky Witness 


6.00am Stop, Search, Seize (AD) 
7.00 Border Patrol: New Zealand's 
borders 9.00 Border Security USA 
(AD) 10.00 Motorway Patrol 10.30 
Highway Patrol (AD) 11.00 The 
Equalizer (AD) 12 noon Bull 1.00pm 
FBI (AD) 2.00 FBI: International 
(AD) 3.00 Caught Red Handed 


4.30pm Nothing to Declare 
Seven editions accessing the world 
of national security at Australia’s 
biggest airports as immigration 
officers tackle criminals. 


8.00 The Equalizer 7/10 Series 1 
McCall races to find a woman 
snatched by a killer whose past 
crimes went undetected. (AD) 


9.00 FBI: Most Wanted 11/22 
Series 4. The team pursue the 
suspects behind an explosion 

at an Ohio energy plant. 


10.00 Blue Bloods 5/16 Series 11 
Eddie and Rachel Witten are 
heralded for bravery after stopping 
an active shooter, only to be 
accused of faking the incident. (AD) 


11.00 The Good Doctor 1/22 
Series 6. Shaun and Lea's wedding 
reception is interrupted by a 
violent attack at the hospital, 

and the trauma affects Shaun. 

12 midnight 9-1-1: Lone Star: a boy 
goes missing from his own birthday 
party 1.00am Coroner 2.00 Air 
Ambulance ER (AD) 3.00 Chicago 
Fire 4,00 Border Security USA (AD) 
5.00-6.00am Stop, Search, 
Seize: Ireland's border force (AD) 
Sky Witness Sky 107 Virgin 110 

BT 341/HD 356 +1 Sky 207 Virgin 310 


Satellite, cable 


The Lazarus Project 9.00pm 
George has a decision to make 


6.00am NCIS: Los Angeles 7.00 DC's 
Legends of Tomorrow (AD) 8.00 The 
Flash 9.00 Stargate SG-1 11.00 NCIS: 
Los Angeles 12 noon The Flash 
1.00pm MacGyver (AD) 3.00 Hawaii 
Five-O 4.00 S.W.ATT. (AD) 5.00 

DC's Legends of Tomorrow (AD) 


6.00pm Stargate SG-1 13/22 
Series 3. Martouf and the team 
are captured by one of Hell's 
denizens, who uses a hallucinogenic 
drug on the prisoners. 

7.00 14/22. The team returns 
from a mission to hear about 

a chemical leak at the base. 


8.00 A League of Their Own 
Ep 1 Series 18. With Jill Scott, 
Gareth Bale and Katherine Ryan. 


9.00 The Lazarus Project 6/8 
George joins up with a group of 
mercenaries as he decides 
whether saving one person is 
worth all of this destruction. (AD) 


10.00 New. Warrior 9/10 Series 3 
Ah Sahm makes a daring sacrifice, 
while Mai Ling realises the 
consequences of her actions. 


11.00 Strike Back: Silent War 
3/10 Series 7. Section 20 and 
Katrina Zarkova race to locate 
the stolen nuclear missile. (AD) 


12 midnight The Blacklist 1.00am 
Road Wars 2.00 Hawaii Five-O: 
double bill 4.00 S.W.ATT. (AD) 
5.00-6.00am Highway Patrol 


Sky Max Sky 113 (114 Wales) Virgin 111 
BT 346/HD 361 


Sky Replay 


7.00am Gixth Sense with Colin Fry 
8.00 Four Weddings 10.00 Sun, Sea 
and A&E 11.00 UK Border Force 

12 noon Highway Patrol 1.00pm 
Caught on Dashcam 2.00 Most 
Haunted 4.00 Quantum Leap 
6.00pm DC's Legends of Tomorrow: 
double bill. Ava is left in charge when 
Sara is called away on business, then 
the team tries to defeat Genghis Khan in 
1990s Hong Kong (AD) 8.00 Highway 
Patrol: double bill 9.00 Day of the 
Dead: double bill. The people of 
Mawinaken flee the overrun town, then 
the survivors find refuge in an empty 
department store (AD) 11.00 FBI 

12 midnight FBI: International 1.00am 
FBI: Most Wanted 2.00 A League of 
Their Own: US Road Trip 2.0 (AD) 3.00 
Duck Quacks Don't Echo (AD) 4.00 
Four Weddings 5.00-6.00am 6ixth 
Sense with Colin Fry: double bill 


Sky Replay Sky 152 Virgin 156 


Sky Crime 


6.00am Highway Patrol 7.00 
Motorway Patrol 8.00 Highway Cops 
9.00 Nothing to Declare 10.00 Caught 
Red Handed 11.30 Border Patro 
12 noon Made for Murder 1.00pm 
Killer in My Village 2.00 Forensics: 
Catching the Killer (AD) 3.00 World's 
Most Evil Killers 4.00 Britain's Most Evil 
Killers 5.00 Forensics: Catching the 
Killer (AD) 6.00 What the Killer Did 
Next: an apparent suicide is not what it 
seems (AD) 7.00 Britain's Most Evil 
Killers 9.00 The Murder of Grace 
Millane 11.00 Ireland's Most Evil Killers 
12 midnight Killer in My Village 
1.00am The Real Manhunter (AD) 
2.00 An Unexpected Killer 3.00 What 
the Killer Did Next (AD) 4.00 Road 
Wars 5.00-6.00am Motorway Patrol 


Sky Crime Sky 122 (123 Scotland) Virgin 121 
BT 349/HD 364 +1 Sky 222 (223 Scot) Virgin 321 


Only Fools and Horses 9000m 
The first ever episode 


7.00am Desmond's 7.45 Keeping 
Up Appearances 8.20 2 Point 4 
Children 9.00 Hi-de-Hi! 9.40 Still 
Open All Hours 10.20 Last of the 
Summer Wine 11.40 Keeping Up 
Appearances 12.20pm Only Fools 
and Horses 1.00 Still Open All Hours 
1.35 Dad's Army 3.00 Hi-de-Hi! 
3.40 Keeping Up Appearances 
4.20 Still Open All Hours 5.00 
Last of the Summer Wine 


6.20pm The Green Green Grass 
Animal rights activists start 
scaring the local community. 
7.00 Marlene tries to help her 
son mend his broken heart. 


7.40 The Good Life Tom 
suspects that adultery is afoot. 
8.20 Barbara tries public speaking. 


9.00 Only Fools and Horses The 
first episode of the comedy. (AD) 


9.40 Dad's Army Mainwaring's 
men pose as traitors. 


10.20 Not Going Out Guy's 
presence in the flat angers Lee. 


11.00 The Fast Show The Off- 
Roaders go white-water rafting. (AD) 


11.40 All Round to Mrs Brown's 
With Jonathan Ross, Rob Rinder, 
the Nolans and Fleur East. 


12.40am Mrs Brown's Boys 1.20 

Not Going Out 1.55 as 9pm 2.40 
as lpm 3.15=4.00am Absolutely 
Fabulous Special: Ab Fab @ 20 (AD) 


Gold Sky 110 (111 Wales) Virgin 124 
BT 344/HD 359 #1 Sky 210 (211 Wales) Virgin 324 


ky Comedy 


8.00am Young Rock (AD) 9.00 The 
Fresh Prince of Bel-Air 9.30 Bliss (AD) 
10.00 Wellington Paranormal (AD) 
11.00 The Fresh Prince of Bel-Air 11.30 
Crashing (AD) 12.50pm House of Lies 
1.30 Silicon Valley 3.30 The Fresh 
Prince of Bel-Air 4.00 Wellington 
Paranormal (AD) 5.00 Young Rock (AD) 
6.00pm Bliss (AD) 6.30 The Fresh 
Prince of Bel-Air 7.00 Will & Grace: 
double bill. The fates of the four friends 
are decided, then Will and Grace decide 
whether to raise a child together (AD) 
8.00 The Office US 9.00 Intelligence 
(AD) 10.00 [i CHOICE New. Breeders: 
Ally is appalled that she is about to turn 
50 See page 107 10.30 New. The 
Tonight Show Starring Jimmy Fallon 
11.30 Sex and the City 12.45am Girls 
(AD) 1.55 Los Espookys 3.05 House of 
Lies 3.40-5.00am Crashing (AD) 


Sky Comedy Sky 114 (115 Wales) 
Virgin 112 BT 347/HD 362 


Comedy Central 


8.00am Most Ridiculous: Mad Mammals 
8.35 Most Ridiculous: Full Throttle 
9.00 The Middle 11.00 Home 
Improvement 1.00pm Last Man 
Standing 2.00 Friends (AD) 9.00 Al 
Murray: Giving It Both Barrels 10.00 
Jimmy Carr: Making People Laugh: the 
comedian performs at the SECC Glasgow 
11.00 New series. Ugly Americans: 
return of the animation set in an 
alternative New York City inhabited by 
freaks and monsters. Twayne and Callie 
plan to raid a wizard training ground 
11.30 FILM Beavis and Butt-head Do 
America *** Animated comedy 
1.05am Digman! 1.35 South Park 3.05 
New. The Daily Show 3.30 Criminally 
Funny 4.15=5.00am The Middle 


Comedy Central Sky 112 (113 Wales) 
Virgin 132 BT 345/HD 360 
#1 Sky 212 (213 Wales) Virgin 332 


Shakespeare and Hathaway: 
Private Investigators /0.00pm 


7.10am Murdoch Mysteries 9.00 
Rizzoli & Isles (AD) 10.00 Hudson 

& Rex (AD) 11.00 Without a Trace 
12 noon Shakespeare and 
Hathaway: Private Investigators (AD) 
1.00pm Death in Paradise (AD) 2.00 
Murdoch Mysteries 4.00 Rizzoli & 
Isles (AD) 5.00 Hudson & Rex (AD) 


6.00pm Without a Trace 23/23 
Series 3. The team investigates 
the disappearance of a seemingly 
upstanding member of society. 


7.00 Elementary 11/24 Series 2 
Sherlock takes on a case involving 
a hedge-fund manager who was 
killed just hours after a journalist 
exposed an illegal pyramid scheme. 


8.00 Death in Paradise 7/8 
Series 8. A famous radio presenter 
is murdered live on air. (AD) 

9.00 3/8 Series 2. A body is 
discovered floating in the pool of 
a cosmetic surgery clinic. (AD) 


10.00 Shakespeare and 
Hathaway: Private Investigators 
2/10 Series 1. Frank and Luella 
investigate the death of a care 
home worker. (AD) 


11.00 Rizzoli & Isles 4/10 Series 1 
A student is gunned down in broad 
daylight, and the investigation 

reveals she had many secrets. (AD) 


12 midnight Elementary 1.00am 
Hudson & Rex (AD) 2.00-4.00am 
Murdoch Mysteries: double bill 


Alibi Sky 109 (110 Wales) Virgin HD 114 
BT 343/HD 358 +1 Sky 209 (210 Wales) Virgin 191 


Discovery 


6.00am Wheeler Dealers 7.00 
Deadliest Catch (AD) 8.00 Tracked 
9.00 Alaska: the Last Frontier (AD) 
10.00 How It's Made 11.00 Wheeler 
Dealers 12 noon Salvage Hunters 
1.00pm Deadliest Catch (AD) 3.00 
Alaskan Bush People 4.00 Blowing Up 
History 5.00 Wheeler Dealers 6.00 
Salvage Hunters 7.00 Wheeler Dealers 
8.00 Gold Rush: on the brink of 
bankruptcy, Parker tries to tap an old 
honey hole 9.00 New. Expedition 
Bigfoot: a Bigfoot tracker is taken from 
Prince of Wales Island 10.00 Storming 
Area 51: Joe and Emmett Hayes look 
into the pandemonium of storming 
Area 5111.00 Expedition Unknown (AD) 
12 midnight How the Universe Works 
1.00am Expedition Bigfoot 2.00 
Storming Area 513.00 New. Gold Rush 
4.00-5.00am Bitchin’ Rides 


Discovery Sky 125 (126 Scotland) Virgin 177 
BT 320/HD 325 #1 Sky 225 (226 Scot) Virgin 377 


Discovery History 


6.00am Expedition Unknown 7.00 
Devonport: inside the Royal Navy 8.00 
Wings of War 9.00 Combat Dealers 
10.00 Salvage Hunters 11.00 Salvage 
Hunters: the Restorers 12 noon How 
t's Made 1.00pm Combat Dealers (AD) 
2.00 Devonport: inside the Royal Navy 
3.00 Salvage Hunters 4.00 Mysteries 
at the Museum 5.00 Wings of War 
6.00pm Combat Dealers (AD) 7.00 
Expedition Unknown 8.00 HMS Ark 
Royal: the ship is welcomed back into 
Portsmouth (AD) 9.00 Combat Dealers 
10.00 Salvage Hunters 11.00 Salvage 
Hunters: the Restorers 12 midnight 
How It's Made 1.00am Combat Dealers 
(AD) 2.00 Salvage Hunters 3.00 
Combat Dealers 4.00-5.00am 
Salvage Hunters: the Restorers 


Discovery History Sky 177 Virgin 181 
#1 Sky 277 Virgin 381 


ALL PROGRAMMES ON THE ABOVE CHANNE! 


READER OFFER An exclusive collaboration with Emma 


LS ARE REPEATS UNLESS OTHERWISE STATED 


idgewater for the Radiolimes centenary 


Dogtown and Z-Boys 77.50om 
Tony Alva gets in the bowl 


6.00am Inside the Freemasons (AD) 
7.00 Discovering: Frank Sinatra (AD) 
8.00 The Directors 9.00 GoldenEra 
(AD) 11.00 Urban Secrets 

12 noon My Name |s Francesco Totti 
2.00pm The Insurrectionist Next 
Door 3.30 Premier League 
Legends (AD) 4.00 The Directors 
5.00 Discovering: Frank Sinatra (AD) 


6.00pm Gascoigne *** 
A look at the life of Paul 
Gascoigne, featuring an 
extensive interview with the 
former footballing superstar. (W) 


7.50 My Icon: Chris Hughton 
The football manager speaks about 
the people who inspired him. (AD) 


8.00 Urban Secrets Alan 
Cumming tours the less- 
celebrated sights of Brighton. 


9.00 House of Kardashian Kylic 
Jenner keeps the family relevant. 


10.00 Fatboy Slim: Right Here, 
Right Now Following the Big Beach 
Boutique II free event in 2002. 


11.50 Dogtown and Z-Boys *** 
EE Charting the history of 
skateboarding, from its 1970s 
emergence to its current status 
as a popular extreme sport. (w) 
1.40am GoldenEra (AD) 3.40 
Requiem for the Dead: an American 
Spring 2014 5.00-6.00am 
Discovering: Frank Sinatra (AD) 


Sky Documentaries Sky 121 (122 Scotland) 
Virgin 188 BT 352/HD 367 


Nat Geographic 


8.00am Food Factory 9.00 Air Crash 
Investigation 10.00 Colossal Machines 
11.00 Megafactories 12 noon Car SOS 
(AD) 1.00pm Europe from Above 2.00 
Air Crash Investigation (AD) 3.00 
World War Il: Secrets from Above (AD) 
4.00 The Battle for Britain: Drain the 
Oceans (AD) 5.00 Car SOS (AD) 6.00 
Lost Treasures of Egypt (AD) 7.00 Air 
Crash Investigation (AD) 8.00 Engineering 
New York Super Airport (AD) 9.00 Air 
Crash Investigation: a plane crashes off 
the French-Polynesian island of Moorea 
10.00 Banged Up Abroad: Bronwyn 
Atherton is lured into international drug- 
smuggling 11.00 Air Crash Investigation 
12 midnight Airport Security: Peru 
1.00am Banged Up Abroad 2.00 
Abandoned 2.30 Money Meltdown 
2.55 Secrets of the Zoo: Keeper Tales 
3.20-5.00am Trials of the Wild 


Nat Geographic Sky 129 (130 Scotland) 
Virgin 183 #1 Sky 229 (230 Scot) Virgin 383 


Sky History 


6.00am Siorage Wars 7.00 Forged in 
Fire 8.00 American Pickers 9.00 
Pawn Stars 10.00 Al Murray: Why 

Do the Brits Win Every War? 11.00 
Treasures Decoded 12 noon Auction 
Hunters 1.00pm Storage Wars 2.00 
Alien Files: Unsealed 4.00 Digging for 
Britain 5.00 Pawn Stars 6.00 
American Pickers 7.00 Forged in Fire 
8.00 Ancient Aliens: experts analyse 
whether aliens may have caused 
natural disasters 9.00 WW2 Air Crash 
Detectives 10.00 Air Crash Investigation 
11.00 Beyond Skinwalker Ranch 

12 midnight Pawn Stars 100am 
Storage Wars 2.00 Al Murray: Why 
Does Everyone Hate the British Empire? 
3.00 Ancient Aliens 4.00 Digging for 
Britain 5.00-6.00am Auction Hunters 


Sky History Sky 123 (124 Scotland) Virgin 131 
BT 353/HD 368 #1 Sky 223 (224 Scot) Virgin 331 


Living Beach 8.00pm The 
nene, aka the Hawaiian goose 


6.00am Hope for Wildlife 7.00 
Monkey Life (AD) 8.00 My Garden 
of a Thousand Bees 9.00 Volcanic 
Odysseys 10.00 Tales from Zambia 
11.00 O! Pejeta Diaries 12 noon 
Orangutan Jungle School 1.00pm 
Monkey Life (AD) 2.00 My Garden 
of a Thousand Bees 3.00 Volcanic 
Odysseys 4.00 Ol Pejeta Diaries 
5.00 Tales from Zambia 


6.00pm Orangutan Jungle 
School Beni's strict diet is 
more than he can handle. 


7.00 Monkey Life Golden- 
cheeked gibbons Mikado and 
Tia Nang arrive in France. (AD) 
7.30 Female capuchin Phoenix 
tricks dominant male Erico. (AD) 


8.00 Living Beach Unusual 
scientific events that have shaped 
many of Hawaii's beaches. 


9.00 Wild Dogs: Pack vs Pride 
Julz goes on a lion-collaring mission. 
9.30 The Kakumbi mourn the 
loss of two of their pups. 


10.00 Orangutan Jungle 
School As 6pm. 


11.00 Tales from Zambia 

The hippos of the Luangwa Valley. 
12 midnight Big Cat Country 1.00am 
Deadly Australians 2.00 Living 
Beach 3.00 Wild Dogs: Pack vs Pride 
4.00 My Garden of a Thousand Bees 
5.00-6.00am Volcanic Odysseys 


Sky Nature Sky 124 (125 Scotland) 
Virgin 189 BT 354/HD 369 


9.00am The Life of Birds (AD) 

10.00 Frozen Planet (AD) 11.00 David 
Attenborough's Natural Curiosities (AD) 
12 noon Beasts in the City 1.00pm 
Impossible Engineering (AD) 3.00 
Forbidden History (AD) 5.00 The Life 
of Birds (AD) 6.00 Frozen Planet (AD) 
7.00 David Attenborough's Natural 
Curiosities: cuckoos and gorillas (AD) 
8.00 Beasts in the City 9.00 Forbidden 
History: Jamie Theakston uncovers the 
secrets of the Knights Templar (AD) 
10.00 Impossible Engineering (AD) 
11.00 The Life of Birds: how birds 
survive in harsh environments (AD) 

12 midnight Frozen Planet (AD) 
1.00am David Attenborough’s Natural 
Curiosities (AD) 2.00 Beasts in the City 
3.00 Forbidden History (AD) 3.50 The 
Life of Birds (AD) 4.40 Frozen Planet (AD) 
5.30-6.00am The Zoo 


Eden Sky 166 Virgin HD 176 
#1 Sky 266 Virgin 376 


Animal Planet 


8.00am Insane Pools: off the Deep End 
9.00 Crikey! It's the Irwins 10.00 Dr Jeff: 
Rocky Mountain Vet 12 noon Insane 
Pools: off the Deep End 1.00pm Crikey! 
It's the Irwins 2.00 The Aquarium 
4.00 America's Cutest Pets 5.00 Dr 
Jeff: Rocky Mountain Vet 6.00 Insane 
Pools: off the Deep End 7.00 Crikey! It's 
the Irwins: a koala undergoes surgery 
8.00 Intruders: a black bear breaks 
into a Colorado cabin 9.00 Monsters 
inside Me: problems with a girl's retina 
10.00 Alaskan Bush People (AD) 

11.00 Monsters inside Me 12 midnight 
Growing Up: Clouded Leopard 1.00am 
Alaskan Bush People (AD) 2.00 America's 
Cutest Pets 3.00 Dr Jeff: Rocky 
Mountain Vet 4.00-5.00am Insane 
Pools: off the Deep End 


Animal Planet Sky 162 (178 NI) Virgin 178 
+1 Sky 262 (278 NI) Virgin 378 


Sky Main Event 


Sky 401 Virgin 511/HD 501 BT 420/HD 440 
6.00am Sky Sports News 

7.00 Good Morning Sports Fans 
9.00 Cricket World Cup 
Coverage of Pakistan v South Africa, 
the group match from Chennai. 
5.30pm Sky Sports News 

7.00 Premier League Football 
Crystal Palace v Tottenham Hotspur 
from Selhurst Park (kick-off 8.00). 
10.30 Back Pages Tonight 

11.00 Formula One 
Coverage of the Mexico City Grand 
Prix second practice session at the 
Autdéddromo Hermanos Rodriguez. 
12.30-5.30am Sky Sports News 


Sky Football 


Sky 403 Virgin 513/HD 503 BT 422/HD 442 
6.00am Championship Highlights 7.00 
Classic Play-Offs 9.00 EFL Greatest 
Games 10.00 Classic League Cup 
12 noon German Football 12.30pm 
Women’s Championship Show 1.00 
Championship Highlights 1.30 Scottish 
Premiership Football 2.00 Championship 
Highlights 2.30 German Footbal 
3.00 League One and Two Goals 3.30 
Women's Championship Show 4.00 
Scottish Premiership Football 4.30 
Championship Highlights 5.00 German 
Football 5.30 Championship Highlights 
6.00 League One and Two Goals 6.30 
German Football 7.00 Championship 
Highlights 7.15 German Football Legends 
7.20 German Football 

VfL Bochum v FSV Mainz 05 from 
Vonovia-Ruhrstadion (kick-off 7.30). 
9.30 League One and Two Goals 
10.00 Women's Championship Show 
10.30 EFL Greatest Games 1.00am 
Classic League Cup (AD) 2.00 Classic 
Play-Offs (AD) 5.00-6.00am 
Championship Season Review (AD) 


Sky 405 Virgin 515/HD 505 BT 424/HD 444 
6.00am European Tour Golf 

9.00 European Tour Golf 
Coverage of the second round of the 
Qatar Masters at Doha Golf Club. 
2.00pm Amateur Golf 6.00 
European Tour Golf 7.00 Ladies 
European Tour Golf 11.00 European 
Tour Golf 12 midnight School of 
Golf 1.00am European Tour Golf 
2.00-6.00am Amateur 
Golf Third day of the Asia-Pacific 
Amateur Golf Championship. 


Sky 406 Virgin 516/HD 506 BT 425/HD 445 
7.00-8.45pm Mexico City 
Grand Prix First practice session. 
10.45-12.15am Mexico City 
Grand Prix Second practice session. 


Sky Sports Mix 


Sky 416 Virgin 510 BT 429/HD 449 
6.35-9.40am Women's Big 
Bash Cricket Adelaide Strikers v 
Hobart Hurricanes, the T20 match 
from Allan Border Field, Brisbane. 
10.25-1.30pm Women's 
Big Bash Cricket Brisbane Heat v 
Melbourne Stars, a T20 game. 


Sky 413 Virgin 521 BT HD 412 

6.00am Snooker 8.00 Cycling 9.00 
E-Mountain Biking 9.30 Snooker 147s 
9.45 Snooker: the Northern Ireland Open 
11.45 Snooker The afternoon 
session on day six of the Northern 
Ireland Open in Belfast, featuring 
the opening quarter-finals. 
6.00pm Snooker 

6.45 Snooker Day six of the 
Northern Ireland Open continues 
with the concluding quarter-finals. 
10.00 Snooker 12 midnight World 
Superbikes 1.00am Cyclo-Cross 

2.00 Snooker 4.00 Speedway 
5.00-6.00am World Superbikes 


Toast 100 years of Radiolimes with our exclusive mug 


“SNRs 


FRIDAY 27 OCTOBER 


Premier League Football 
7.00pm Sky PL Eberechi Eze 
will be fired up for Palace tonight 


Sky Premier League 
Sky 402 Virgin 512/HD 502 BT 421/HD 441 


6.00am Greatest Games (AD) 7.00 
Legends (AD) 8.00 Best Goals 9.00 
100 Club (AD) 10.00 Total Football 
5.00pm 100 Club (AD) 6.00 Fantasy 
Show 6.30 Premier League Preview 
7.00 Premier League Football 
Crystal Palace v Tottenham Hotspur, 
from Selhurst Park (kick-off 8.00). 
10.30 The Big Interview 11.00 Stories 
11.30 Icons 12 midnight Premier League 
Highlights 12.30am Icons 1.00 Years 
(AD) 3.00 Greatest Games 4.00 Best 
Goals 5.30-6.00am 100 Club (AD) 


Sky 404 Virgin 514/HD 504 BT 423/HD 443 
6.00am World Cup Highlights 

9.00 Cricket World Cup 
Pakistan v South Africa in Chennai. 
5.30pm Talking Cricket (AD) 6.00 Classic 
World Cup 6.30 World Cup Bitesize 
7.00 World Cup Highlights 12 midnight 
Classic World Cup (AD) 1.00am World 
Cup Highlights 2.00 Classic World Cup 
(AD) 4.30=5.30am World Cup Highlights 


Sky 407 Virgin 517/HD 507 BT 426/HD 44 


6.00am Bitesize 7.00 Pro-Footbal af 
9.00 Jaguars Weekly UK 9.30 Gameday 
10.00 Highlights 11.00 Bitesize 12 noon 
Good Morning Football 3.00pm Highlights 
4.00 Gameday 4.30 Bitesize 5.00 
Highlights 6.00 Pro-Football Talk 8.00 
Bitesize 8.15 49 Hours 8.30 Gameday 
9.00 Highlights 10.00 49 Hours 10.15 
Bitesize 10.30 Gameday 11.00 Fantasy 
12 midnight Total Access 1.00am 
Highlights 2.00 Pro-Football Talk 
4.00 Bitesize 5.00 NFL Gameday 
5.30-6.00am Jaguars Weekly UK 


Sky 408 Virgin 518/HD 508 BT 427/HD 447 
6.00am Boxing 7.00 Super League 
8.30 Unbeatable 9.00 NRL 

10.00 Ladies European Tour 
Golf Day one of the Aramco Team 
Series event from Riyadh Golf Club. 
2.00pm NRLW 3.00 British Basketball 
League 5.30 Boxing (AD) 7.30 Unbeatable 
8.00 Darts 10.00 Kevin Sinfield's 7 in 
7 Challenge 12 midnight Boxing 100am 
Darts 5.00-6.00am Super League 


Sky 414 Virgin 522 BT HD 413 

6.00am Trail Running: from II Golfo 
Dell'lsola, Italy 8.00 World Superbikes 
9.20 World Superbikes The 
opening free practice session in Spain. 
10.25 British Superbikes 11.25 Motor 
Racing 11.55 Premiership Speedway 
12.50pm World Superbikes 
The second free practice session. 
2.00 Trail Running 4.00 Speedway 
5.00 Premiership Speedway 6.00 
World Superbikes 7.00 British 
Superbikes 8.30 Marathon 10.00 
World Superbikes 11.00 Ski Jumping 
12 midnight Cyclo-Cross 1.00am Motor 
Racing 2.00 BMX Racing 3.00 World 
Superbikes 4.00-6.00am Snooker 


Sports 1 


Sky 410 Virgin 527 BT 408/HD 430 
6.00am French Football 6.30 Premier 
League Netbusters 7.00 Europa 
Conference League 7.30 Surfing (AD) 
8.30 TNT Sports Reload (AD) 

8.45 World Rally Special 
Stages 3 and 4 in the Czech Republic. 
10.30 MLB: off the Bat (AD) 

11.00 = World Rally Special 
Stage 5 in the Czech Republic. 
12.15pm Premier League: the Big 
Interview: football conversation 
12.45 World Rally Special 
Stages 6 and 7 in the Czech Republic. 
3.15 French Football 

3.45 World Rally Special 
Stage 8 from the Czech Republic. 
4.45 Champions League Goals 
Reload 5.00 Inside Serie A 5.30 
Premier League Preview 6.00 The 
Fantasy Show 6.30 TNT Sports 
Reload (AD) 6.45 Premier League 
Netbusters 7.15 French Football 
7.45 French Football 
Clermont Foot v Nice (kick-off 8.00). 
10.00 Champions League 
Magazine (AD) 10.30 Boxing 11.00 
World Rally 11.30 Badminton (AD) 
12 midnight MLB: off the Bat (AD) 
12.30am MLB Coverage of 
game one of the World Series. 
5.00-6.00am Uefa Man in the Middle 


TNT Sports 2 


Sky 411 Virgin 528 BT 409/HD 431 
6.00am MotoGP Rewind 

715 MotoGP The Thailand 
Grand Prix second practice session. 
10.15 TNT Sports Reload 11.00 
Europa League Highlights (AD) 

12 noon Europa League Magazine 
12.30pm Europa Conference League 
1.00 Europa League Magazine 
2.30 Europa Conference League 
3.00 Champions League Magazine 
(AD) 5.00 The Fantasy Show 5.30 
Wrestling (AD) 7.15 Inside Serie A 
7.45 Italian Football 
Genoa v Salernitana (kick-off 7.45). 
9.45 UFC Watch-Along 10.15 Fight 
Week 11.00 Wrestling 

1.00am Wrestling 

WWE Friday Night SmackDown. 
3.00 Premier League Preview 
3.30 TNT Sports Reload (AD) 
3.45-6.30am MotoGP 
The Thailand Grand Prix third 
practice and qualifying sessions. 


TNT Sports 3 


Sky 417 Virgin 529 BT 410/HD 432 
6.00am Europa League Magazine 
7.00 Wrestling: WWE highlights (AD) 
9.00 Badminton French 
Open quarter-finals in Rennes. 
2.30pm Squash: Grasshopper 
Cup action 3.30 Badminton (AD) 
4.00 Badminton The 
quarter-finals at the French Open. 
9.30 Badminton (AD) 10.00 Surfing 
(AD) 11.00 Bristol Bisons: Pride 

on the Pitch 12 midnight French 
Football 1.00am World Rally 1.30 
Surfing (AD) 2.30 Fishing: on the 
Bank (AD) 3.30=5.30am Classic 
Cricket: West Indies v England (AD) 


TNT Sports 4 


Sky 421 Virgin 530 BT 411/HD 434 
6.00am Serie A: Full Impact (AD) 

6.30 Major League Baseball 

9.30 Australian Rules 
Football Gold Coast Suns v GWS 
Giants, in the AFLW (bounce-up 9.45). 
11.30 MLB 11.30pm UFC: the Ultimate 
Fighter (AD) 3.30 Fight Week 4.15 
Badminton 5.00-6.00am MLB 


Viaplay Sports 


7.30-10.30pm Spanish 
Football Girona v Celta Vigo from 
Estadi Montilivi (kick-off 8.00). 


jal Avdlds 
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ALAMY; GETTY 


Archive on 4: Fangirls and Teen Hysteria 
Saturday 8.00pm Radio 4 


IFTY YEARS AGO this month, a viewing 

balcony at Heathrow Airport collapsed 

under the weight and energy of 10,000 

screaming fans, gathered to welcome 

their beloved Osmonds to Britain. 
“The wall’s gone,” shouted one panicked 
reporter. However, no one was seriously hurt 
and later in his hotel room, the band’s resident 
dish, Donny, watched on TV as David Dimbleby 
and other talking heads debated whether he 
should be deported due to the damage he was 
causing our nation’s teen girls. 

In 2023, Osmond is still laughing at the 
memory, telling Josephine McDermott, the 
presenter of Fangirls and Teen Hysteria, that his 
brother Alan turned to him and said: “Donny, 
remember this moment. This stuff never 
happens.” Osmond adds, “That hysteria and 
adulation will never happen again, ever, for any 
artist. Yes, it’s crazy but it’s a different kind of 
hysteria. Social media has changed everything.” 

McDermott sets out to test his theory, with 
a walk down memory lane that takes in the 
Beatles, the Osmonds and Bay City Rollers. 
And, in an act of unbelievable dedication to 
her research I could never match, she 
reads from her own 
teenage diaries from 
the mid 90s, chart- 
ing, in her words, the 
“descent of a diligent 
teenage schoolgirl 
into delirium over 
Take That” - the band 
in general; baby- 
faced Mark Owen in 
particular. 
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THE PICK OF 
THIS, WEEK’S RADIO 


MING OVER? 


Bands like the Osmonds, the Beatles and Take That 


once caused crowd hysteria — but social media 


Entries include planning to paint the TT 
symbol on her face, and joining 300 other fans 
in screaming, fainting, and chasing the boys’ 
cars outside the BBC’s Live and Kicking studios. 
McDermott snorts fondly at the memories: “It 
was good to get this intensity out of my system at 
a young age because nothing’s ever come close. 
We made a banner and took it to Television 
Centre. Someone else was running my brain.” 

If Harry Styles’s fans confound Donny 


‘That hysteria and 
adulation will never 
happen again’ 


Osmond’s theory, sharing the same intensity as 
those of the Beatles, some aspects of the 
phenomenon have changed in those years. For a 
start, “in the archive it’s referred to as 
‘hysteria’, ’'m not so sure you 

~ could describe it like that 
now,” says McDermott. 
“The way we talk about 
al fangirls has changed. 
: } Harry Styles has made 
a point of push- 


has changed everything 


ing back on anyone deriding them.” 

And a bigger revolution is in fans’ use of social 
media. “They can create a post, and there's an 
outside chance that Harry Styles might see it. 
The internet means you don’t have to turn up in 
person, go to the airport. Some fans will live- 
stream a building, while thousands will watch. 
They're having the same feeling, but they don’t 
have to be there.” McDermott sighs. “That would 
have been so much easier.” 

Her diaries reveal, too, the paradox at the 
heart of teenage fandom: the surge of intense 
individualism - “he’s looking at me” - alongside 
the comfort of a community. “I'd forgotten we 
made penpals with other fans we met. There was 
that feeling of, we're all in it together.” 


ative years might be distracting but they 

have their upsides, she says. “It spurs you on 
to do things you wouldn't normally do. It taught 
me to chase my dreams. I sat at home, watching 
them, and thought, I want to meet them. Armed 
with an A-Z and a phone book, we tracked them 
down. Through tireless work and resourceful- 
ness, cold-calling recording studios, PRs, radio 
stations... it basically taught me to be a journal- 
ist. ’'m very thankful.” 

And it doesn’t last for ever. McDermott, 
describes bumping into her idol years later, 
without feeling compelled to scream. “This bloke 
walked past me at a bus stop in Kensington 
High Street, and I just thought, ‘Oh there’s Mark 
Owen. So you can be cured.” CAROLINE FROST 


Ss HEIGHTENED EMOTIONS in those form- 
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£47.99, call 


The Invention 
of Turkey 
Friday 11.00am Radio 4 


Misha Glenny’s outstanding 
Invention of... series now 

numbers 50 episodes, covering 
some dozen countries. No history 
that Glenny has yet told is more 
complex than that of Turkey, his 
first episode (of three) focusing 

on the Ottoman empire that 
established itself in the 14th 
century and rapidly expanded 
thousands of miles in all directions, 
with Constantinople (now Istanbul) 
as the seat of power. “Ottomans 
were good at conquering but not 
good at managing," we're told, 

but then again the way the empire 
mixed civilisations, religions and 
races is extraordinary. A fascinating 
listen. SIMON O'HAGAN 


Tull Monday 10am/3pm R4 Extre 
“4 e Originally broadcast in 2003, this 
Drama on 3: The Ky moving reflection on the remarkabl 
Al-Hamlet Summit —/ life of Walter Tull - footballer, First 
Sunday 7.30pm Radio 3 Je World War hero and the Bt 
Sulayman Al-Bassam's Hamlet shifts Army's first black officer ma Fs. 
the action from Denmark to an a fitting return a hae, a 
unidentified Arab state that could be celebrate Black His om a : af 
Iraq. Introducing this new BBC Audio in Folkestone of ent onbiieentt 
production of his stage play (written in (deftly played by Pa eige! ee 
2002 in response to 9/11), Al-Bassam endured family separation : 
acknowledges that there are youth to forge a a a" ea 
similarities between his Hamlet footballer for Di rm eS 
(played for radio by Tommy Sim’aan, Spurs despite the “co eve ¥ eee 
above) and Western-educated Osama of the time. His liar = es SS 
Bin-Laden, returning home to fight. as an officer during the ae x 
In this adaptation, Shakespeare's only adds to his trailblazing legacy. 
grieving son has become radicalised JEREMY ASPINALL 
and is politically motivated, and 
Ophelia is a suicide bomber. 
FIONA HUGHES 


wo.Tull 
‘Tottenham Hofspur 


STEEPLETONE BRIGHTON RADIO 
To order the retro-styled Brighton radio for 
* or visit radiotimes.com/shopXX 


Heartburn 
Monday 7am, 12 noon, 59m 
Radio 4 Extra 


A caustic tale of midlife soul- 
searching, this is the only novel by 
When Harry Met Sally scribe Nora 
Ephron (above), who died in 2012. 
Inspired by the failure of Ephron’s 
marriage, it introduces cookbook 
writer Rachel, whose husband Mark 
(“capable of having sex with a 
Venetian blind”) is instead having it 
with a mutual friend. Snappily read 
by Julianna Jennings, it combines 
witty one-liners with barely 
contained fury at the unfairness 

of the world and the faithless 

men who run it. MATT GLASBY 


The Archers 
Sunday-Friday Z0Opm Radio 4 


Is there a couples counsellor in 
Ambridge? As well as Helen and 
Lee's relationship floundering 
under the weight of recent events, 
Adam and lan (Stephen Kennedy, 
above) endure an awkward 
evening out that brings to light 
some issues. But when lan admits 
the truth about a past experience, 
matters become more 
complicated. There are fireworks 
at the Stables, which set Mia off 
on a campaign. DAVID CRAWFORD 
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Ramblings 

Mike Gunton has been a 
programme-maker in the BBC's 
Natural History Unit for more than 


30 years. His latest role is executive 


producer of Plant Earth III - the 
new David Attenborough series 
(see feature p14). Gunton has 
filmed wildlife all over the world, 
but Oldbury-on-Severn in 
Gloucestershire is his home patch, 
and he provides Clare Balding with 
affable company on a walk where 
the prospect of spotting curlews 
still excites him. His revelations 
about Planet Earth III veer into 
spoiler territory. SIMON O'HAGAN 


\D 
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the BBC, radio 


we know it 


100 years of 


& life as 


The British 
Broadcasting Century 


This history of the BBC, radio and 
“life as we know it" is, as you'd 
expect, informative, entertaining 
and educational. It's the passion 
project of comedian Paul Kerensa, 
who wears his hours of research 
lightly as he unearths juicy facts 
from the archives. In the two latest 
episodes, he celebrates 100 years 
of Radio Times in conversation with 
co-editor Shem Law. It's a richly 
rewarding chat about the past, 
present and future of RT, a must 
for any reader. DAVID CRAWFORD 


| 
ee. 


Time & Again 

Every year, thousands of people 
leave prison in England and Wales 
facing uncertain futures. Created 
by producer Jack Suddaby and 
rehabilitation charity Switchback, 
this inspiring series introduces six 
young men who, with help, have 
turned their lives around, against 
the odds. Over an oppressive sonic 
backdrop, they tell depressingly 
similar tales of deprivation, crime 
and prison, and how they are 
determined not to return. As one 
notes, “Time is the only thing you 
can't get back." MATT GLASBY 


Unpacking the lyrics of a musical genius 
takes us on a trip through modern history 


When Paul McCartney talked to poet Paul Muldoon 
about his best-known songs while compiling his 2021 
book The Lyrics: 1956 to the Present, somebody was 
awake enough to record the conversations. These chats 
now lie at the centre of each instalment, which takes 
a song like Back in the USSR, looks at how it came to be, sketches 
in some historical background and explains everything from 
the USSR to Chuck Berry, BOAC to the Beach Boys, 
to a 21st-century audience. It's strange to reflect 
how things once swallowed like fast food 
now need Shakespearean footnotes. 
Even stranger to marvel at how 
the speaking voice of Paul 
McCartney, now 81, still sounds 
so youthful. DAVID HEPWORTH 


by 


A 
POSITIVE 
UFE 


A Positive Life: HIV from 
Terrence Higgins to Today 


In 1982, weeks after Terrence 
Higgins became one of the first 
people in the UK to die of an 
Aids-related disease, his friends 
set up what became the Terrence 
Higgins Trust, now our primary 
sexual-health charity. This eight- 
part series, presented by singer 
Sam Smith, explores Terry's life, 
and the battle against stigma that 
resulted in that “Don't die of 
ignorance” campaign in 1986 and, 
much later, effective treatments. 
DAVID McGILLIVRAY 


28ish Days Later 


Winning gold in the best new 
podcast category at this year's 
British Podcast Awards, the 28 
episodes in India Rakusen's series 
could easily have also won in the 
factual, history and wellbeing 
sectors. Yes, it’s primarily factual 
and scientific in its exploration of 
the menstrual cycle, but it’s also 
personal and approachable, with 
interviews with everyday women 
as well as medical bods. Every man, 
woman and child should listen. Let 
there be blood — but with life- 
affirming positivity. ANNA JONES 
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THE PICK OF THE BEST AUDIO ON DEMAND 


INVESTIGATION 
Who Killed Daphne? 


In 2017, the assassination by car 


r 7 


COMEDY 
Wooden Overcoats 


Now in its fourth season and 


Streams of 


Consciousness 


DAVID HEPWORTH 


A Green Wing podcast? Cancel 
culture is sharpening its scalpel... 


THE NEwS THAT plans are afoot for a 
podcast based on Green Wing, the 
attractively twisted hospital-set comedy that 
began on Channel 4 in 2004, prompted me to 


THIS BOY 
Paul McCartney bomb of crusading journalist with a gold award discreetly tucked 5° back andigke pnewer lbole 
; = : : Within the opening five minutes of the first 
in 1965, Daphne Caruana Galizia made under its funereal belt from this dinisndle ar WIS eucoutive dh caces a nournar 
aged 23 global headlines, not just because year's British Podcast Awards, this P : 


it was so heinous, but because it 
occurred on the Mediterranean 
island of Malta. In this ten-episode 
series, reporter (and presenter) 
Stephen Grey recalls how he and 
his colleagues exposed a tangled 
web of shady deals and organised 
crime that led to the very top of the 
Maltese government. Grippingly 
told, it has twists and turns worthy 
of a Hollywood thriller. 

JEREMY ASPINALL 


This week's 
dip into the archive features 
Sam Claflin, the British actor 


is a rare thing - an audio sitcom 
that's actually funny. It’s worth 
starting at the first episode, where 
the family business of funeral 
directors Rudyard and Antigone 
Funn is revealed to be at death's 
door. The series — unlike the Funns’ 
clients — has really bloomed over 
the course of four series, and the 
writers have nailed the genre far 
more successfully than the Funns 
have closed those coffins. AJ 


based on which model will help her pull a 
bloke; a workman sustains grievous but 
presumably comical injuries falling off a 
ladder; a fatigue-maddened mum leaves her 
kids in the car park when she arrives for 
work; another character exhales cigarette 
smoke directly into the open mouth of her 
flatmate. The former previously came down 
for breakfast sporting an 
eyepatch and explained, “I’ve 
got sperm in my eye.” 


HIS ISN’T ONE of those 
columns saying they 
wouldn’t let you get 


away with any of that nowadays 
but they wouldn't, would they? 


This is a thought that crosses the 

mind frequently, even when watch- 
ing relatively cuddly “old” comedies 
like Friends. Six straight white 


SCRUBBED 
Green Wing's 
Stephen 
Mangan and 
Tamsin Greig 


who rose to fame in The 
Hunger Games. He tells 
Kelly-Anne Taylor about his 
first ever read-through, for 


Pirates of the Caribbean, 
and they discuss the 
darkness of lockdown, 
plus how his role in the 
adaptation of Taylor 
Jenkins Reid's Daisy 
Jones & The Six felt 
like therapy. 


Search Radio 
Times Podcast 
on your podcast 
provider, scan 
the QR code or 
visit 
radiotimes. 
com/podcast 


<4 SCAN 
QR CODE 
TO ACCESS 
PODCAST 
VIA YOUR 
TABLET 
OR PHONE 


HISTORY 


‘Willy Willy Harry Stee...’ 
Charlie Higson's 
History of the Monarchy 


The mnemonic rhyme Willy Willy 
Harry Stee is no longer taught in 
schools, but it still serves as a 
handy catalyst for this romp 
through the kings and queens of 
England from author and Fast 
Show co-creator Charlie Higson. 
Higson’s dry wit and knack for 
storytelling means this weekly 
show is never fusty or pompous; 
expect more bloodshed and 
backstabbing than you can shake 
a sword at. TOM GOULDING 


people hanging out together? I don’t 
think so. The Office... The what? 

Once you break anything funny but old 
down to a laundry list of incidents, the case 
for the prosecution tends to assemble. Doing 
it with Green Wing is like shooting ducks in a 
barrel, because any gags that weren’t based 
on the characters’ plans to publicly humiliate 
their colleagues tended to revolve around 
their eagerness to sexually objectify them. 

Of course, nobody did that with Green 
Wing at the time, partly because it was funny, 
partly because the unusual edits - which 
either accelerated or slurred time — enhanced 
the feeling that what you were watching was 
all a strange dream. But mainly it was 
because Twitter didn’t launch until its run 
was almost over, so a hastily assembled 
charge sheet had no immediate outlet. 

Even if they won't show this stuff any more, 
we can still laugh in our heads. 


See David's pick of the week, Paul McCartney: 
A LIfe in Lyrics, top left opposite page 
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SATURDAY Radio 


BBC Radio 3 


TODAY'S CHOICES 


Opera on 3: Verdi's 

La forza del destino 
6.30pm Radio 3 

In Covent Garden's latest 
revival of Verdi's sprawling, 
Shakespearean opera about 
the fatal consequences of the 
forbidden love between an exiled 
Inca prince and the daughter of 
Spanish nobility, the implacable 
“force of destiny” that drives 
the improbable drama on is 
ratcheted up with just the right 
degree of tension by that expert 
Verdian, Sir Mark Elder. Amida 
huge cast, including cameo roles 
for arabble-rousing Gypsy and 
a decidedly uncharitable friar, 
French-Canadian baritone 
Etienne Dupuis (above) stands 
out for his obsessive portrayal 
of the death-fixated Don Carlo, 
who chases his sequestered 
sister (Sondra Radvanovsky) 
and her runaway lover (Brian 
Jagde) from Spain to Italy and 
back again, only to discover 
that revenge is a double-edged 
sword. MARK PAPPENHEIM 


The Documentary: 

Other People’s Children 
12.05pm BBC World Service 
Last year, Namulanta Kombo 
won Podcast of the Year at the 
British Podcast Awards for 
Dear Daughter in which the 
mother-of-two mused over what 
to tell our daughters, including 
her own. Kombo now extends 
her creative, inclusive interview 
style toa documentary on 
mothers who leave their own 
families to look after other 
people's children. It's an economic 
rather than a lifestyle choice 
and the women she speaks with 
share their powerful, poignant 
experiences. ANNA JONES 


THIS WEEK’S 
HIGHLIGHTS See p1i6 
Archive on 4: Fangirls 
and Teen Hysteria 
8.00pm Radio 4 

Teen pop fandom over the years. 


BBC Radio1 


97.6-99.8 FM DAB bbc.co.uk/radio1 
F'view* 700 F'sat 700 Sky 0101 Virgin 901 
6.00am Happy 7.00 Sam and Danni 
10.30 Katie Thistleton 1.00pm Matt 
and Mollie 4.00 Dance Anthems 
7.00 Soundsystem Party 9.00 Rap 
Show 10.30 Rap Mixtape 11.00 Drum 
'n’' Bass Show 12.00 Drum'n' Bass Mix 
1.00am Classic Essential Mix 3.00 
Future Dance Mix 3.30 Pete Tong 
4.00 Dance Anthems 5.00 Relax 


BBC Radio 2 


88-90.2 FM DAB bbc.co.uk/radio2 
F'view* 702 F'sat 702 Sky 0102 Virgin 902 
6.00am Sounds of the 60s 
with Tony Blackburn 

8.00 Anita Rani Sits in for Dermot 
O'Leary, with guest Liz Bonnin. 
10.00 Claudia Winkleman 
Including at 12.30pm Radio 2's 
Strictly Playlist, with a preview of 
music on Strictly (BBC1 at 6.35pm). 
1.00 Pick of the Pops 

Steve Wright takes over from Paul 
Gambaccini to present the BBC 
chart show with origins going back 
to 1955. Today: 1984 and 1990. 

Rptd Mon 3am (1984) and Tue 3am (1990) 
See tomorrow 8pm 

3.00 Rylan on Saturday 

With guest Sophie Ellis-Bextor for 
the KaRyoke feature. See Friday 4am. 
6.00 Liza Tarbuck 

8.00 Sounds of the 80s with 
Gary Davies A nostalgic playlist. 
10.00 Sounds of the 90s 
12.00 Who Are We: Doctor Who? 
2/2. The Modern Era. Ahead of next 
month's 60th anniversary of Doctor 
Who, Jo Whiley celebrates its 21st- 
century return. With showrunners 
Russell T Davies, Steven Moffat and 
Chris Chibnall, plus past Doctors, from 
Sylvester McCoy to Jodie Whittaker. 
1.00am Dance Sounds of the 90s 
with Vernon Kay With an N Trance mix. 
2.00 Radio 2 Unwinds with 
Angela Griffin A 1990s playlist. (R) 
3.00 The Good Groove 

3.30 Steve Wright's Love Songs 
Extra A playlist recalling 1981. 

4.00 Radio 2 Piano Room Archive 
sets, starting with James Bay, then at 
4.17 David Gray, at 4.31 Jack Savoretti, 
and at 4.46 Noel Gallagher. 

5.00 Tracks of My Years Omnibus. 


BBC 6 Music 


DAB bbc.co.uk/6music 

Freeview 707 Freesat 707 Sky 0120 Virgin 909 
6.00am Amy Lamé 

8.00 Radcliffe and Maconie 

10.00 The Huey Show 

1.00pm Femi Koleoso 

Sitting in for Jamz Supernova. 

3.00 Gilles Peterson 

6.00 Funk and Soul Show 

9.00 Don Letts's Culture Clash Radio 
11.00 Sherelle At 12.30am DJ Storm. 
1.00am 6 Music's Rave Forever 
2.00 Late in the Day Low-key music. 
4.00 The Morning After Mix 


Greatest Hits 


DAB greatesthitsradio.co.uk 

F'view 716 Sky 0151 Regional variations on FM/MW 
6.00am Jenny Powell 10.00 Mark 
Goodier 1.00pm Richard Allinson 
4.00 Weekend Anthems 5.00 Paul 
Gambaccini 7.00 Kate Thornton 10.00 
Rhythm of the Night 1.00am Good 
Times Anthems 2.00 Music Marathon 


DAB boomradio.co.uk 


6.00am Dave Jamieson 8.00 Roger 
Day 10.00 Rob Jones 12.00 Simon's 
70s 2.00pm Jenny Hanley 4.00 
John's Jukebox 7.00 Saturday Soul 
9.00 Graham Torrington 12.00 
Night Ride 2,00am Through the Night 


90.2-92.4 FM DAB bbc.co.uk/radio3 

Freeview* 703 Freesat 703 Sky 0103 Virgin 903 

News and weather 7.00am, 8.00 and1.00pm 

7.00am Breakfast 

Elizabeth Alker with classical, folk and other genres. 
9.00 Record Review 

Andrew McGregor with a detailed look at classic 
recordings and some of the week's new releases. 
9.30 British theatre director, composer and 
lyricist Jeremy Sams discusses personal favourite 
new releases and, in the On Repeat feature, 
shares a track that is a current obsession. 

10.30 Building a Library Natasha Loges 
discusses her favourite recording of Brahms's 
Clarinet Trio in A minor. 

11.20 Record of the Week Andrew's top pick. 
Record Review Extra is broadcast tomorrow at 9pm 

11.45 Music Matters 

Tom Service covers myriad facets of the classical 
world, including arts news. Plus guests, today with 
composer Edward Gregson discussing this year’s 
National Brass Band Championships. 

Repeated Monday 10pm 

12.30pm This Classical Life 

Jess Gillam is joined by cellist Matthew Barley to 
share musical discoveries across a range of styles. 
Their choices include Beethoven and Marianna 
Martines (1744-1812) and ballet music by 
Tchaikovsky, and recordings by Paul McCartney 
and mandolin player Avi Avital, plus a taste of 
Brazil from singer Elza Soares and songwriter 
Anténio Carlos Jobim. See Wednesday 7.30pm 

1.00 Inside Music 

Aninsider’s take on various music works, today with 
accordionist Martynas Levickis, winner in 2010 of 
Lithuania's Got Talent. He explains how at three he 
learnt to play a tiny accordion while wandering 
around the forests of Lithuania. He chooses music 
that paints a musical picture of that scene by 
Lithuanian composer and painter Mikalojus 
Konstantinas Ciurlionis. Levickis also performs his 
own arrangement of music by Philip Glass. Plus music 
by Mahler and Vivaldi and recordings by Francesco 
Tristano and James Rhodes, two pianists, he says, 
who are unafraid of doing things their own way. 
3.00 Sound of Cinema 

Anatypical edition with Matthew Sweet 
introducing listeners’ experiences of first dates at 
the cinema, with highlights of scores from an 
eclectic pick of films, from the thrilling to the tragic. 
4.00 Music Planet 

Kathryn Tickell with the latest releases from 
across the globe, today featuring a live session by 
Irish singer/songwriter Lisa O'Neill, who performs 
material from her fifth album, All of This Is Chance. 
5.00 JtoZ 

Julian Joseph with new and classic jazz, plus guests 
and exclusive sets, today featuring concert highlights 
from leading jazz vocalist Carmen Lundy and her 
band, recorded in August at this year's We Out 
Here festival. And US drummer, producer and 
rapper Kassa Overall shares his inspirations, 
including a track by jazz luminary Yusef Lateef. 


Scala Radio 
DAB scalaradio.co.uk 


7.00am Hannah Cox With a Piano Playlist at 8.00. 
10.00 Angellica Bell Magazine-style show, 
including after 11.00 a guest from the arts and 
entertainment world. Plus the first play of a track 
from the Scala Album of the Weekend. 

1.00pm Mark Kermode With film music. 

3.00 Jack Pepper's Culture Bunker 

Stories behind classical music. 

5.00 The Console with Luci Holland New, popular 
and emerging scores from video games. 

6.00 Ayanna Witter-Johnson Personal picks. 
8.00 Saturday Night Scala With Darren Redick. 
10.00 The Space Soothing and calming music. 
1.00am Night Music 5.00 In the Park 


Asian Network 


DAB bbc.co.uk/asiannetwork 

F'view 709 F'sat 709 Sky 0119 Virgin 912 

6.00am The Everyday Hustle 7.00 Motivation 8.00 
Smash Bengali 10.00 Certified 11.00 Beyond Bollywood 
1.00pm Mehreen Baig 3.00 Certified Throwbacks 
4.00 Amber Sandhu 6.00 Panjabi Hit Squad 9.00 
Pure Spice with DJ Manara 12.00 SOS Bhangra Mix 
1.00am Panjabi Hit Squad 4.00 BBC Introducing 


Interested in equity release? Find out more with Paul Lewis's FREE guide 


6.30 Opera on 3: La forza del destino 

A recent Royal Opera House performance of 

Verdi's epic work La forza del destino (The 
Force of Destiny), in a production by Christof Loy 
first staged in 2019. Leonora and Don Alvaro's secret 
elopement goes horribly wrong when her father 
accidentally gets killed by Alvaro. Separated in 
the confusion, the lovers instead seek refuge in 
spirituality and solitude, but Leonora’s brother is 
determined to get revenge. Will fate bring them all 
together again? Presented by Andrew McGregor, 
joined by opera specialist Roger Parker. 
Verdi La forza del destino 


Donna Leonora Sondra Radvanovsky (soprano) 
Don Alvaro Brian Jagde (tenor 
Don Carlo di Vargas Etienne Dupuis (baritone 
Padre Guardiano Evgeny Stavinsky (bass; 
Preziosilla Vasilisa Berzhanskaya (mezzo 
FraMelitone Rodion Pogossov (baritone 


Mastro Trabuco 
Marquis of Calatrava 


Carlo Bosi (tenor! 
James Creswell (bass) 
Curra Chanae Curtis (soprano; 
Alcalde Thomas D Hopkinson (bass 
Chorus and Orchestra of the Royal Opera House, 
conductor Mark Elder. 

RT OFFER Verdi La forza del destino (3 CDs) — a1986 recording 
featuring Mirella Freni, Placido Domingo, Giorgio Zancanaro, 
Paul Plishka and the Chorus and Orchestra of Teatro alla Scala 
conducted by Riccardo Muti— is available for £19.90 inc p&p. Call 
O115 9827500 quoting ref 9029573592 or visit radiotimes.com/cds 
10.05 New Music Show 

Kate Molleson with the UK premiere performance 
of Chaya Czernowin's Hidden- from last November 
in Huddersfield — and the world premiere of a 
heavy tune from jazz trumpeter Laura Jurd. Plus 
Thomas Larcher's The Living Mountain, inspired 

by the memoir of the Scottish poet and nature 
writer Nan Shepherd. 

12.00 Freeness 

Corey Mwamba presents new music that uses sound 
for imaginative exploration. Saxophonist Camila 
Nebbia is joined by violist Joanna Mattrey, pianist 
Maya Keren, drummer Lesley Mok and Cecilia Lopez 
onsynths and electronics. Plus a set from drummer 
Ryosuke Kiyasu at Tokyo Arts and Space, and Finnish- 
born artist Helen Svoboda with a choir chomping 
and chewing in chorus on genetically modified apples. 
1,.00am Through the Night with Jonathan Swain. 
Dvorak The Noon Witch, Op 108 Bartok Violin Concerto 
No 1, S236 Matteis Alia fantasia in A minor Dvorak 
Symphony No 7 in D minor Veronika Eberle (violin), Swedish 
Radio Symphony Orchestra, conductor Daniel Harding 
2.27 Berwald Piano Quintet No 1in C minor Op 5 2.51 
Roussel Three Pieces for piano, Op 49 3.01 Schumann 
Dichterliebe, Op 48 3.30 Mozart Symphony No 40 in 

G minor, K550 3.58 Facco Sinfonia No 9 in C minor 
4.09 Suriani Harp Partita 4.19 Soderman Three songs 
from Idyll and Epigram 4.25 Madetoja Dance Vision, Op 11 
4.33 Schulz-Evler Arabesken Uber An der schénen 
blauen Donau von Johann Strauss 4.44 Nielsen 
Serenata in vano 4.51 Mendelssohn Overture: Ruy Blas 
5.01 Verdi Caro nome (Rigoletto) 5.06 Fauré Nocturne 
No 4 inE flat, Op 36 5.13 Vivaldi Concerto in G minor, 
RV577 5.23 Beethoven Violin Sonata in E flat, Op 12 No 3 
5.41 Auber Overture: Marco Spada 5.52 N Boulanger 
Three Pieces for Cello and Piano 5.59 Lassus Missa 
Osculetur me 6.23 Fanny Mendelssohn Piano Sonata 
in C minor 6.37 Rodrigo Concierto de Aranjuez 


99.9-101.9 FM DAB classicfm.com 
Freeview 731 Freesat 721 Sky 0106 Virgin 922 


Throughout the day Classic FM hosts its very first 
Family Classics Day, geared at children of all ages 
listening with their parents, carers or grandparents 

7.00am Alan Titchmarsh With special, family- 
favourite Classic FM Hall of Fame Hour at 9.00. 
10.00 Aled Jones With highlights of Disney film scores. 
1.00pm Alexander Armstrong Uplifting music. 
4.00 Peppa Pig's First Classical Concert: a Classic 
FM Exclusive Peppa Pig makes her radio-presenting 
debut, with music to appeal to children and grown-ups. 
5.00 Classical Calm-Time with Giovanna Fletcher 
A one-off special hosted by the author and podcaster. 
7.00 Saturday Night at the Movies 

9.00 David Mellor's Melodies A family-friendly playlist. 
10.00 Calm Classics Presented by Myleene Klass. 
1.00am Katie Breathwick 4.00 Sam Pittis 


Absolute Radio 


DAB absoluteradio.co.uk 
Freeview 727 Freesat 724 Sky 0107 Virgin 915 
8.00am Frank Skinner 11.00 Sarah Champion 


2.00pm Matt Forde 5.00 Andy Bush 7.00 Classic 
Rock Party 10.00 Sophie K 4.00am Emil Franchi 


Nae bmes 


Unlocking 
the cash in 
your home 


See p144 for details 
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BBC Radio 4 


92.4-94.6 FM 198 LW DAB bbc.co.uk/radio4 
Freeview 704 Freesat 704 (FM) 710 (LW) 

Sky 0104 (FM) 0130 (LW) Virgin 904 (FM) 911 (LW) 

News 5.30am, 6.00 and hourly to 12 midnight 
Weather 6.04am, 6.57, 7.57, 12.57pm, 5.57, 12.15am 
Shipping Forecasts 5.20am, 12.0ipm (LW), 

5.54pm, 12.48am 

5.30am News Briefing 

5.43 Prayer for the Day 

A chance to pause for reflection, with Seeta 
Lakhani, Hindu tutor at Eton College. 

5.45 Close Encounters 

6/10. Martha Kearney is joined by Edward 
Enninful, the editor of Vogue, who chooses a 
photograph of Naomi Campbell that was the 
first of many of hers to appear on a Vogue cover. 
The photographer was Patrick Demarchelier, 
and the cover appeared in December 1987, when 
Campbell was 17. Repeated from yesterday 

6.00 News and Papers 


6.07 Ramblings 

5/6. Boxing coach Rose Mac moved to the 
North West from London a year ago and is 
constantly delighted by the nature and walking 
possibilities on Merseyside. Rose shows Clare 
Balding her new home territory and gives her 
a boxing lesson. Repeated from Thursday 

6.30 Farming Today This Week 

7.00 Today 

Presented by Nick Robinson and Justin Webb. 
7.20 Yesterday in Parliament 

7.25, 8.25 Sports News 

7.48 Thought for the Day 

With the Rev Roy Jenkins. 

8.45 LW Yesterday in Parliament 

9.00 Saturday Live 

Nikki Bedi and Olly Mann are joined by Rory 
Bremner and Sue Kent. Simon Farnaby gives 
his Inheritance Tracks. Producer Ben Mitchell 
10.00 Your Place or Mine 

3/13. Darren Harriott: Manila, the 
Philippines. Darren Harriott tries to convince 
Shaun Keaveny that Manila is a warm and 
welcoming city, with guaranteed wi-fi. 
Available on BBC Sounds since 18 October. 
Producers Beth O'Dea and Sarah Goodman 

10.30 Soul Music 

2/5. Since Wicked was first staged in 2003, 
the song Defying Gravity from the hit musical, 
sung by the witch Elphaba, has become a 
powerful anthem for people from all walks of 
life. This episode tells some of their stories. 
Producer Maggie Ayre 

11.00 The Week in Westminster 

The week's political proceedings. 

11.30 From Our Own Correspondent 
Kate Adie presents reports from BBC 
correspondents around the world. 
12.04pm Money Box 

Impartial money advice and the latest news 


from the world of personal finance. 
Repeated tomorrow 9pm 


Your RT Money: page 144. 


12.30 The News Quiz 

7/8. Andy Zaltzman hosts the satirical quiz 
show, with panellists lan Smith, Lucy Porter, 
Anushka Asthana and Robin Morgan. 

Rptd from yesterday Rptd Monday Tlpm Radio 4 Extra 

1.00 News 


1.10 Any Questions? 

Alex Forsyth chairs the forum in Maryhill Burgh 
Halls in Glasgow, with the nuclear minister 
Andrew Bowie, deputy leader of Scottish 
Labour Jackie Baillie, Lib Dem spokesperson 
for women and equalities Christine Jardine and 
the journalist Blair Jenkins. Rptd from yesterday 
Any Questions On... ison Thursday at 4pm 

2.00 Any Answers? 

Listeners have their say on the week's issues. 
PHONE: 0370 010 0444 Lines open from 12.30pm; 
EMAIL: any.answers@bbc.co.uk 

2.45 For Human Consumption 

3/3. Driver, by Bethan Roberts. Sean is a 
volunteer driver for the café, travelling all 
over picking up rejected ingredients. But 
since his wife died, navigating his own life is 
proving much more difficult. Read by Paul 
Copley. Producer/Director Kate McAll (R) 

3.00 Drama: A Matter of Life and Death 
2/2. Ben Cottam's radio adaptation of the 
classic 1946 Powell and Pressburger movie. 
Dr Frank Reeves's death reunites him in the 
Other World with Peter Carter, who hovers 
between life and death as his operation begins. 


Peter Carter Will Tudor Judge Jacqueline King 
June Archer Lydia West Various characters 

FrankReeves GeoffMcGivern Alix Dunmore, David Benson, 
Administrator 48 MilesJupp David Benson, George Grier, 
Bob Trubshawe JonnyWeldon — Dan Starkey, Justice Ritchie 
Bhagat Mikhail Sen 


Producer/Director Simon Barnard 

4.00 Weekend Woman's Hour 

Anita Rani presents a round-up of highlights. 
5.00 Saturday PM With Caroline Wyatt. 
5.30 Political Thinking with Nick 
Robinson 

7/12. An interview with a leading figure 
about what shaped their political thoughts. 
Producer Daniel Kraemer 


6.00 Six o'Clock News 


6.15 Loose Ends 

Clive Anderson is joined by Jeremy Dyson, 
Lucy Beaumont, Bob Cryer and Corinne 
Bailey Rae, who also performs live. 

Producer Sukey Firth Repeated tomorrow 9.30pm 
7.00 Profile 

Aninsight into a figure in the news. 

Repeated tomorrow 5.45am and 5.40pm 

7.15 This Cultural Life 

11/13. Bernie Taupin tells John Wilson about 
the inspiration behind some of his best known 
Elton John songs. He also talks about the 
influence of the music of Marty Robbins, Sam 
Peckinpah’s movie The Wild Bunch and 
Somerset Maugham's The Moon and Sixpence. 
Producer Edwina Pitman Repeated Monday 2.15pm 


BBC Radio 4 Extra 


DAB bbc.co.uk/radio4extra 

Freeview 708 Freesat 708 Sky 0126 Virgin 910 
6.00am Fishing for Ghosts as 50m 

7.30 Salt on Your Tongue as 6.30pm 

8.45 Could Do Better as 7.45pm 

9.00 The Men from the Ministry as 8pm 
9.30 Something to Shout About 1962 comedy 
10.00 The Real Comedy Controllers: 

the Things That Made Us Laugh as 9pm 
11.00 Fishing for Ghosts as 5pm 

12.30pm Salt on Your Tongue as 6.30pm 
1.45 Could Do Better as 7.45pm 

2.00 The Men from the Ministry Government- 
set sitcom starring Deryck Guyler. From 1973 
2.30 Something to Shout About 1962 comedy 
3.00 The Real Comedy Controllers: 

the Things That Made Us Laugh as 9pm 
4.00 The Nemesis of Fire Dramatisation by 
Sheila Hodgson of Algernon Blackwood's 1908 
supernatural tale. Dr John Silence investigates 
the appearance of smoke and spontaneous fires 
at an English manor house. From 1974 

4.45 The Pit and the Pendulum David Horovitch 
reads Edgar Allan Poe's chilling 1842 tale 

5.00 Fishing for Ghosts Peter Vaughan stars 
as Salmon Trout in a1994 radio play by 
Liverpudlian writer David Pownall (1938-2022). 
The panel of a well-known literary prize suspect 


something fishy when they discover a major 
political figure has entered the competition. 
With Susan Fleetwood, Hugh Ross, Neville Jason 
and George Parsons. From 1994 

6.30 Salt on Your Tongue A lyrical exploration 
of the sea by Charlotte Runcie, especially its 
significance for women through the ages. Abridged 
by Polly Coles. Read by Jasmine Hyde (1-5/5) 
7.45 Could Do Better An episode from the 
1987 series, with Robert Booth summoning 
Kenneth Williams for a quiet word 

8.00 The Men from the Ministry as 2pm 

8.30 Something to Shout About 1962 comedy 
9.00 The Real Comedy Controllers: the 
Things That Made Us Laugh A 2017 series with 
BBC Comedy Controllers Paul Jackson, Beryl 
Vertue (1931-2022), John Lloyd and Jimmy Mulville 
celebrating the alternative comedy of the 1980s. 
Featuring the 1988 debut episode of Lenin of the 
Rovers, plus extracts from BBC TV's Not the 
Nine o'Clock News and The Young Ones (1/3) 
10.00-12.00 Comedy Club: Keep Calman Carry 
On (2/4), at 10.30 Cowards (1/4,) at 11.00 Fred 
at the Stand (1/6), and at 11.30 Seekers (6/6) 
12.00 A Call from the Dead Drama by Carey 
Harrison 12.30am The Price of Fear Vincent Price 
introduces Bram Stoker's 1893 tale Cat's Cradle 
1.00 as 5pm 2.30 as 6.30pm 3.45 as 7.45pm 
4.00 as 2pm 4.30 as 8.30pm 5.00 as 9pm 


*Not available on Freeview in Scotland 4pm-lam. Key (R) Repeat 
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8.00 Archive on 4: Fangirls and Teen 
Hysteria 

Josephine McDermott traces the history 

of teen idols and the fans that adore 
them. She opens her teenage diary to 
consider how her own love for Take That 
compares with what went before for the 
Beatles, the Osmonds and the Bay City 
Rollers, and what the current climate has 


seen for the likes of Harry Styles. 

Producer Josephine McDermott; Editor Tom Bigwood 
Repeated Friday 12.04pm 

See feature: page 116 

9.00 GF Newman's The Corrupted 
2/8. The sixth and final series of the crime 
saga. Catherine and Leah are still desperately 
trying to help Brian prove his innocence. All 
series are available on BBC Sounds. 


Sir Joseph Toby Jones PO Rogers Paul Kemp 
BrianOldman Joe Armstrong Pongo David Ajao 
Tony Wednesday AlecNewman EXO Avedlund Nigel Pivaro 


SoniaHope/Emma SarahLambie SirRalph Courtney Nick Sampson 
Catherine Izabella Urbanowicz Jeremy Corbyn 
Anatoly PopowClive Bunter Christopher Harper 
Matthew Marsh DCSRedvers Arty Froushan 

Leah Cohen Jasmine Hyde Julian Tyrwhitt Jonathan Tafler 
Margaret Courtney DAC Henderson 

Flora Montgomery Nicholas Murchie 
Producer/Director Clive Brill (R) 
9.45 The Skewer 
2/8. Jon Holmes twists current affairs clips 
into a surreal, satirical soundscape. Rptd from 
Wednesday Repeated Wednesday 11.30pm Radio 4 Extra 
10.00 News 


10.15 Add to Playlist 

2/9. Bassoonist Amy Harman and concert 
pianist Keelan Carew join Cerys Matthews and 
Jeffrey Boakye to add five more tracks to the 
playlist. They start with a simple, gentle 
nursery rhyme and end with a noisy US TV 
theme from the 1980s. Repeated from yesterday 
11.00 Brain of Britain 

10/17. General knowledge contest with Russell 
Davies. Contestants from Surrey, Wiltshire, 
Hertfordshire and Hampshire compete for a 
place in the semi-final. Repeated from Monday 


11.30 Uncanny 

4/12. Don't Sleep in This House. Continuing 
the run of repeats chosen by celebrity fans, 
Daisy May Cooper picks the series one story 
in which two young climbers shelter ina 
bothy in the Scottish mountains at 
Christmastime in 1974 - and experience the 
most terrifying night of their lives. Available 
on BBC Sounds, with an introduction by 
Daisy May Cooper, since 18 October. 
Producers Simon Barnard and Danny Robins 


12.00 News and Weather 


12.15-12.45am Rethinking Music 
2/3. Beyond Face Value. Soweto Kinch 
looks at how music can benefit education by 
visiting schools that have introduced a more 
holistic focus on music. Repeated from Sunday 
1.00 as BBC World Service 


BBC World Service 


DAB bbc.co.uk/worldserviceradio 

Freeview* 710 Freesat 711 Sky 0115 Virgin 906 
Programmes may differ online, and on Freesat, Sky, and Virgin 
5.00am The Newsroom 5.30 The Comb: a 
Malawian farmer reflects on being falsely accused 
of acrime and facing the death penalty (4/6) 
5.50 More or Less 6.00 Weekend 9.00 News 
9.05 BBC OS Conversations 9.30 Pick of the 
World 9.50 Over to You 10.00 News 

10.05 Sports Hour 11.00 The Newsroom 11.30 
Unspun World with John Simpson 12.00 News 
12.05pm CHOICE: The Documentary: Other 
People’s Children: Namulanta Kombo talks to 
mothers who are leaving their families behind to 
become nannies abroad 1.00 Newshour 

2.00 Sportsworld 6.00 The Newsroom 6.30 The 
Comb 6.50 Sporting Witness 7.00 News 

7.05 The Inquiry 7.30 World of Wisdom: how to 
live a happier, more fulfilled life 8.00 News 
8.05 The Arts Hour 9.00 Newshour 10.05 Music 
Life 11.00 The Newsroom 11.20 Sports News 
11.30 Tech Life 12.00 News 12.05am BBC OS 
Conversations 12.30 The Comb 12.50 Sporting 
Witness 1.00 News 1.05 Unexpected Elements 
2.30 Health Check 3.00 News 3.05 CHOICE: 
The Documentary: Other People's Children 
4.00 News 4.05 From Our Own Correspondent 
4.30 Trending 4.50 Sporting Witness 


Listen live, catch up and follow your favourites at bbc.co.uk/sounds 


BBC Radio 5 Live 


693, 909 MW DAB bbc.co.uk/fivelive 
F'view 705 F'sat 705 Sky 0105 Virgin 905 
Sports Extra F'view 706 F'sat 706 

Sky 0131 Virgin 908 

News and sport bulletin every half-hour 
Times vary during live sports coverage 
5.00am 5 Live Boxing 

6.00 Saturday Breakfast With 
Johnny I'Anson and Holly Hamilton. 
9.00 Patrick Kielty 
11.00 Fighting Talk 
Rick Edwards plays judge and jury. 
12.00 5 Live Sport 
Mark Chapman with sports news 
and updates from Liverpool v 
Everton. He's joined by Rob Green, 
James McFadden, Alan Shearer 
and Statman Dave for football 
discussion, including build-up to 
today's 3.00pm Premier League 
commentary on Manchester City v 
Brighton & Hove Albion. And at 
5.00 Sports Report, followed at 
5.30 by commentary on Chelsea 
vArsenal. At 7.30 Sonja McLaughlan 
presents builds up to the 8.00 
commentary on the second semi- 
final of the Rugby World Cup in Paris. 
12.00 How Do You Cope?... 

Elis James and John Robins invite 
journalist John McCarthy to share 
his experience of being held hostage 
for more than five years. 

1.00am Graham Liver 


BBC 5 Sports Extra 


DAB bbc.co.uk/sports extra 
F'view 706 F'sat 706 Sky 0131 Virgin 908 


5.45am-6.00pm Test Match 
Special Netherlands v Sri Lanka 
-—a Cricket World Cup group match 
in Lucknow. Then at 9.00 England 
v South Africa in the Cricket World 
Cup group match in Mumbai. 
6.55-8.05 Formula One 
Commentary on the United States 
Grand Prix Sprint Shootout. 
10.55-12.05am Formula One 
The United States Grand Prix Sprint 
Race at Circuit of the Americas in 
Austin, Texas (start 11.00). 


Talksport 


1053, 1089 MW DAB talksport.co.uk 
F'view 723 F'sat 731 Sky 0108 Virgin 927 
6.00am GameDay Breakfast 
9.00 GameDay Warm Up 

11.00 Premier League Football 
Liverpool v Everton (kick-off 12.30). 
2.30pm GameDay Live 

5.30 The GameDay Phone-in 
7.30 Premier League Football 
Sheffield United v Manchester 
United (kick-off 8.00). 

10.00 Fight Night 

1,.00am Extra Time 


Talksport 2 


DAB talksport.co.uk 


12 noon-2.30pm Championship 
Football Commentary on Preston 
North End v Millwall (kick-off 12.30). 
2.30-5.00 Premier League 
Football Newcastle United v 
Crystal Palace (kick-off 3.00). 


97.3 FM (London area) DAB Ibc.co.uk 
F'view 732 F'sat 734 Sky 0123 Virgin 919 
7.00am Andrew Castle 10.00 Matt 
Frei 1.00pm Sangita Myska 4.00 

Clare Foges 7.00 Natasha Devon 

9.00 Legal Hour 10.00 Nick Abbot 
1.00am Clive Bull 4.00 Oli Dugmore 


DAB thetimes.co.uk/radio 


6.00am Chloe Tilley and Calum 
Macdonald 10.00 Hugo Rifkind 
1.00pm Alexis Conran 4.00 Ayesha 
Hazarika 7.00 The Best of Times 
Podcasts 8.00 Stories of Our Times 
8.30 Red Box 9.00 Highlights 10.00 
Darryl Morris 1.00am Highlights 
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SUNDAY Radio 


BBC Radio 3 


TODAY'S CHOICES 


5.30pm Radio 3 

As the autumn nights draw in 
and the leaves make their 
spectacular colour shift before 
dropping to the ground, this 
repeated edition of Words and 
Music is the perfect way to 
embrace the season. Witha 
subtitle of The Mighty Oak, 
actors Sidn Phillips and Joseph 
Mydell offer readings from 
woodland-themed texts 
including extracts from Macbeth, 
James Frazer's The Golden 
Bough, Emily Dickinson's 

| Robbed the Woods anda 
heart-warming piece on Winnie 
the Pooh searching for honey 
in an oak tree. The readings 
are perfectly matched (as 
always) with music from Verdi, 
Berlioz, Smetana, Schubert, 
Bernard Herrmann, Vaughan 
Williams, Beethoven, Britten 
and, of course, The Teddy 
Bears’ Picnic. ANNA JONES 


50 Years of 

Paul Gambaccini 

8.00pm Radio 2 

In 1970, 21-year-old New Yorker 
Paul Gambaccini came to the UK 
to continue his studies at Oxford. 
He first appeared on Radio1in 
1973, since when Gambo has 
become not only our leading 
authority on the history of pop 
music but also a trusted expert 
on classical music, cinema anda 
great deal more besides. These 
skills have been reflected in his 
thousands of programmes for 
four BBC radio channels, Classic 
FM, Greatest Hits and TV. Old 
friend Steve Wright hosts. A new 
series, The Paul Gambaccini 
Collection, launches on Radio 2 
next Sunday. DAVID McGILLIVRAY 


THIS WEEK'S 
HIGHLIGHTS See p117 


Drama on 3: The 
Al-Hamlet Summit 
7.30pm Radio 3 

A radical reworking of Hamlet. 


BBC Radio 1 


97.6-99.8 FM DAB bbc.co.uk/radio1 
F'view* 700 F'sat 700 Sky 0101 Virgin 901 
6.00am Chillout Anthems 7.00 
Sam and Danni 10.30 Nat O'Leary 
1.00pm Matt and Mollie 4.00 Life 
Hacks 6.00 The Official Chart: First 
Look 7.00 Chillest Show 9.00 Indie 
Show 11.00 BBC Introducing 12.00 
Future Soul 1.30am UK R&B Mix 2.00 
Decompression Session 3.00 Chill 
Mix 4.00 Dance 5.00 Arielle Free 


BBC Radio 2 


88-90.2 FM DAB bbc.co.uk/radio2 
F'view* 702 F'sat 702 Sky 0102 Virgin 902 
6.00am Good Morning Sunday 
The Rev Kate Bottley and Jason 
Mohammad with faith discussion. 
9.00 Steve Wright's Sunday 
Love Songs Personal dedications. 
11.00 The Michael Ball Show 
Michael is joined by his singing 
partner Alfie Boe, who has written a 
memoir. Plus comedian Brian Conley 
to coincide with his current tour. 
1.00pm Elaine Paige on Sunday 
3.00 Sounds of the 70s 
with Johnnie Walker 
5.00 Richard Osman 
Sitting in for Rob Beckett. 
7.00 Tony Blackburn's 
Golden Hour 
8.00 50 Years of Paul 
Gambaccini 
Steve Wright invites Bronx- 
born broadcaster Paul 
Gambaccini to look back at his 50 
years in UK radio. The programme 
also includes archive radio clips and 
highlights of rarely heard interviews, 
including Elton John, Kate Bush, 
Marvin Gaye and Paul McCartney. 
Gambo's CV includes BBC Radios 
1,2, 3 and 4 - including America’s 
Greatest Hits, Kaleidoscope, Pick 
of the Pops and Counterpoint - 
and Classic FM. Producer Kellie While 
10.00 Radio 2 Unwinds 
with Angela Griffin 
12.00 Phil Williams 
3.00am Alternative Sounds of 
the 90s with Dermot O'Leary 
With guest Noel Gallagher. 
4.00 Owain Wyn Evans 


BBC 6 Music 


DAB bbc.co.uk/6music 

Freeview 707 Freesat 707 Sky 0120 Virgin 909 
6.00am Amy Lamé 

8.00 Mark Radcliffe 

10.00 Cerys Matthews 

1.00pm Guy Garvey's Finest Hour 
4.00 Iggy Pop Personal picks. 
6.00 Now Playing @6Music 

8.00 Stuart Maconie's Freak Zone 
10.00 Cillian Murphy's Limited 
Edition 6/10. A nocturnal playlist. 
12.00 Guy Garvey’s Finest Hour (R) 
3.00am Jukebox 

4.00 The BBC Introducing Mixtape 
5.00 Emily Pilbeam 


Greatest Hits 


DAB greatesthitsradio.co.uk 

F'view 716 Sky 0151 Regional variations on FM/MW 
6.00am Jenny Powell 10.00 Mark 
Goodier 1.00pm Simon Mayo 4.00 
Greatest Hits Superstars 5.00 The 
Smash Hits Years 7.00 Boogie and 
Arlene 10.00 Andy Crane 1.00am 
Music Marathon 4.00 Alex Lester 


DAB boomradio.co.uk 


7.00am Rod Whiting 10.00 Les Ross 
12.00 Vintage Charts 2.00pm Simon 
Bates 4.00 Judi Spiers 6.00 Paul 
Robey 8.00 The Easy Hour 9.00 
Tom Edwards’ Choices 10.00 The World 
of Bill Bingham 12.00 John Kettley’s 
Weather 12.05 Through the Night 


90.2-92.4 FM DAB bbc.co.uk/radio3 

Freeview* 703 Freesat 703 Sky 0103 Virgin 903 

News and weather 7.00am, 8.00 and1.00pm 

7.00am Breakfast With Martin Handley. 

9.00 Sunday Morning With Sarah Walker. 
12.00 Private Passions 

In aspecial edition for Black History Month, Michael 
Berkeley revisits programmes in which guests chose 
music written or performed by black women. 
Featuring highlights of interviews with artists Helen 
Cammock and Theaster Gates, writers Kit de Waal, 
Nadifa Mohamed and Isabel Wilkerson, saxophonist 
YolanDa Brown, broadcaster Johny Pitts and 
educator Kadiatu Kanneh-Mason, with music 
ranging from Florence Price to Nina Simone. 


1.00pm Radio 3 Lunchtime Concert 
Monday's Wigmore Hall recital by violinist Théotime 
Langlois de Swarte and harpsichordist Justin Taylor. 
F Francoeur Violin Sonata No 6 in G minor 

(Twelve Violin Sonatas, Book 2) (1st, 2nd and 5th mvts) 
Couperin Les baricades mistérieuses 

F Francoeur Le thédatre s‘obscurcit, on entend le 
tonnerre; Le thédatre s’éclaire (Les Augustales) 

L Francoeur Violin Sonata in Bminor, Op1No 6 (Ist mvt) 
F Francoeur Premiers et seconds airs (Scanderberg); 
Gavotte pour les muses et les plaisirs (Le trophée); 
Deuxiéme air (Tarsis et Zélie); Violin Sonata No 10 
in G(Ten Violin Sonatas, Book 1) (ist and 4th mvts) 
Eccles Violin Sonata in G minor (3rd and 2nd mvts) 
Purcell Music for a While (Incidental music for 
Oedipus, King of Thebes, Z583) 

Eccles Violin Sonata in G minor (4th mvt) 

Marcello Oboe Concerto in D minor, SZ799 (2nd mvt) 
Corelli Violin Sonata in D minor, Op 5 No 12 (La follia) (R) 


2.00 The Early Music Show 

Lucie Skeaping with hidden gems of the French 
Baroque performed by Ensemble Moliére, current 
members of Radio 3's New Generation Artists. With 
music by Guillemain, Corrette, Boismortier and 
Duphly. Plus Mark Seow with Early Music News. 


3.00 Choral Evensong 

Wednesday's service from St Luke's Church, Chelsea. 
Introit: The Collect of St Luke (Philip Stopford); 
Responses: Trendell; Office Hymn: Great Master of 
the Earth and Sky (Gonfalon Royal); Psalm 103 (How, 
Eleanor Jestico); First Lesson: Ecclesiasticus 38, 
wv1-14; Canticles: Hereford Service (Lloyd); Second 
Lesson: Colossians 4, vv7-18; Anthem: Strengthen 
Ye the Weak Hands (Harris); Hymn: Saint Luke, 
Beloved Physician (Wolvercote); Voluntary: Gospel 
Prelude on Amazing Grace (William Bolcom). (R) 


4.00 Jazz Record Requests With Alyn Shipton. 
5.00 The Listening Service 
Tom Service explores Johannes Brahms's Symphony 
No 4inE minor, the 1885 premiere performance of 
which was conducted by the composer in Meninghen. 
The symphony remains one of the most popular, 
works in the classical repertoire. Repeated Friday 4.30pm 
5.30 Words and Music 
Sian Phillips and Joseph Mydell read works 
on the theme of oak trees, with poetry and 
prose by Shakespeare, AA Milne, Emily Bronté, 


Scala Radio 


DAB scalaradio.co.uk 

7.00am Hannah Cox With the Scala Piano Playlist. 
10.00 Simon Mayo Including the Label Showcase 
- today celebrating Coro —and the Weekly Mozart Pick, 
here with a preview of Robert Levin and Ya-Fei Chuang 
performing Piano Concerto No 7 in F, K242. Plus aLang 
Lang recording of Liszt, born on this day in1811 See 8pm 
12.00 YolanDa Brown Including picks for children. 
3.00pm Jack Pepper Classical favourites. 

5.00 The West End Weekend on Scala Radio 
6.00 Charlie Higson and Friends 4/4. Charlie 
Higson concludes his series with Simon Day. (R) 

8.00 Sunday Night Scala With Darren Redick, who 
marks anniversaries for Liszt, Bizet and Johann Strauss II. 
10.00 The Space Soothing and calming music. 
1.00am Night Music 5.00 In the Park 


Asian Network 


DAB bbc.co.uk/asiannetwork 

F'view 709 F'sat 709 Sky 0119 Virgin 912 

6.00am Old Skool Mix 7.00 R&B Anthems 8.00 
Smash Bengali 10.00 Certified Throwbacks 11.00 
Gagan Grewal 1.00pm Dipps Bhamrah 3.00 Nadia 
Ali 5.00 Kan D Man 7.00 Pritt 9.00 Noreen Khan 
11.00 Chill 12.00 Motivation 1.00am Asian Network 
News Presents 2.00 Celebrates 4.00 Bobby Friction 


Emily Dickinson, Lord Tennyson, Joseph Enright, 
W Harrison Ainsworth and Samantha Harvey. 
With music by Beethoven, Berlioz, Butterworth, 
Burgon and Britten. First broadcast June 2018. (R) 


6.45 Sunday Feature: The Early Music 
Revolution - 50 Years On 
Music critic and former Radio 3 controller Nicholas 
Kenyon looks back at the Baroque revival of 1973, 
a year in which many of the UK's pioneering early 
music ensembles were established. The movement 
in the UK was spearheaded by a group of amateur 
enthusiasts — mostly those who had not been to 
conservatoires. Such a group was tailor-made to 
displease the musical establishment of the time, and 
it did so. Kenyon reflects on the excitement of that 
moment and the issues it raised, revisiting the sounds 
of those times and the places where they were 
heard, and asks the pioneers why it happened then. 
7.30 Drama on 3: The Al-Hamlet Summit 
The first work in a three-play series, /nspired 
by Hamlet. In Kuwaiti-British writer Sulayman 
Al-Bassam’'s reimagining, Shakespeare's tale of a 
reluctant revolutionary pitted against a corrupt 
authoritarian regime from Denmark is transplanted 
to a modern Arab state. First performed in 2002 
at the Edinburgh Festival Fringe. See choice: p117. 


Hamlet Tommy Sim'aan Ophelia Sulin Hasso 
Gertrude Sirine Saba Laertes Zed Josef 
Claudius Kevork Malikyan Arms dealer Ewan Bailey 
Polonius Paul Chahidi Fortinbras Samuel James 


Director Abigail le Fleming 


9.00 Record Review Extra 
Hannah French expands on yesterday's show, with 
more on Brahms's Clarinet Trio in A minor. 


11.00 African Classical Music 

3/3. Innovators, Pioneers and Orchestras 
Composer, cellist and master kora player Tunde 
Jegede celebrates African classical music. 

He concludes with a focus on artists and 
ensembles who offer unique approaches to 
African classical traditions. Producer Phil Smith 


12.00 Classical Fix 
Linton Stephens creates a bespoke six-track 
playlist for someone new to classical music. 


12.30am Through the Night With Jonathan Swain. 
Elgar Cello Concerto in E minor Cassado Preludio-fantasia 
(Cello Suite) Schumann Symphony No 4 in D minor 
Asier Polo (cello), Croatian Radio and Television 
Symphony Orchestra, conductor Enrico Dindo 

1.39 Beethoven Seven Bagatelles, Op 33 2.01 Mozart 
String Quartet in B flat, K458 (The Hunt) 2.31 Cherubini 
Requiem in C minor 3.16 Kodaly Serenade, Op 12 

3.37 Salieri Overture: La grotta di Trofonio 

3.44 Casterede Fantaisie concertante 3.52 Saint-Saéns 
Danse macabre, Op 40 4.00 Grieg Last Spring, Op 33 
No 2 4.06 Holmboe Song at Sunset, Op 138b 4.14 Suk 
Souvenirs (About Mother, Op 28) 4.19 Bach Concerto 
in A minor for four keyboards, BWV1065 4.31 Donizetti 
Overture: La fille du régiment 4.40 Chopin Scherzo No 1 
in B minor, Op 20 4.50 Palestrina Magnificat primi toni 
4.58 Despalj String Whim No 2 for violin solo 

5.06 Ibert Trois piéces bréves for wind quintet 

5.14 Castelnuovo-Tedesco Capriccio diabolico, Op 85 
5.23 CPE Bach Flute Concerto in G, Wqi69 5.48 Dvorak 
In Nature's Realm, Op 63 6.01 Mendelssohn Piano Trio 
No 2inC minor, Op 66 Revised repeat 


99.9-101.9 FM DAB classicfm.com 

Freeview 731 Freesat 721 Sky 0106 Virgin 922 

7.00am Aled Jones With a Choral Classic at 8.15. 
10.00 Andrew Marr Works by Mozart and Liszt. 
1.00pm Joanna Gosling Joanna marks the birth 
on this day in 1811 of Franz Liszt with a recording by 
pianist Sophie Pacini of his Liebestraum No 3. Plus a 
recording by the LPO of Karl Jenkins's Adiemus. 
4.00 John Humphrys With personal picks and more. 
7.00 Smooth Classics at Seven Djibouti-born 
French-raised guitarist Raphaél Feuillatre is 
showcased in the Young Classical Star feature. 
9.00 Moira Stuart Meets... Anton Du Beke 
4/12. Moira invites Kent-born dancer and Strictly 
judge Anton Du Beke to discuss his dance-floor 
career and the music that has meant the most to him. 
10.00 Calm Classics With Myleene Klass. 

1.00am Bill Overton 4.00 Hannah Scott-Joynt 


Absolute Radio 


DAB absoluteradio.co.uk 
Freeview 727 Freesat 724 Sky 0107 Virgin 915 
8.00am Jason Manford 11.00 Sarah Champion 2.00pm 


Jay Lawrence 6.00 Requests 8.00 Black Songs That 
Changed a White World 9.00 Music Club 12.00 Dan Noble 


RT SHOP Discover our range of essential electrical garden tools — 10% off for RT subscribers! See page 141 


92.4-94.6 FM 198 LW DAB bbc.co.uk/radio4 
Freeview 704 Freesat 704 (FM) 710 (LW) 

Sky 0104 (FM) 0130 (LW) Virgin 904 (FM) 911 (LW) 
News 5.30am, 6.00 and hourly to 9.00, 

12 noon then hourly to 12 midnight 

Weather 6.57 am, 7.57, 12.57pm, 5.57, 9.59, 12.15am 
Shipping Forecasts 5.20am, 12.01pm (LW), 
5.54pm, 12.48am 

5.30am News Briefing 

5.43 Bells on Sunday 

From the Minster Church of St Peter and St Paul, 
Howden in the East Riding of Yorkshire. 

5.45 Profile Repeated from yesterday 7pm 
6.00 News Summary 


6.05 Something Understood 

Fire and Flame. Mark Tully examines the 
symbolic power of fire in both religious and 
secular imagery. With designer Sarah Van 
Gameren and poetry by Simon Armitage and 
Christina Rossetti. Producer Frank Stirling (R) 
6.35 On Your Farm 

3/9. Charlotte Smith and Lucy Speed visit 
another finalist in the BBC Food and Farming 
Awards’ farming for the future category. They 
meet two of the founding members of a 
collective who focus on the health of their 
farms soil, leading to increased biodiversity. 
Producer Heather Simons 

7.00 News; Sunday Papers 

7.10 Sunday Religious and ethical issues. 
7.54 The Radio 4 Appeal 

Beneficiary Andy Emmott makes an appeal 
on behalf of Theodora Children’s Charity. 


Producer Kate Howells Repeated 9.25pm and Thu 3.27pm 
Donations: Freepost BBC Radio 4 Appeal, marked 


Theodora Children's Charity on the back of the envelope; 


Credit/debit cards: Freephone 0800 404 8144; 

online via the Radio 4 website 

8.00 News; Sunday Papers 

8.10 Sunday Worship 

The Rt Rev Paul Butler, Bishop of Durham, 
leads a service from the UK's new Faith 
Museum at Auckland Castle, which tells the 
story of six thousand years of spirituality in 
the UK, showcasing historic treasures such 
as the Binchester Ring and the Tyndale Bible. 
Producer James Mountford 

8.48 A Point of View 

Areflection on a topical issue. Rptd from Friday 
8.58 Tweet of the Day 

The song of the veery thrush. (R) 

9.00 Broadcasting House 

Presented by Paddy O'Connell. 

10.00 The Archers Omnibus edition. 
11.15 Desert Island Discs 

Fashion designer, businessman and Great 
British Sewing Bee judge Patrick Grant is 
Lauren Laverne's castaway this week. 
Producer Sarah Taylor Repeated Friday 9am 
12.04pm Paul Sinha’s Perfect Pub Quiz 
7/10. Paul Sinha returns to Manchester for a 


simian-themed round. Repeated from Monday 
Repeated tomorrow 10pm Radio 4 Extra 


BBC Radio 4 Extra 


DAB bbc.co.uk/radio4extra 

Freeview 708 Freesat 708 Sky 0126 Virgin 910 
6.00am Poetry Extra With Daljit Nagrain 2020 
6.30 The Camomile Lawn as 5.30pm 

7.40 Inheritance Tracks With Lou Sanders 
7.50 Shakespeare's Restless World as 6.50pm 
9.00 Three Men in a Boat 1984 comedy (1/3) 
9.30 Tony's Sitcom by Jim Eldridge. From 1979 
10.00 Desert Island Discs Revisited as 9pm 
10.45 David Attenborough's Life Stories 
11.00 Poetry Extra With Daljit Nagra in 2020a 
11.30 The Camomile Lawn as 5.30pm 
12.40pm Inheritance TracksWith comedian, 
writer and Taskmaster champion Lou Sanders 
12.50 Shakespeare's Restless World as 6.50pm 
2.00 Three Men in a Boat 1984 comedy (1/3) 
2.30 Tony's Sitcom by Jim Eldridge. From 1979 
3.00 Desert Island Discs Revisited as 9pm 
3.45 David Attenborough's Life Stories 
4.00 A Call from the Dead By Carey Harrison. 
A psychiatrist receives a call from a dead patient 
who claims to have been buried alive, and to be 
speaking via a mobile phone he took with him to 
the grave. With John Shrapnel and Nick Dunning 
4.30 The Price of Fear Vincent Price introduces 
Bram Stoker's creepy 1893 tale Cat's Cradle 
(originallty titled The Squaw). From 1973 

5.00 Poetry Extra With Daljit Nagra in 2020 


12.30 The Food Programme 
Prescribing Fruit and Veg: a New Model for 
the NHS? A trial public health scheme in 
south-east London is prescribing fresh fruit 
and veg to people with chronic disease and 
mental health conditions. Sheila Dillon meets 
GP Dr Chi-Chi Ekhator, to hear how the 
prescriptions are working. 

Producer Sophie Anton Repeated tomorrow 3.30pm 
1.00 The World This Weekend 
Presented by James Naughtie. 


1.30 Killing Death Row 

2/6. How to Kill the Killers. Livvy Haydock 
continues to explore the history and the future 
of the US death penalty. She meets a murderer 
on death row with three weeks to live and 
learns the history of the lethal injection that 
will kill him, which was hailed by some as a 
humane solution for the modern death penalty. 
All episodes are available on BBC Sounds. 
Series producer Anna Meisel; Editor Clare Fordham 
2.00 Gardeners’ Question Time 

In Penzance, Cornwall, chair Kathy Clugston 
invites Anne Swithinbank, James Wong and 
Chris Beardshaw to answer listeners’ queries. 
Repeated from Friday 

2.45 Opening Lines 

The Mahabharata 2/2. John Yorke analyses 
the epic Hindu poem , asking why and how it 
still resonates so strongly, what makes it 
such rich territory for modern retellings, and 
exploring some of its universal themes. 
Producers Sara Davies and Tolly Robinson 

3.00 Drama: Mahabharata Now 

2/2. Dance of Defiance. Drama based on the 
ancient Indian poem, adapted by Ayeesha 
Menon. Dhruv is doing all he can to secure his 
grip on power and atrap is set to prevent Yash 
and Padma fulfilling the terms of their exile. 


Dhruv Neil Bhoopalam Dr Sareek Nitin Ganatra 
Yash — Tavish Bhattacharyya Abhay Ronny Jhutti 
Gita Shernaz Patel Swati Rina Fatania 
Padma IraDubey Bakhtiyar Omkar Kulkarni 
Shaks Vivek Madan Lawyer Devika Shahani Punjabi 
Karthik Sukant Goel Reporter Prerna Chawla 


Gopi Mina Anwar 
Producers Nadir Khan, Helen Quigley and Andrew Mark 
Sewell; Director Jatinder Verma 


4.00 Open Book 

Chris Power talks to Karl Ove Knausgaard 
about his latest novel, The Wolves of Eternity, 
a follow-up to The Morning Star, about a 
Norwegian teenager we meet in 1986 and his 
half-sister Alevtina, a Russian biology 


professo in what is close to our present day. 
Producer Kirsten Locke Repeated Thursday 3.30pm 


4.30 Rethinking Music 

3/3. Sounding the Future. Soweto Kinch 
looks at how to keep music education relevant 
to today’s world and future musicians, visiting 
Tomorrow's Warriors, ascheme that aims to 
help promote under-represented groups. 
Producers Megan Jones and Amelia Parker 

Repeated Saturday 12.15am (R) 


5.30 The Camomile Lawn Mary Wesley's 1984 
novel. Read by Sian Phillips From 2007 (1-5/10) 
6.40 Inheritance Tracks With Lou Sanders 
6.50 Shakespeare's Restless World 

Neil MacGregor uses artefacts from William 
Shakespeare's time to explore how Elizabethan 
and Jacobean audiences made sense of their 
rapidly changing environment. From 2012 (1-5/20) 
8.00 Three Men in a Boat Jeremy Nicholas 
stars in his own adaptation of Jerome K 
Jerome's 1889 comic novel about a boating 
holiday on the Thames. From 1984 (1/3) 

8.30 Tony's Sitcom written by Jim Eldridge, 
set ina north London barber's, starring 

Victor Spinetti. From 1979 (1/6) 

9.00 Desert Island Discs Revisited A 2003 
edition with former world heavyweight champion 
George Foreman discussing his life and then eight 
favourite recordings, from Rossini to LL Cool J 
9.45 David Attenborough's Life Stories 
10.00-12.00 Comedy Club: Start/Stop 
(4/6), at 10.30 Tim Key's Late Night 

Poetry Programme (3/4), at 11.00 Andy 
Hamilton Sort of Remembers (4/4), 

and at 11.30 Clayton Grange (4/4) 

12.00 as 5pm 12.30am as 5.30pm 1.40 as 6.40pm 
1.50 as 6.50pm 3.00 as 8pm 3.30 as 8.30pm 
4.00 as 9pm 4.45 as 9.45pm 5.00 Tull as 3pm 
tomorrow 5.45 This Dog's Life as 3.45pm tomorrow 
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BBC Radio 4 


5.00 File on 4 

The collapse of retail giant Wilko left 12,500 
people out of work. No area has been harder 
hit than the Nottinghamshire town of 
Worksop, where Wilko had its head office and 
main factory. File on 4 follows three former 
Wilko employees as they attempt to find work. 
Repeated from Tuesday 

5.40 Profile Repeated from yesterday 7pm 
6.00 Six o’Clock News 


6.15 Pick of the Week 
Luke Wright presents highlights of the past 
seven days’ BBC radio programmes. 
Producer Elizabeth Foster 
7.00 The Archers 

Helen finds herself in an awkward 

situation, and there's an emergency 
at the Stables. See choice: page 117. 
For cast see Friday Repeated tomorrow 2pm 
7.15 Agendum 
3/4. Meltdown. Current affairs spoof by 
Jason Hazeley and Joel Morris. Alexandra 
Palisades (Carrie Quinlan) brings more 
topical stories under the spotlight. Here she 
covers the English Channel, Liverpool and 
Waitrose. With the voices of Justin Edwards, 
Melanie Hudson, Kath Hughes, Simon Kane, 
Tayla Kovacevic-Ebong, Jess Robinson, 
Kerry Shale, Luke Sumner and Tony Way. 
Producer David Tyler 
Repeated Wednesday 10.30pm Radio 4 Extra (R) 
7.45 Moving Mountains 
5/5. Colin. By Jan Carson. Haulage 
contractor Colin is left with no option but to 
ask for a sign from Saint Patrick himself. 
Read by Michael Condron. 
Producer Michael Shannon; Editor Andy Martin 
8.00 Feedback 
2/11. Andrea Catherwood fields listeners’ 
views and puts them to programme-makers. 
Repeated from Friday 
8.30 Last Word 
Matthew Bannister recounts the lives of the 
recently deceased. Repeated from Friday 
9.00 Money Box Repeated from yesterday 12.04pm 
9.25 The Radio 4 Appeal Rptd from7.54am 
9.30 Loose Ends Repeated from yesterday 6.15pm 
10.00 The Westminster Hour 
Political magazine. 
11.00 The Moral Maze 
5/9. Michael Burke is joined by Mona 
Siddiqui, Matthew Taylor, Tim Stanley and 
Anne McElvoy for a debate on the moral 
aspects of a topical issue. Repeated from Wednesday 
12.00 News and Weather 


12.15-12.45am Thinking Allowed 

8/9. The Grave. Laurie Taylor talks to New 
York-based researcher Allison C Meier and 
sociologist Anne Karpf, about burial sites and 
the popularity of memorial benches. 

Repeated from Wednesday 

1.00 as BBC World Service 


BBC World Service 


DAB bbc.co.uk/worldserviceradio 

Freeview* 710 Freesat 711 Sky 0115 Virgin 906 
Programmes may differ online, and on Freesat, Sky, and Virgin 
5.00am The Newsroom 5.30 The Documentary: 
Africa's Urban Future (2/4) 6.00 Weekend 9.00 
News 9.05 From Our Own Correspondent 9.30 
Outlook 10.00 News 10.05 Music Life: rapper 
MC Yallah chats with musicians Catu Diosis, 
Chrisman and Debmaster, who all work with the 
Nyege Nyege record label collective in Uganda 
11.00 The Newsroom 11.30 Trending: Extreme: 
how smugglers are using social media to lure 
migrants out of Pakistan to Europe (8/8) 11.50 
More or Less 12.00 News 12.05pm BBC OS 
Conversations 12.30 World of Wisdom 1.00 
Newshour 2.00 News 2.05 Music Life 3.00 
News 3.05 Sportsworld 7.30 Unspun World with 
John Simpson 8.00 News 8.05 Unexpected 
Elements 9.00 Newshour 10.05 The Climate 
Question 10.30 Pick of the World 10.50 Over 
to You 11.00 The Newsroom 11.20 Sports News 
11.30 Outlook 12.00 News 12.05am From Our 
Own Correspondent 12.30 Trending 12.50 
More or Less 1.00 The Newsroom 1.30 Happy 
News 2.00 The Newsroom 2.30 Crowd 
Science 3.00 News 3.05 People Fixing the 
World 3.30 Pick of the World 3.50 Over to You 
4.00 The Newsroom 4.30 The Conversation 


BBC Radio 5 Live 


693, 909 MW DAB bbc.co.uk/fivelive 
F'view 705 F'sat 705 Sky 0105 Virgin 905 
Sports Extra F'view 706 F'sat 706 

Sky 0131 Virgin 908 

News and sport bulletin every half-hour 
Times vary during live sports coverage 
5.00am Newscast 

With Adam Fleming and friends. 
6.00 5 Live Science 

Dr Chris Smith with science issues. 
7.00 Sunday Breakfast With 
Eleanor Oldroyd and Johnny I'Anson, 
who sits in for Chris Warburton. 
10.00 Gordon Smart 

Gordon Smart with listener input 
and a topical look at sports, news, 
culture and entertainment, Plus a 
preview of the following week. 
12.00 5 Live Sport 

Steve Crossman is joined by Nedum 
Onuoha, Ben Mee and Julien Laurens 
to discuss yesterday's football 
results and look ahead to today's 
action, with commentary on Heart 
of Midlothian v Celtic in the Scottish 
Premiership starting at 2.15pm. 
From 4.30 there's live commentary 
on Aston Villa v West Ham United 
in the Premier League. 

6.30pm 6-0-6 Robbie Savage 
and Chris Sutton with a phone-in. 
8.00 Formula One 

The United States Grand Prix at the 
Circuit of the Americas in Austin. 
10.00 Connor Phillips 

Sitting in for Stephen Nolan. 
1.00am Dotun Adebayo 


BBC 5 Sports Extra 


DAB bbc.co.uk/sports extra 
F'view 706 F'sat 706 Sky 0131 Virgin 908 


9.15am-6.00pm Test Match 
Special India v New Zealandin the 
Cricket World Cup group match. 
6.30-8.45 Women's Super 
League Football Bristol City v 
Arsenal (kick-off 6.45). 


Talksport 


1053, 1089 MW DAB talksport.co.uk 
F'view 723 F'sat 731 Sky 0108 Virgin 927 
6.00am Weekend Sports 
Breakfast With Natalie Sawyer 
and Tony Cascarino. 

9.00 Sunday Edition 

11.00 The Warm Up 

1.30pm The Sunday Session 
6.30 Final Word 

9.00 Trans Europe Express 
12.00 A Talksport Special 
1.00am Extra Time 

5.00 Early Breakfast 


Talksport 2 


DAB talksport.co.uk 


2.45pm-5.00 Premiership 
Rugby Commentary on Harlequins 
v Exeter Chiefs (kick-off 3.00). 
5.00pm-10.00 NFL American 
Football Chicago Bears v Las 
Vegas Raiders (kick-off 6.00). 
1.00am-5.00 NFL American 
Football Philadelphia Eagles v 
Miami Dolphins (kick-off 1.20). 


97.3 FM (London area) DAB Ibc.co.uk 
F'view 732 F'sat 734 Sky 0123 Virgin 919 
7.00am Andrew Castle 10.00 
David Lammy 1.00pm Sangita 
Myska 4.00 Ali Miraj 7.00 Rachel 
Johnson 10.00 Nick Abbot 1.00am 
Richard Spurr 4.00 lan Payne 


DAB thetimes.co.uk/radio 


6.00am Chloe Tilley and Calum 
Macdonald 10.00 Kate McCann 
and Adam Boulton 1.00pm Alexis 
Conran 4.00 Ayesha Hazarika 
7.00 The Best of Times Podcasts 
8.00 Stories of Our Times 8.30 
Red Box 9.00 Highlights 10.00 
Darryl Morris 1.00am Highlights 


AVGNNS 


*Not available on Freeview in Scotland 4pm-lam. Key (R) Repeat 
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MONDAY Radio 


BBC Radio 3 


TODAY'S CHOICES 


The Cows Are Mad 


1.45pm Radio 4 

An abandoned meat rendering 
plant in the Kent countryside is 
the starting point for an 
investigation into the outbreak 
of BSE, better known as mad 
cow disease, in the late 1980s 
and 1990s. Undoubtedly it had 
a devastating impact on British 
farming, with the country’s 
beef banned from Europe, 

but then a human form of the 
debilitating condition began 

to emerge. However, 30 years 
later, questions about where 
the degenerative disease came 
from, and how it was able 

to jump species, remain 
unanswered. Reporter Lucy 
Proctor is determined to 
discover the truth. 

JEREMY ASPINALL 


A Wake for Lough Neagh 


8.00pm Radio 4 

The waters of Lough Neagh in 
Northern Ireland were once 
pristine. Now the largest 
freshwater lake in the UK -— 
supplying Belfast with half its 
drinking water —is inthe 
poisonous grip of an outbreak 
of toxic algae. There is no single 
cause, but climate change is 
playing a significant role. The 
current suspension of the 
Stormont Assembly isn't 
helping to solve the problem, 
and the episode has cast a huge 
pall over local life, as Nick Laird’s 
elegaic report makes clear. 
SIMON O'HAGAN 


THIS WEEK'S 
HIGHLIGHTS See p117 


Tull 

10.00am/3.00pm 

Radio 4 Extra 

Drama about the British Army's 
first black officer. 


Heartburn 

700am/12 noon/5.00pm 
Radio 4 Extra 

Nora Ephron's 1983 novel of 
marriage and divorce. 


o ¥ sy: 
READER OFFER An exclusive collaboration with Emma Bridgewater for the Radiolimes centenary “=~ 


BBC Radio1 


97.6-99.8 FM DAB bbc.co.uk/radio1 
F'view* 700 F'sat 700 Sky 0101 Virgin 901 
7.00am Greg James 10.30 Rickie, 
Melvin and Charlie 1.00 Dean and 
Vicky 3.32 Vick and Jordan 6.00 
Future Sounds 7.00 Hottest Records 
of the Week 8.00 Future Artists 10.00 
Power Down Playlist 11.00 Daniel P 
Carter 1.00am BBC Introducing Rock 
2.00 Future Alternative 3.00 Relax 
in Love 4.00 Dance 5.00 Arielle Free 


BBC Radio 2 


88-90.2 FM DAB bbc.co.uk/radio2 
F'view* 702 F'sat 702 Sky 0102 Virgin 902 
6.30am Zoe Ball 

With guest Patrick Stewart. 

9.30 Gary Davies 

Sitting in for Vernon Kay. Including 
at 10.30 the pop quiz Ten to the Top, 
and at 11.40 Tracks of My Years, 
this week featuring - two a day -ten 
of the favourite records of Top Gear 
presenter and former Formula One 
driver and team owner Eddie Jordan. 


12.00 Tina Daheley 

Sitting in for Jeremy Vine. 
2.00pm Scott Mills 

4.00 Sara Cox 

7.00 Jo Whiley 

9.00 The Blues Show with 
Cerys Matthews 

10.00 Trevor Nelson's 
Rhythm Nation 

12.00 Phil Williams In for OJ Borg. 
3.00am Pick of the Pops 1/2. Steve 
Wright with the chart from this week 
in1984, when the Top 20 included 
Chaka Khan, Alison Moyet, Culture 
Club and Ultravox. (R) See tomorrow 
4.00 Owain Wyn Evans 


BBC 6 Music 


DAB bbc.co.uk/6music 

Freeview 707 Freesat 707 Sky 0120 Virgin 909 
7.30am Gemma Cairney 

Sitting in for Lauren Laverne. 

10.30 Mary Anne Hobbs 

1.00pm Craig Charles 

4.00 Tom Robinson New music. 
7.00 New Music Fix Daily 

Deb Grant presents solo. 

9.00 6 Music Artist in Residence 
1/10. Members of the Yeah Yeah Yeahs 
share music of personal significance, 
starting with guitarist and keyboardist 
Nick Zinner. From 2022. (R) 

10.00 Riley and Coe 

12.00 Joni Mitchell at the BBC 

A profile of Joni Mitchell by way of BBC 
archive interviews and performances 
kicks off five hours of programming 
devoted to the iconic folk-jazz singer/ 
songwriter who is 80 on 7 November. 
1.00am Joni Mitchell Live at TV 
Centre BBC archive performances. 
2.00 Joni Mitchell Live at Wembley 
3.00 Johnnie Walker's Long-Players 
Acelebration of Joni Mitchell. From 2012. 
4.00 The Joni Mitchell Playlist 
Tracks celebrating the singer's music, 
origins, influences and inspirations. 
5.00 Emily Pilbeam 


Greatest Hits 


DAB greatesthitsradio.co.uk 

F'view 716 Sky 0151 Regional variations on FM/MW 
6.00am Rossie 10.00 Mark Goodier 
1.00pm Debbie Mac 4.00 The Simon 
Mayo Drivetime Show 7.00 Jackie 
Brambles 10.00 Andy Crane 1.00am 
Music Marathon 4.00 Alex Lester 


DAB boomradio.co.uk 


6.00am Andy Marriott 7.30 Graham 
Dene 10.00 David Lloyd 12.00 David 
Hamilton 2.00pm Roger Day 4.00 
Nicky Horne 6.00 Jane Markham 
8.00 Easy Hour 9.00 David Hamilton 
10.00 Diana Luke 12.00 Derek 
Webster 2,.00am Through the Night 


90.2-92.4 FM DAB bbc.co.uk/radio3 
Freeview* 703 Freesat 703 Sky 0103 Virgin 903 
News and weather Half-hourly 6.30-8.00am, 1.00pm, 6.00 


6.30am Breakfast With Kate Molleson. 
9.00 Essential Classics With Tom McKinney. 


12.00 Composer of the Week: 
Edouard Lalo (1823-1892) 
1/5. A Man of Mystery. Donald Macleod profiles an 
elusive, yet significant figure in French musical history 
inasurvey that takes us from Edouard Lalo's early 
experiences in Lille, where he first met Berlioz, to his 
eventual triumph, at 60, on the opera stage with Le roi 
d’Ys. In this first instalment Lalo decides to pursue 
acareer in music, rather dashing his father’s hopes 
that he would follow in the family’s military tradition. 
Lalo, arr Guiraud Guitare, Op 28 
Philippe Graffin (violin), Ulster Orchestra, 
conductor Thierry Fischer 
Lalo Symphonie espagnole in D minor, Op 21 (ist mvt) 
René Capucon (violin), Orchestre de Paris, 
conductor Paavo Jarvi 
Overture: Le roi d’Ys 
BBC Philharmonic, conductor Yan Pascal Tortelier 
Violin sonata in D, Op 12 (Grand duo concertant) 
(2nd mvt) Nikita Boriso-Glebsky (violin), 
Jean-Philippe Collard (piano) 
Piano Trio No 2 in B minor (3rd mvt) 
Leonore Piano Trio 
Violin Concerto in F, Op 20 (Ist mvt) Jean-Jacques 
Kantorow, Granada City Orchestra/Kees Bakels 
RT OFFER Lalo Piano Trios — featuring the Leonore Piano Trio 
—is available for £17.90 inc p&p. Call O115 982 7500 quoting ref 
CDA68113 or visit radiotimes.com/cds 
1.00pm Radio 3 Lunchtime Concert 
From Wigmore Hall in London, Andrew 
McGregor presents a recital given by 
mezzo-soprano Helen Charlston accompanied by 
pianist Sholto Kynoch. 
Fanny Mendelssohn Schwanenlied, Op 1 No 1 
Loewe Die Lotosblume (Der Heinesche 
Liederkreis, Op 9) 
Josephine Lang Wenn zwei von einander scheiden 
(DisteIn und Dornen, Op 33) 
Felix Mendelssohn Reiselied, Op 34 No 6 
Héloise Werner Knight's Dream 
Schumann Dichterliebe, Op 48 Repeated Sunday 1pm 
2.00 Afternoon Concert 
lan Skelly presents performances by BBC ensembles 
and from concert halls around Europe, including in 
the 3.00 spotlight, Nielsen's First Symphony 
recorded in April at the DR Concert House in 
Copenhagen. Plus a celebration of Norwegian fiddle 
music, with performances by Ragnhild Hemsing, 
starting today with music from Grieg's Peer Gynt 
recorded in June at the Vendsyssel Festival in 
Frederikshavn in Denmark. 
Lumbye Copenhagen Steam Railway Galop 
Danish National Radio Symphony Orchestra, 
conductor Gennady Rozhdestvensky 
Grieg, arr Vik Morgenstemning (Morning Mood) 
(Peer Gynt) Ragnhild Hemsing (Norwegian fiddle) 
Cecilia McDowall / Know That My Redeemer Liveth 
BBC Singers, conductor David Hill 
Ravel Piano Concerto inG Juan Pérez Floristan, 
BBC Philharmonic, conductor Ben Gernon 
3.00 Nielsen Symphony No 1 Danish National 
Symphony Orchestra, conductor Fabio Luisi 
Bach Harpsichord Concerto No 5 inF Minor BWV1056 
(arr Hogwood for flute) William Bennett, Academy 
of St Martin in the Fields, conductor Neville Mariner 


Scala Radio 


DAB scalaradio.co.uk 

7.00am Charles Nove Music and features. 

10.00 Penny Smith Including at 11.30 a guest from 
the world of arts and culture. Plus requests from 12.00. 
1.00pm Sam Hughes 

4.00 Richard Allinson With Classical Bangers. 
7.00 Mark Forrest At 8.00 the Peaceful Piano playlist. 
10.00 The Space Soothing and calming music. 
1.00am Night Music 5.00 In the Park 


Asian Network 


DAB bbc.co.uk/asiannetwork 

F'view 709 F'sat 709 Sky 0119 Virgin 912 

6.00am Everyday Hustle 7.00 Nikita Kanda 10.00 
Certified 11.00 Haroon Rashid 2.00pm Certified 
Throwbacks 3.00 Ankur Desai 6.00 Bobby Friction 
8.00 Motivation 9.00 Chill 10.00 R&B Anthems 
11.00 News Presents 12.00 Shades on Mix 1.00am 


Bobby Friction 3.00 Motivation 4.00 Noreen Khan 


Purcell Fantasia in F major, Z737 Leonkoro Quartet 
Kodaly Dances of Galanta BBC Philharmonic, 
conductor Anja Bihlmaier 

4.30 New Generation Artists 

Performances by promising talent on the current 
Radio 3 scheme, this week featuring countertenor 
Hugh Cutting, soprano Masabane Cecilia 
Rangwanasha and pianist Elisabeth Brauss. 

Dave O'Higgins Ballad for Barry Dave O'Higgins 
(sax), Rob Luft (guitar), Misha Mullov-Abbado 
(bass), Ross Stanley (piano), Billy Pod (drums) 
Byrd Ye Sacred Muses 

C McVie Songbird 

Hugh Cutting (countertenor), Danny Murphy (lute) 
Wagner 7rdume (Wesendonck-Lieder) Masabane 
Cecilia Rangwanasha (soprano), James Baillieu (piano) 
Mendelssohn Variations sérieuses in D minor, Op 54 
Elisabeth Brauss (piano) 

5.00 In Tune 

Sean Rafferty with arts news, music and guests, 
Today he hears about this year’s Wexford Festival 
Opera (24 October-5 November) from festival 
artistic director Rosetta Cucchi and Ella Marchment, 
director of a production of Erlanger’s L'aube rouge. 
7.00 Classical Mixtape An eclectic playlist. 


7.30 Radio 3 in Concert 

Fiona Talkington presents a concert from 6 October 
at the Philharmonie in Berlin, with soloist Evgeny 
Kissin joining the Berlin Philharmonic for a popular 
piano concerto by Mozart before the orchestra 
embarks on arare performance of Franz Schmidt's 
Second Symphony. The concert opens with music 
by Marianne von Martinez, a favourite pupil of Haydn. 
Evgeny Kissin (piano), Berlin Philharmonic 
Orchestra, conductor Fabio Luisi 

Martinez Sinfonia in C 

Mozart Piano Concerto No 23 in A, K488 
Schmidt Symphony No 2 


10.00 Music Matters Repeated from Saturday 11.45am 


10.45 The Essay: Books to Make Space for 
on the Bookshelf 

1/5. The Black Lizard. Christopher Harding traces 
the way detective fiction chimed with the modernising 
of Japan, when the ability to reason and think problems 
through logically was celebrated, when cities were 
changing and other arts mourned a lost rural idyll. 
He explores the Sherlock Holmes-like stories of 
Taro Hirai aka Edogawa Rampo (1896-1965). (R) 


11.00 Night Tracks With Hannah Peel. 


12.30am Through the Night With Jonathan Swain. 
Wagner Overture and Venusberg Music: Tannhduser Ravel 
Piano Concerto in D for the Left Hand Liszt Dante Symphony, 
S109 Emanuil lvanov (piano), Bulgarian National Radio 
Symphony Orchestra, Bulgarian National Radio Mixed 
Choir, conductor Rossen Milanov 2.05 Beethoven Trio 
in B flat, Op 11 (Gassenhauer Trio) 2.31 Grieg Six Orchestral 
songs: Nos 1-5 2.54 Stravinsky Divertimento 3.16 
Telemann Oboe Sonata in B flat, TWV41:B6 3.29 Dvorak 
Prague Waltzes 3.37 Chopin /mpromptu No 3 in G flat, 
Op 513.43 M Haydn Ave Regina caelorum, MH140 3.54 
Mozart Adagio in E, K261 4.03 Klicka Concert Fantasy 
(after Vysehrad motifs by Smetana) 4.15 Pezel German 
Dance Suite (arr Romm for brass ensemble) 4.23 Brahms 
An die Nachtigall, Op 46 No 4; Immer leiser wird mein 
Schlummer 4.31 Veracini Overture No 6 in G minor (Dresden) 
4.42 Glinka The Lark (A Farewell to Saint Petersburg) 
4.47 Granados Quejas o la maja y el ruisefior (Goyescas) 
4.54 Tradi, arr Petrinjak Six Renaissance Dances 
5.05 Haydn Symphony No 88 in G 5.26 Schumann 
Marchenbilder, Op 113 5.42 Raitio Vesipatsas 

6.06 Mozart Quintet in E flat for piano and winds, K 452 


99.9-101.9 FM DAB classicfm.com 

Freeview 731 Freesat 721 Sky 0106 Virgin 922 

6.00am More Music Breakfast With Tim Lihoreau. 
9.00 Aled Jones Sitting in for Alexander Armstrong. 
12.00 Anne-Marie Minhall Featuring two hours of 
requests from 12.00 and, at 3.00, three works from 
the current Classic Hall of Fame Top 300. 

Text requests on 61812 or via the website at ClassicFM.com 
4.00pm Joanna Gosling Sits in for Margherita Taylor. 
7.00 Smooth Classics at Seven Zeb Soanes with 
three hours of potentially calming classical music. 
10.00 Calm Classics With Ritula Shah. 

1.00am Bill Overton 4.00 Hannah Scott-Joynt 


Absolute Radio 


DAB absoluteradio.co.uk 

Freeview 727 Freesat 724 Sky 0107 Virgin 915 

6.00am Dave Berry 10.00 Leona Graham 
1.00pm Ben Burrell 4.00 Richie 7.00 Sarah 
Champion 10.00 Jay Lawrence 1.00am Dan Noble 


a 
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BBC Radio 4 BBC Radio 5 Live 


92.4-94.6 FM 198 LW DAB bbc.co.uk/radio4 
Freeview 704 Freesat 704 (FM) 710 (LW) 

Sky 0104 (FM) 0130 (LW) Virgin 904 (FM) 911 (LW) 

News 5.30am, 6.00 and hourly to 12 midnight 
Weather 5.56am, 6.07, 6.57, 7.57, 12.57pm, 5.57, 
9.59, 12.30am 

Shipping Forecasts 5.20am, 12.0ipm (LW), 

5.54pm (LW), 12.48am 

5.30am News Briefing 

5.43 Prayer for the Day 

A pause for reflection, with Seeta Lakhani. 
5.45 Farming Today 

5.58 Tweet of the Day 

Chris Watson on the firecrest. (R) 

6.00 Today 

Presented by Mishal Husain and Nick Robinson. 
6.25, 7.25, 8.25 Sports News 

7.48 Thought for the Day 

With Dr Chetna Kang. 

9.00 Start the Week 

Infected Blood: from Scandal to Inquiry 
Journalist Cara McGoogan, activist Jason 
Evans, and medic Dr Gabriel Scally discuss 
the infected blood scandal and the role of 
public inquiries with Tom Sutcliffe. 

Producer Katy Hickman Shortened repeat 9.30pm 
9.45 FM Book of the Week: Behind 
These Doors 

1/5. Author Alex South attempts to make 
sense of her experiences as a prison officer 
by confronting the harsh reality of life on the 
inside and examining it from different angles. 
Read by Hattie Morahan and abridged by 

Jill Waters. Producer Jill Waters Repeated 12.30am 
Your RT Books: page 138 

9.45 LW Daily Service 

Led by Canon Angela Tilby. Hebrews 3, vv1-6. 
The Church's One Foundation, sung by King's 
College Choir, Cambridge; Build This House, 
performed by Lou Fellingham; All My Hope on 
God Is Founded, sung by the Cambridge Singers. 
10.00 Woman's Hour 

Presented by Emma Barnett. 

Editor Karen Dalziel 

11.00 Girl Stuck in Basketball Hoop 
During a three-month period in 2019, three 
girls got stuck in basketball hoops in the 

East Riding of Yorkshire town of Goole. 
Stand-up comedian lan Smith presents this 
light-hearted documentary in which he 

tries to find out exactly what happened in 

his home town — and why. 

Producer Richard Morris (R) 

11.30 The Bottom Line 

4/8. Rebranding. When Elon Musk changed 
Twitter's name and logo to X, the move was 
met with derision, confusion, and even anger. 
It could turn out to be a masterstroke, but 
rebrands can be risky, particularly with 
powerful household names. So what's the 
point, and how do you make sure they hit the 
mark? Evan Davis and guests discuss. 
Postponed repeat from Thursday 


BBC Radio 4 Extra 


DAB bbc.co.uk/radio4extra 

Freeview 708 Freesat 708 Sky 0126 Virgin 910 
6.00am Deep Six Battle Thriller (5/6) 

6.30 Lonelyheart 4122 By Colin Watson (6/6) 
7.00 CHOICE: Heartburn as 5pm 

7.15 Shakespeare's Restless World (6/20) 
7.30 Welcome to Our Village, Please Invade 
Carefully 2013 sitcom by Eddie Robson (1/4) 
8.00 Steptoe and Son 1967 sitcom 

8.30 Semi Circles 1982 comedy (6/6) 

9.00 It's Your Round Comedy panel show (6/6) 
9.30 Snap Romantic comedy. From 2004 (4/6) 
10.00 CHOICE: Tull as 3pm 

10.45 This Dog's Life By Kate Atkinson 

11.00 Deep Six Thriller (5/6) 

11.30 Lonelyheart 4122 By Colin Watson (6/6) 
12.00 CHOICE: Heartburn as 5pm 

12.15pm Shakespeare's Restless World (6/20) 
12.30 Welcome to Our Village, Please Invade 
Carefully 2013 sitcom by Eddie Robson (1/4) 
1.00 Steptoe and Son 1967 sitcom 

1.30 Semi Circles 1982 comedy (6/6) 

2.00 It's Your Round Comedy panel show (6/6) 
2.30 Snap Romantic comedy. From 2004 (4/6) 
3.00 CHOICE: Tull Drama telling the story of 
football star and First World War hero Walter Tull 
(1888-1918) in a drama highlighting his battles 
with racism throughout his career. With Paterson 


*Not available on Freeview in Scotland 4pm-lam. Key (R) Repeat 


Toast 100 years of Radiolimes with our exclu 


12.04pm You and Yours 

Consumer affairs and public interest stories. 
1.00 The World at One 

Presented by Sarah Montague. 


1.45 The Cows Are Mad 

New series. 1/10. Zombie Apocalypse 

Lucy Proctor looks back at the BSE 
outbreak, and the unanswered questions 
surrounding where the disease came from 
and how it was able to spread to humans. 
The investigation begins at an abandoned 
factory in the Kent countryside, which 
processed thousands of dead cows in the 
1980s and 90s, and where the first human 
cases were reported. All episodes are 
available on BBC Sounds from today. 
Producer Lucy Proctor 
Lucy Proctor's viewpoint: page 13 


2.00 The Archers Rptd from yesterday 7pm 


2.15 This Cultural Life 

Repeated from Saturday 7.15pm 

3.00 Brain of Britain 

11/17. Russell Davies chairs the penultimate 
heat, with contestants from Richmond upon 
Thames, south Wales, Surrey and Essex 
answering questions on 17th-century art, TV 
reality shows and chancellors of the exchequer. 
Producer Paul Bajoria Repeated Saturday Tlpm 

3.30 The Food Programme 

Repeated from yesterday 12.30pm 

4.00 How to Play 

1/3. Behind the scenes at Hoddinott Hall in 
Cardiff as the BBC National Chorus and 
Orchestra of Wales rehearse for a 
performance of Fauré's Requiem. Conductor 
Ludovic Morlot and chorus director Adrian 
Partington explain how they work together 
to realise Fauré's vision for a sacred Mass for 
the Dead that would bring hope and 
consolation to its listeners. Choristers 

Jeff Davies and Rebecca Jolliffe share their 
experiences from the choir stalls. 

Producer Chris Taylor (R) 

4.30 The Digital Human 

3/6. Subvert. Aleks Krotoski explores 
culture jamming in the digital world. Once 
used by “communications guerillas” to 
subvert corporate advertising, it’s now 
taken on anew life online. 

Producer Victoria McArthur 

5.00 PM Presented by Evan Davis. 

6.00 Six o’Clock News 


6.30 Paul Sinha's Perfect Pub Quiz 
8/10. Paul Sinha quizzes a Hampshire 
audience on the most famous man to be 
educated in Andover, the original name of 
the QE2 and the only actor to appear in the 
three highest-grossing movies of all time. 
Producer Ed Morrish Repeated Sunday 12.04pm 
7.00 The Archers 

Adam tries to offer reassurance and Mia 
has a brainwave. 

For cast see Friday Repeated tomorrow 2pm 


Joseph, Peter de Jersey and more. Broadcast 
for Black History Month. From 2003 See page 117 
3.45 This Dog's Life Kate Atkinson's tale about 
aman andhis dog at the vets. With Bob Peck 
4.00 Deep Six Thriller (5/6) 

4.30 Lonelyheart 4122 By Colin Watson (6/6) 
5.00 CHOICE: Heartburn Autobiographical 
work by novelist, director and screenwriter Nora 
Ephron (1941-2012) (1/5) See page 117 

5.15 Shakespeare's Restless World (6/20) 
5.30 Welcome to Our Village, Please Invade 
Carefully 2013 sitcom by Eddie Robson (1/4) 
6.00 Steptoe and Son 1967 sitcom 

6.30 Semi Circles 1982 comedy (6/6) 

7.00 It's Your Round Comedy panel show (6/6) 
7.30 Snap Romantic comedy (4/6) 

8.00 Radiolab US public radio show (7/8) 
8.55 Inheritance Tracks With Frank Skinner 
9.00 Mastertapes Shirley Collins talks about 
her 1970 album Love, Death and the Lady (1/2) 
9.30 Journey into Space: The Red Planet (11/20) 
10.00-12.00 Comedy Club: Paul Sinha’s 
Perfect Pub Quiz (7/10), at 10.30 Brian Gulliver's 
Travels (3/6), at 11.00 The News Quiz (7/8), at 
11.30 Forty Nights in the Wildebeest (2/6) 
12.00 as 3pm 12.45am as 3.45pm 1.00 as 4pm 
1.30 as 4.30pm 2.00 as 5pm 2.15 as 5.15pm 2.30 
as 5.30pm 3.00 as 6pm 3.30 as 1.30pm 4.00 as 
2pm 4.30 as 2.30pm 5.00 A Handful of Dust (1/2) 


ve mug 


7.15 Front Row 
Including a review of Free Your Mind, the first 
production at the newly re-opened Aviva 
Studios in Manchester. Directed by Danny 
Boyle, it imagines a world where humans 
are held hostage by algorithms. 
Producer Ekene Akalawu 
8.00 A Wake for Lough Neagh 
Tyrone-born author Nick Laird 
investigates the toxic algae in Lough 
Neagh, the largest freshwater lake in the UK, 
and asks if the current lack of government in 
Northern Ireland is to blame. He speaks to 
the men and women living with the impact of 
the environmental crisis as well as some of 
the people trying to do something about it. 
Producer Conor Garrett Repeated Wednesday tlam 
8.30 Analysis 
4/8. What on Earth Is the National Interest? 
The phrase “in the national interest” is 
frequently used by politicians to elevate 
policy and actions as serving us all. But what 
does it actually mean? Mark Damazer digs up 
its historical roots and talks to politicians, prime- 
ministerial speechwriters and policymakers, 
including Michael Gove, to define aterm that 
can obscure as muchas it elucidates. 
Producer David Reid; Editor Clare Fordham 
9.00 Young Again 
3/6. Kirsty Young asks Jamie Oliver what 
advice he would give to his younger self. He 
talks about living and working in his parents’ 
pub and achieving considerable success at a 
young age. Repeated from Tuesday 


9.30 Start the Week Shortened rpt from 9am 


10.00 The World Tonight 
Presented by Julian Worricker. 


10.45 Book at Bedtime: The Midnight 
News 

6/10. By Jo Baker. Tom reports back to 
Charlotte. On her way home, cornered by 

a stranger as the bombs rain down, she 
heeds the advice of the friendly voices in 
her head. Read by Rachael Stirling and 
abridged by Jeremy Osborne. 

Producers Jeremy Osborne and Caroline Raphael 
11.00 Lights Out 

2/6. Lithified. In 2022, Laura Grace 
Simpkins made two big life changes. She 
decided to stop taking lithium (a medication 
she was prescribed for her mental health) 
just as she moved to Cornwall - the only 
place where lithium is being mined in the UK. 
Here she gets ready for her future without 
the silvery-white metal, while exploring the 
landscape it will soon be coming from. 
Producers Alice Boyd and Laura Grace Simpkins 
11.30 Today in Parliament 

12.00 News and Weather 
12.30-12.45am Book of the Week: 
Behind These Doors fptd from 9.45am (FM only) 
1.00 as BBC World Service 


BBC World Service 


DAB bbc.co.uk/worldserviceradio 

Freeview* 710 Freesat 711 Sky 0115 Virgin 906 
Programmes may differ online, and on Freesat, Sky, and Virgin 
5.00am Newsday 8.00 News 8.05 Hardtalk 
8.30 Business Daily 8.50 Witness History: the 
1973 construction of the first bridge across the 
Bosphorus 9.00 The Newsroom 9.30 Crowd 
Science 10.00 News 10.05 The History Hour 
11.00 The Newsroom 11.30 The Conversation: doll 
maker Sunaina Somu Divakar and psychologist Dr 
Lisa Dinella discuss the impact of playing with toys 
12.00 News 12.05pm Outlook 12.50 Witness 
History 1.00 The Newsroom 1.30 Crowd Science 
2.00 Newshour 3.00 News 3.05 Hardtalk 
3.30 World Business Report 4.00 BBC OS 
6.00 News 6.05 Outlook 6.50 Witness 
History 7.00 The Newsroom 7.30 Sport Today 
8.05 From Our Own Correspondent 8.30 The 
Life Scientific: with reproductive scienctist 
Professor Chris Barratt. First broadcast on Radio 4 
9.00 Newshour 10.00 News 10.05 Hardtalk 
10.30 The Conversation 11.00 The Newsroom 
11.20 Sports News 11.30 World Business Report 
12.00 News 12.05am The History Hour 1.00 
News 1.05 Business Matters 2.00 The Newsroom 
2.30 The Documentary: Africa's Urban Future 
(3/4) 3.00 News 3.05 Outlook 3.50 Witness 
History 4.00 The Newsroom 4.30 In the Studio 


Listen live, catch up and follow your favourites at bbc.co.uk/sounds 


693, 909 MW DAB bbc.co.uk/fivelive 
F'view 705 F'sat 705 Sky 0105 Virgin 905 
Sports Extra F'view 706 F'sat 706 

Sky 0131 Virgin 908 

News and sport bulletin every half-hour 
Times vary during live sports coverage 
5.00am Wake Up to Money 
6.00 5 Live Breakfast 

With Rick Edwards and Laura McGhie, 
who sits in for Rachel Burden. 
9.00 Nicky Campbell 

Topical discussions, big-name 
interviews and listeners’ calls. 
Simulcast with BBC2 

11.00 Naga Munchetty 

1.00pm Nihal Arthanayake 
News and topical conversation. 
4.00 5 Live Drive 

Tony Livesey and Clare McDonnell 
with the latest news and sport. 
7.00 5 Live Sport 

Mark Chapman with sports news, 
debate and features, including at 
7.00 The Monday Night Club, in 
which he's joined by Micah 
Richards, Chris Sutton and Rory 
Smith to discuss the weekend's 
football. At 9.00 5 Live Cricket, 
featuring Mark with the latest 
news and analysis from the 

Cricket World Cup. 

10.00 Colin Murray 

Topical discussion. Plus regular 
features, including at 12.00 
Monday Night Fan Club, with 
experts discussing in deptha 
favourite hobby or interest declared 
by alistener, who also features. 
1.00am Dotun Adebayo 


BBC 5 Sports Extra 


DAB bbc.co.uk/sports extra 
F'view 706 F'sat 706 Sky 0131 Virgin 908 


9.15am-6.00pm Test Match 
Special Commentary onthe 
Cricket World Cup group match 
between Pakistan and Afghanistan. 


Talksport 


1053, 1089 MW DAB talksport.co.uk 
F'view 723 F'sat 731 Sky 0108 Virgin 927 
6.00am Talksport Breakfast 
10.00 Jim White and Simon 
Jordan Sporting insight. 
1.00pm Hawksbee and Jacobs . 
4.00 Talksport Drive Andy 
Goldstein and Darren Bent with 
opinionated sports debate. 

7.00 Premier League Football 
Tottenham Hotspur v Fulham 
(kick-off 8.00). 

10.00 Sports Bar Reaction, 
analysis and listeners’ input 
regarding the day's sport. 

1.00am Extra Time 

5.00 Early Breakfast 


Talksport 2 


DAB talksport.co.uk 


1.00am-5.00 NFL American 
Football Minnesota Vikings v San 
Francisco 49ers (kick-off 1.15). 


97.3 FM (London area) DAB Ibe.co.uk 
F'view 732 F'sat 734 Sky 0123 Virgin 919 
7.00am Nick Ferrari 10.00 
Topical Programme 1.00pm 
Shelagh Fogarty 4.00 Ben 
Kentish 6.00 Andrew Marr 7.00 
lain Dale 10.00 Ali Miraj 1.00am 
Richard Spurr 4.00 lan Payne 


DAB thetimes.co.uk/radio 


5.00am Rosie Wright 6.00 
Aasmah Mir and Stig Abell 10.00 
Matt Chorley 1.00pm Mariella 
Frostrup 3.00 Jane Garvey and Fi 
Glover 5.00 John Pienaar 7.00 
Pienaar and Friends 8.00 The 
Evening Edition 10.00 Carole 
Walker 1.00am Stories of Our Times 
1.30 Red Box 2.00 Highlights 


urs at radiotimes.com/shop43 
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TUESDAY Radio 


TODAY'S CHOICES 


In the Studio 
11.30am/10.30pm 

BBC World Service 

The site where New York's Twin 
Towers once stood is regarded 
by many as a sacred space, and 
creating a new project to 
occupy it has required immense 
care. Now, 22 years after 9/11, 
Ground Zero has given way toa 
piazza which has just acquired 
its final building - the Perelman 
Performing Arts Center (PAC, 
above). The stated aim of the 
Center's inaugural season — 
with music, dance, opera, 
theatre and film all on offer — is 
to “collectively celebrate 
resilience”, and for this /n the 
Studio Jeff Lunden follows 
PAC's artistic director Bill 
Rauch to find out how he's 
making that happen. The 
programme also hears from 
some of those who lost loved 
ones during the 9/11 attacks 
about why PAC is so important. 
Anamazing achievement anda 
really awe-inspiring story. 
SIMON O'HAGAN 


Radio 3 in Concert 
7.30pm Radio 3 

For almost 40 years, 

veteran jazz bassist turned 
experimentalist composer 
Gavin Bryars — best known for 
his 1970s tape-based piece 
Jesus’ Blood Never Failed Me 
Yet, enshrining the voice of an 
unknown homeless man 
intoning a fragment of a 
half-forgotten gospel hymn - 
has been contemplating a 
chamber opera about the 
philosopher Immanuel Kant. 
Sadly, all that has materialised 
so far is a clutch of smaller 
satellite works. The latest, the 
string sextet The Bridges of 
K6nigsberg, nods at a famously 
insoluble mathematical 
conundrum set in the Prussian 
city where Kant lived. Its London 
premiere tonight forms part of 
the celebrations for Bryars's 
80th birthday. MARK PAPPENHEIM 


BBC Radio 1 


97.6-99.8 FM DAB bbc.co.uk/radio1 
F'view* 700 F'sat 700 Sky 0101 Virgin 901 
7.00am Greg James 10.30 Rickie, 
Melvin and Charlie 1.00pm Dean and 
Vicky 3.30 Vick and Jordan 6.00 
Future Sounds 8.00 Future Artists 
10.00 Power Down Playlist 11.00 Annie 
Nightingale 1.00am Drum 'n’ Bass 
Mix 2.00 Workout Anthems 3.00 
Relax 4.00 Dance 5.00 Arielle Free 


BBC Radio 2 


88-90.2 FM DAB bbc.co.uk/radio2 
F'view* 702 F'sat 702 Sky 0102 Virgin 902 
6.30am Zoe Ball 

With special guests Ralph Fiennes 
and Indira Varma, who co-star in 
an upcoming touring production 
of Shakespeare's Macbeth. 

9.30 Gary Davies 

12.00 Tina Daheley 

2.00pm Scott Mills 

4.00 Sara Cox 

7.00 Jo Whiley 

9.00 The Jazz Show with 
Jamie Cullum 

10.00 Trevor Nelson's 
Rhythm Nation 

12.00 OJ Borg 

With One Hit Wonders at 2.30am, 
tonight recalling 1988, including hits 
by Bobby McFerrin, Robin Beck and 
Two Men, a Drum Machine anda 
Trumpet (side project of Fine Young 
Cannibals’ Andy Cox and David Steele). 
3.00am Pick of the Pops 2/2. Steve 
Wright with the chart from this week in 
1993, when the Top 20 included a-ha, 
Belinda Carlisle and Happy Mondays. (R) 
4.00 Owain Wyn Evans 


BBC 6 Music 


DAB bbc.co.uk/6music 

Freeview 707 Freesat 707 Sky 0120 Virgin 909 
7.30am Gemma Cairney 

10.30 Mary Anne Hobbs 

1.00pm Craig Charles 

4.00 Tom Robinson 

7.00 New Music Fix Daily 

With Deb Grant. South African indie 
rock band Shortstraw perform live. 
9.00 6 Music Artist in Residence 
2/10. Members of the Yeah Yeah Yeahs 
share music of personal significance, 
continuing with Karen O and Brian 
Chase, whose picks include Sonic Youth, 
Stereolab and the New York Dolls. (R) 
10.00 Riley and Coe 

Dutch indie band Pip Blom perform live. 
12.00 6 Music's Rave Forever 
1.00am The Story of Pop Anepisode 
of the 52-part 1994 series with Alan 
Freeman (1927-2006), here recalling 
the folk protest movement from 1960 
to1965 and, in particular, Bob Dylan. 
2.00 Bob Dylan: Changing Times 
Episode one (covering 1969) of the 
2011 series assessing Bob Dylan's career. 
3.00 Live Hour James in1993 at the 
Brixton Academy, plus Sassafras (in 
1973) and Rankin Roger (in 1994). 
4.00 The 6 Music Playlist 

5.00 Emily Pilbeam 


Greatest Hits 


DAB greatesthitsradio.co.uk 

F'view 716 Sky 0151 Regional variations on FM/MW 
6.00am Rossie 10.00 Mark Goodier 
1.00pm Debbie Mac 4.00 Simon 
Mayo 7.00 Jackie Brambles 

10.00 Andy Crane 1.00am Music 
Marathon 4.00 Alex Lester 


DAB boomradio.co.uk 


6.00am Andy Marriott 7.30 Graham 
Dene 10.00 David Lloyd 12.00 David 
Hamilton 2.00pm Roger Day 4.00 

Nicky Horne 6.00 Jane Markham 8.00 
The Easy Hour 9.00 David Hamilton's 
Million Sellers 10.00 Diana Luke 12.00 
Night Ride 2,00am Through the Night 


BBC Radio 3 


90.2-92.4 FM DAB bbc.co.uk/radio3 
Freeview* 703 Freesat 703 Sky 0103 Virgin 903 
News and weather as Monday 


6.30am Breakfast Presented by Kate Molleson. 


9.00 Essential Classics 

Tom McKinney with music, features and texts. 
12.00 Composer of the Week: Lalo 

2/5. AnIndependent Spirit. Donald Macleod follows 
Lalo to Paris, where he pursues his dream of devoting 
his life to music as a violinist and as a composer. 
Espérance (Deux impromptus, Op 4) 

Maria Duefas (violin), Itamar Golan (piano) 
Symphonie espagnole in D minor, Op 21 (2nd mvt) 
René Capucon (violin), Orchestre de Paris, 
conductor Paavo Jarvi 

La fenaison (Trois mélodies); Sij'étais petit oiseau; 
La pauvre femme (Six romances populaires de 
Pierre-Jean de Béranger) 

Teresa Zylis-Gara (Soprano), Christian lvaldi (piano) 
Piano Quintet in A flat (2nd mvt) 

Dorian Lamotte (violin), Agnés Reverdy (violin), 
Marc Desmons (viola), Florent Audibert (cello), 
Francois Dumont (piano) 

Cello Concerto in D minor (Ist mvt) 

Johannes Moser (violin), Prague Philharmonia, 
conductor Jakub Hrusa 

Rapsodie norvégienne 

Monte-Carlo National Opera Orchestra 

conductor Paul Paray 

1.00pm Radio 3 Lunchtime Concert 
Throughout the week Stephen Broad presents 
performances of chamber music from last month 
at the Lammermuir Festival in East Lothian. 
Roderick Williams (baritone), Maxwell String 
Quartet, Christopher Glynn (piano) 

Elgar Piano Quintet in A minor, Op 84 

Vaughan Williams Five Mystical Songs 

2.00 Afternoon Concert 

lan Skelly with further performances from BBC 
ensembles and from concert halls around Europe, 
including in the 3.00 spotlight a performance of 
Nielsen's Third Symphony, recorded in April at the 
DR Concert House in Copenhagen. Plus a continued 
celebration of Norwegian fiddle music, featuring 
Ragnhild Hemsing in June at Weilburg Castle. 
Bach Overture (Orchestral Suite No 1in C, BWV1066) 
Concerto Copenhagen, conductor Lars Ulrik Mortensen 
Schubert Greisengesang, D778 Johan Reuter, 
(baritone), Swedish Chamber Orchestra, 
conductor Thomas Dausgaard 

Trad Norwegian Melodies from the Valdres Region 
Ragnhild Hemsing (Noregian fiddle) 

Weber Clarinet Concerto No 2inE flat, Op 74 
Nicholas Carpenter, BBC Concert Orchestra, 
conductor Bramwell Tovey 

3.00 Nielsen Symphony No 3 (Sinfonia espansiva) 
Liv Redpath (soprano), Johan Reuter (baritone), 
Danish National Symphony Orchestra, 

conductor Fabio Luisi 

Suk Fantastic Scherzo, Op 25 BBC National 
Orchestra of Wales, conductor Richard Hickox 
Imogen Holst Leiston Suite Members of BBC 
Scottish Symphony Orchestra 

Mozart Coronation Mass in C, K317 Sarah Brady 
(soprano), Olivia Vermeulen (mezzo), David Fischer 
(tenor), Roderick Williams (baritone), 


Scala Radio 


DAB scalaradio.co.uk 

7.00am Charles Nove Including Questions of the 
Day and, from 9.00, Screen Time. 

10.00 Penny Smith Including at 11.30 a guest from 
the world of arts and culture, today with tenor Alfie 
Boe discussing Scala Radio's Classics at Christmas 
concert on 26 November at the London Palladium, in 
which he features as performer and co-host. 
1.00pm Sam Hughes 

4.00 Richard Allinson With Classical Bangers. 
7.00 Mark Forrest Music and features. 

10.00 The Space Soothing and calming music. 
1.00am Night Music 5.00 In the Park 


Asian Network 


DAB bbc.co.uk/asiannetwork 

F'view 709 F'sat 709 Sky 0119 Virgin 912 

6.00am Chill 7.00 Nikita Kanda 10.00 Certified 11.00 
Haroon Rashid 2.00pm Certified Throwbacks 3.00 
Ankur Desai 6.00 Bobby Friction 8.00 BBC Introducing 
10.00 All Star Anthems 11.00 Celebrates 12.00 Ankur 
Desai 1.00am Bobby Friction 3.00 DJ Limelight and 
Kan D Man 5.00 Asian Network News Presents 


Netherlands Radio Choir and Philharmonic 
Orchestra, conductor Benjamin Goodson 

Grieg Lyric Suite (Lyric Pieces, Op 54) (excerpts) 
Ragnhild Hemsing (Norwegian fiddle), Mario 
Haring (piano) 

5.00 In Tune 

Sean Rafferty with music and studio guests, today 
with film director Sheila Hayman (Fanny: the 
Other Mendelssohn) and, performing live, violinist 
Rachel Barton Pine ahead of concerts with the Royal 
Scottish National Orchestra later this week. 


7.00 Classical Mixtape 


7.30 Radio 3 in Concert 
In a concert from last Tuesday at St Martin- 
in-the-Fields, London, lan Skelly introduces 
the Consone Quartet and friends in the London 
premiere performance of Gavin Bryars’s The 
Bridges of Kénigsberg, along with a quartet by 
Haydn and Brahms's String Sextet No 2. 
Renée Hemsing (viola), Guy Fishman (cello), 
Consone Quartet 
Haydn String Quartet in E flat, Op 64 No 6 
Gavin Bryars String Sextet (The Bridges of 
K6nigsberg) (first London performance) 
Brahms String Sextet No 2 in G, Op 36 
10.00 Free Thinking 
Sankofa and Afro-futurism. Shahidha Bari leads 
a discussion exploring African ideas about a better 
future, ranging from a spaceship-like sculpture to 
ideas about time in gaming and art on show in 
Ghana. She's joined by curator Ekow Eshun, writer 
Irenosen Okojie, academic and teacher Sarah Jilani 
and sculptor Zak Ové. Producer Marcus Smith 


10.45 The Essay: Books to Make Space for 
on the Bookshelf 

2/5. John Halifax, Gentleman. Dinah Mulock 
Craik (1826-87) achieved fame and fortune as the 
author of the 1856 bestselling novel John Halifax, 
Gentleman. Clare Walker Gore reads this tale of an 
orphan boy whorises in the world through hard work 
and sterling character. She argues, both it and the 
author are more subversive than they first appear. (R) 


11.00 Night Tracks With Hannah Peel. 


12.30am Through the Night With Jonathan Swain. 
Berg Three Pieces for Orchestra, Op 6 Sibelius 
Lemminkainen Suite, Op 22 RAI National Symphony 
Orchestra, conductor Kirill Petrenko 1.35 Haydn Te Deum 
in C, H XXIllc 11.43 Mozart String Quartet in D minor, 
K421 2.13 Schubert Arpeggione Sonata in A minor, D821 
2.22 Handel Piangero /a sorte mia (Giulio Cesare) 

2.31 Spohr Nonet in F for wind quintet, string trio and 
double bass, Op 31 3.00 Shostakovich Violin Sonata, 
Op 134 3.33 Leopold | Motetto de Doloribus Beatae 
Mariae Virginis 3.48 Berlioz Le carnaval romain, Op 9 
3.57 A Scarlatti Toccata per cembalo in G minor/ major 
4.05 Mascagni Voi /o sapete, O Mamma (Cavalleria 
rusticana) 4.09 Liszt Paraphrase de concert sur 
Rigoletto, S434 (after Verdi) 4.16 Cabanilles Pasacalles V 
4.21 Telemann Fantasia in E minor, (12 Fantasies for 
Solo Flute) 4.25 Dvorak Slavonic Dance in G minor, 

Op 46 No 8 4.31 Purcell Trumpet Suite 

4.38 Ruth Watson Henderson Magnificat 4.45 Boeck 
Fantasy on Two Flemish Folk Songs 4.53 Ibert Trois piéces 
bréves 5.00 Grieg Norwegian Bridal march from Scenes 
of Country Life, Op 19) 5,04 Geminiani Concerto grosso 
in G minor, Op 3 No 2 5.12 Sanz Suite espafiola for guitar 
5.23 Nielsen Symphony No 6 (Sinfonia semplice) 

6.00 Schumann Fantasie in C, Op 17 


99.9-101.9 FM DAB classicfm.com 

Freeview 731 Freesat 721 Sky 0106 Virgin 922 

6.00am More Music Breakfast With Tim Lihoreau. 
9.00 Aled Jones Classical hits, starting with the 
Classic Hall of Fame Hour, featuring favourite pieces 
voted into the current Classic FM Top 300. And at 
10.15 atrack from the Album of the Week. 

12.00 Anne-Marie Minhall Including at 12.00 
Classic FM Requests — with listeners phoning in - 
and at 3.00 Hall of Fame, featuring three works from 
the current Classic Hall of Fame chart. 

4.00pm Joanna Gosling Classic FM favourites. 
7.00 Smooth Classics at Seven Zeb Soanes witha 
playlist of classical music designed to help listeners relax. 
10.00 Calm Classics With Ritula Shah. 

1.00am Bill Overton 4.00 Hannah Scott-Joynt 


Absolute Radio 


DAB absoluteradio.co.uk 

Freeview 727 Freesat 724 Sky 0107 Virgin 915 

6.00am Dave Berry 10.00 Leona Graham 1.00pm 
Ben Burrell 4.00 Bush and Richie 7.00 Sarah 
Champion 10.00 Jay Lawrence 1.00am Dan Noble 


at buysubscriptions.com/RTPS4323 


BBC Radio 4 BBC Radio 5 Live 


92.4-94.6 FM 198 LW DAB bbc.co.uk/radio4 
Freeview 704 Freesat 704 (FM) 710 (LW) 

Sky 0104 (FM) 0130 (LW) Virgin 904 (FM) 911 (LW) 

News, weather and shipping forecasts as 
yesterday; no weather at 5.56am 

5.30am News Briefing 

5.43 Prayer for the Day 

A chance to pause for reflection and 
contemplation with Seeta Lakhani. 

5.45 Farming Today Rural developments. 
5.58 Tweet of the Day 

Miranda Krestovnikoff presents the great skua. (R) 
6.00 Today 

Presented by Mishal Husain and Nick Robinson. 
6.25, 7.25, 8.25 Sports News 

6.45 Yesterday in Parliament 

7.48 Thought for the Day 

With the Rev Dr Sam Wells. 

8.31LW Yesterday in Parliament 

An update on the latest political proceedings. 


9.00 The Long View 

Jonathan Freedland and guests find historical 
precedents for amodern-day dilemma. 
Producer Mohini Patel Repeated 9.30pm 

9.30 How to Win a Campaign 

5/5. Away from Elections: Public Pressure 
and Changing Cultures. If you are cynical 
about mainstream elections, what can you 
do as acitizen to persuade elected 
representatives to prioritise the issues you 
care about? Ex-Downing Street strategist 
Cleo Watson discovers what makes a 
successful campaign with those who have 
achieved recent notable successes in public 
health, gender equality and climate change. 
Producer Eliane Glaser 

9.45 FM Book of the Week: Behind 
These Doors 

2/5. By Alex South. Alex's career begins at 
Category A Whitemoor in Cambridgeshire, 
which holds some of the country’s most 
dangerous men. Read by Hattie Morahan. 
For details see yesterday Repeated 12.30am 

9.45 LW Daily Service 

Led by Angel Morgan. John 12, vv1-8. How 
Great Is Our God, performed by Volney 
Morgan and New Ye; Going Home: 
Grandfather Tribute, performed by Volney 
Morgan and New Ye. 

10.00 Woman's Hour 

Presented by Emma Barnett. 


11.00 Young Again 

4/6. Kirsty Young invites a guest to look 
back into their past and asks what advice 
they would give to their younger selves. 
Producer Sam Peach Repeated Monday 9pm 
11.30 Poet Laureate in the Arctic 
3/4. Simon Armitage spends a few days in 
Ny Alesund, Svalbard, and joins the BioPole 
team as they sample glacial meltwater 
entering the Kongsfjord to examine how 
nutrients in polar waters drive the global 
carbon cycle. Producer Susan Roberts 


BBC Radio 4 Extra 


DAB bbc.co.uk/radio4extra 

Freeview 708 Freesat 708 Sky 0126 Virgin 910 
6.00am The Candle of Darkness Thriller (1/6) 
6.30 The Dark Island Thriller by Robert Barr (1/6) 
7.00 Heartburn Witty work by Nora Ephron (2/5) 
7.15 Shakespeare's Restless World (7/20) 
7.30 Making the Best of It as 5.30pm 

8.00 The Goon Show Vintage 1959 comedy 
8.30 Growing Pains Steve Wetton comedy (5/6) 
9.00 Quote... Unquote Nigel Rees hosts (1/6) 
9.30 The Change as 7.30pm 

10.00 A Handful of Dust as 3pm 

11.00 The Candle of Darkness Thriller (1/6) 
11.30 The Dark Island as 4.30pm 

12.00 Heartburn as 5pm 

12.15pm Shakespeare's Restless World (7/20) 
12.30 Making the Best of It as 5.30pm 

1.00 The Goon Show Vintage 1959 comedy 
1.30 Growing Pains Steve Wetton comedy (5/6) 
2.00 Quote... Unquote Nigel Rees hosts (1/6) 
2.30 The Change as 7.30pm 

3.00 A Handful of Dust Tara FitzGerald stars in 
a dramatistion by Bill Matthews of Evelyn Waugh's 
1934 novel. Brenda Last embarks on an affair 
that is the talk of London society, albeit with 
tragic consequences. With Jonathan Cullen, 
Daniel Pertweek and others. From 1996 (1/2) 
4.00 The Candle of Darkness Thriller (1/6) 


12.04pm Call You and Yours 

Consumer affairs phone-in hosted by 
Winifred Robinson. 

PHONE: 0370 010 0444 (Lines open from 10am) 

EMAIL: youandyours@bbc.co.uk 

1.00 The World at One 

Presented by Sarah Montague. 

1.45 The Cows Are Mad 

2/10. Hypothesis. Lucy Proctor looks back 
to the mid-1980s when a farm vet realised a 
new disease was emerging in Kent's cow 
herds, and analyses the reactions from the 
Government and the Ministry of Agriculture. 
All episodes are available on BBC Sounds. 
2.00 The Archers Repeated from yesterday 7pm 
2.15 Drama: Trust 

3/3. ANon-Negotiable Blade. By Jonathan 
Hall. The school has to go back to basics 
when the computer systems go down after a 
cyber attack. A loner student seems troubled 
by strange graffiti around the school. 

Yvette Julie Hesmondhalgh Billy Jason Done 
Tim Ashley Margolis Gloria Emma Gregory 
Sir Ken Jonathan Keeble Mandy Rachel Austin 
Carol Susan Twist Baran Tareq Al-Jeddal 
Producer/Director Gary Brown 

3.00 Short Cuts 

6/9. The Soil. Josie Long presents short 
documentaries about the ground. A poet and 
atree surgeon search for the roots of a 
metaphor and a musician searches for an 
anchor to home. Series producer Eleanor McDowall 
Postponed from last Tuesday 

3.30 Lady Killers with Lucy Worsley 
3/8. Lucy re-examines the case of Lizzie 
Borden, who achieved notoriety when she 
was accused of murdering her father and 
stepmother with an axe in 19th-century New 
England. Lucy is joined by journalist Erin 
Moriarty, who investigates the case froma 
modern legal standpoint. Producer Diane Hope (R) 


4.00 Law in Action 

New series. 1/4. Joshua Rozenberg returns 
with the programme that looks at how the law 
affects us all. In the light of the events in the 
Middle East, he asks what international law 
says about the actions of Israel and Hamas, 
and what action the International Court of 
Justice, also known as the World Court, could 
take. Rozenberg speaks with barrister and 
professor Lord Guglielmo Verdirame KC. 
Producer Arlene Gregorius Repeated Thursday 8pm 
4.30 A Good Read 

4/9. Anneka Rice and writer Maureen Freely 
share their favourite books with Harriett 
Gilbert. Maureen chooses Gilead by Marilynn 
Robinson while Anneka recommends Tan 
Twan Eng's The Garden of Evening Mists. 
Harriett presents The Mystery of Henri Pick 
by David Foenkinos as her choice of the week. 
Producer Sally Heaven Repeated Thursday 11.30am 
5.00 PM Presented by Evan Davis. 


6.00 Six o'Clock News 


4.30 The Dark Island Thriller by Robert Barr (1/6) 
5.00 Heartburn Witty work by Nora Ephron (2/5) 
5.15 Shakespeare's Restless World (7/20) 
5.30 Making the Best of It Dave Florez's Shock 
Jock, set ina care home. With Adil Ray and Roy Hudd 
6.00 The Goon Show Vintage 1959 comedy 
6.30 Growing Pains Steve Wetton comedy (5/6) 
7.00 Quote... Unquote Nigel Rees hosts (1/6) 
7.30 The Change Sitcom by Jan Etherington 
and Gavin Petrie, about a troubled hormonal 
woman trying to accept her husband's 
revelation that he's a transvestite. With Lynda 
Bellingham, Chris Ellison, Sylvia Syms 
(1934-2023) and others. From 2003 (1/6) 

8.00 TED Radio Hour Journalist Saleem 
Reshamwala divulges some of his inspirations 
8.50 Inheritance Tracks With Tony Hadley 
9.00 Mastertapes At the BBC's Maida Vale 
Studios, Shirley Collins responds to audience 
queries about the 1970 album Love, Death and the 
Lady and performs songs from the album (2/2) 
9.30 Journey into Space: The Red Planet (12/20) 
10.00-12.00 Comedy Club: Best Medicine 
(3/11), at 10.30 Mr and Mrs Smith, at 11.00 
The Pin (3/4), and at 11.30 ElvenQuest (5/6) 
12.00 as 3pm 1.00am as 4pm 1.30 as 4.30pm 
2.00 as 5pm 2.15 as 5.15pm 2.30 as 5.30pm 
3.00 as 6pm 3.30 as 6.30pm 4.00 as 7pm 
4.30 as 7.30pm 5.00 A Handful of Dust (2/2) 


24 OCTOBER TUESDAY 


6.30 Best Medicine 

4/11. Breast Medicine. Kiri Pritchard-McLean 
is joined by Dr Lindsey Fitzharris, Jordan 
Gray, Sarah Kerruish and Dr Samantha Terry 
to learn about Victorian breast cancer 
surgery and boob jobs. Plus the Al algorithm 
that can read 80,000 mammograms ina 
weekend and injectable radioactive therapies. 
Producer Ben Worsfield 

Repeated next Tuesday on Radio 4 Extra 

7.00 The Archers 

lan struggles to let go of the past and there's 
concern for the Grundys. 

For cast see Friday Repeated tomorrow 2pm 

7.15 Front Row 

Patrick Stewart joins Samira Ahmed to talk 
about his memoir, Making It So. And as anew 
exhibition opens at the Design Museum, 
Samira hears about the history of skateboard 
culture. Producer Julian May 

8.00 File on 4 

Aninvestigation into a current affairs issue. 
Editor Carl Johnston Repeated Sunday 5pm 

8.40 In Touch 

News and information for people who are 
blind or partially sighted, with Peter White. 
Producer Pete Wilson 

9.00 Inside Health 

As the nights draw in and coughs and colds 
seem to be all around us, James Gallagher is 
stocking up his medicine cabinet. He meets 
GP Margaret McCartney and virologist Lindsay 
Broadbent for a look at a few of the nation’s 
best-loved remedies to find out what works 
well, what might not work so well, and why that 
might not matter if it makes us feel a bit happier. 
Producer Tom Bonnet Repeated tomorrow 3.30pm 
9.30 The Long View Repeated from 9am 
10.00 The World Tonight 

Presented by Julian Worricker. 

10.45 Book at Bedtime: The Midnight 
News 

7/10. By Jo Barker. Tom and Charlotte part 
badly and her worst fear is realised when her 
family steps in. Read by Rachael Stirling. 

For details see yesterday 

11.00 Call Jonathan Pie 

10/10. The Environment. By Tom Walker. 
Pie has to juggle fatherly duties with hosting 
a phone-in, and a light-hearted discussion on 
the environment ends in an angry rant. The 
whole series is available on BBC Sounds. 


Jonathan Pie Tom Walker Voiceovers Bob Sinfield 
Jules Lucy Pearman Rob Curling 
Sam Agib Khan Callers Daniel Abelson 
Roger Nick Revell Cole Anderson-James 
Sandra Liz White Adam Byron 
Conrad Dash 


Producer Alison Vernon-Smith 

11.30 Today in Parliament 

12.00 News and Weather 
12.30-12.45am Book of the Week: 
Behind These Doors fptd from9.45am (FM only) 
1.00 as BBC World Service 


BBC World Service 


DAB bbc.co.uk/worldserviceradio 

Freeview* 710 Freesat 711 Sky 0115 Virgin 906 
Programmes may differ online, and on Freesat, Sky, and Virgin 
5.00am Newsday 8.00 News 8.05 People Fixing 
the World: how sea cucumbers can help coral 
reefs 8.30 Business Daily 8.50 Witness History: 
the 1980 coup in Turkey 9.00 The Newsroom 
9.30 The Documentary: Africa's Urban Future: 
the legacy of apartheid in South Africa's cities 
(3/4) 10.00 News 10.05 The Arts Hour 11.00 
The Newsroom 11.30 CHOICE: In the Studio: 
the opening of New York's PAC NYC arts 
complex 12.00 News 12.05pm Outlook 12.50 
Witness History 1.00 The Newsroom 1.30 The 
Life Scientific 2.00 Newshour 3.00 News 3.05 
People Fixing the World 3.30 World Business 
Report 4.00 BBC OS 6.00 News 6.05 Outlook 
6.50 Witness History 7.00 The Newsroom 
7.30 Sport Today 8.00 News 8.05 The 
Documentary: Africa's Urban Future 8.30 Tech 
Life 9.00 Newshour 10.05 People Fixing the 
World 10.30 CHOICE: In the Studio 11.00 The 
Newsroom 11.20 Sports News 11.30 World 
Business Report 12.00 News 12.05am The Arts 
Hour 1.00 News 1.05 Business Matters 2.00 The 
Newsroom 2.30 The Climate Question 3.05 
Outlook 3.50 Witness History 4.00 The 
Newsroom 4.30 The Documentary: The Bomb 


693, 909 MW DAB bbc.co.uk/fivelive 
F'view 705 F'sat 705 Sky 0105 Virgin 905 
Sports Extra F'view 706 F'sat 706 

Sky 0131 Virgin 908 

News and sport bulletin every half-hour 
Times vary during live sports coverage 
5.00am Wake Up to Money 
6.00 5 Live Breakfast 

Rick Edwards and Laura McGhie 
with a detailed look at the headlines, 
plus sport and unique stories. 
9.00 Nicky Campbell 

Topical discussions, with phone-ins. 
Simulcast with BBC2 

11.00 Naga Munchetty 

News, big-name interviews and 
listeners’ personal experiences. 
1.00pm Nihal Arthanayake 
News and big-name interviews. 
4.00 5 Live Drive 

Tony Livesey and Clare McDonnell 
with the latest news and sport. 
7.00 5 Live Sport 

Kelly Cates is joined by guests for 
build-up to this evening's Champions 
League group stage fixtures, 
including Sevilla v Arsenal, with 
8.00 live commentary on 
Manchester United v FC 
Copenhagen in Group A. 

10.30 Colin Murray 

Vital topical discussion. Plus 
features, including at 11.00 The 
Big News Hour - an in-depth look 
at a big news story - and at 12.00 
Midnight Meets, in which Colin 
sits down with notable guests to 
find out what makes them tick.. 
1.00am Dotun Adebayo 


BBC 5 Sports Extra 


DAB bbc.co.uk/sports extra 
F'view 706 F'sat 706 Sky 0131 Virgin 908 


9.15am-6.00pm Test Match 
Special Commentary on South 
Africa v Bangladesh in the Cricket 
World Cup group match in Mumbai. 


AVOSANL 


1053, 1089 MW DAB talksport.co.uk 
F'view 723 F'sat 731 Sky 0108 Virgin 927 
6.00am Talksport Breakfast 
10.00 Jim White and Simon 
Jordan Sporting insight. 
1.00pm Hawksbee and Baker 
4.00 Talksport Drive Andy 
Goldstein and Darren Bent with 
opinionated sports debate. 

7.00 Champions League 
Football Commentary on Sevilla 
v Arsenal (kick-off 8.00). 

10.00 Sports Bar Reaction, 
analysis and listeners’ input 
regarding the day's sport. 

12.00 Extra Time 

5.00am Early Breakfast 


DAB talksport.co.uk 


7.00pm-10.00 Championship 
Football Leicester City v 
Sunderland (kick-off 7.45). 


97.3 FM (London area) DAB Ibc.co.uk 
F'view 732 F'sat 734 Sky 0123 Virgin 919 
7.00am Nick Ferrari 10.00 
Topical Programme 1.00pm 
Shelagh Fogarty 4.00 Ben 
Kentish 6.00 Andrew Marr 7.00 
lain Dale 10.00 Ali Miraj 1.00am 
Richard Spurr 4.00 lan Payne 


DAB thetimes.co.uk/radio 


5.00am Rosie Wright 6.00 
Aasmah Mir and Stig Abell 10.00 
Matt Chorley 1.00pm Mariella 
Frostrup 3.00 Jane Garvey and Fi 
Glover 5.00 John Pienaar 7.00 
Pienaar and Friends 8.00 The 
Evening Edition 10.00 Carole 
Walker 1.00am Stories of Our Times 
1.30 Red Box 2.00 Highlights 


*Not available on Freeview in Scotland 4pm-lam. Key (R) Repeat 
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WEDNESDAY Radio 


TODAY'S CHOICES 


Free Thinking 

10.00pm Radio 3 

The mysteries of sleep aroused 
little interest until around 100 
years ago, when Nathaniel 
Kleitman founded the first 
sleep lab at the University of 
Chicago. In1938 he and his 
student Bruce Richardson 
aroused a lot of interest when 
they studied sleep patterns by 
remaining for 32 days without 
watches in a pitch-dark cave in 
Kentucky. In his new book, 
Mapping the Darkness, Kenneth 
Miller studies Kleitman and 
scientists that followed him. 
Their researches have made us 
all too aware of REM (rapid eye 
movement) and sometimes 
hazardous sleep deprivation 
studies. Tonight Dr John 
Gallagher talks to Miller and 
other sleep researchers about 
the importance of eight hours’ 
rest. The latest concern is 
young people waking 
themselves up throughout the 
night to check their phones. 
Schoolwork appears to be 
suffering. DAVID McGILLIVRAY 


Redcar: Made of Steel 
8.00pm Radio 4 Extra 

The reason why “levelling up” is 
a political hot topic — if not an 
economic reality — is made 
clear in this 2010 documentary 
in which Archers actor Felicity 
Finch returns to her home town 
of Redcar, to tell the story of 
the demise of the once mighty 
Teesside iron and steel industry, 
as the last blast furnace is 
mothballed. That 19th-century 
prime minster William Gladstone 
called Middlesbrough an “infant 
Hercules” — after the discovery 
of iron ore led to anorth- 
eastern “iron rush” to rival the 
Cailfornian gold rush — is cold 
comfort to the 21st-century 
workers whose lives have been 
defined by the industry and 
who are now cut adrift. Finch 
delivers the elegy with tact and 
sensitivity. DAVID CRAWFORD 


BBC Radio1 BBC Radio 3 


97.6-99.8 FM DAB bbc.co.uk/radio1 
F'view* 700 F'sat 700 Sky 0101 Virgin 901 
7.00am Greg James 10.30 Rickie, 
Melvin and Charlie 1.00pm Dean and 
Vicky 3.30 Vick and Jordan 6.00 
Future Sounds 8.00 Future Artists 
10.00 Power Down Playlist 11.00 
Benji B 1.00am Dance Anthems 2.00 
The Interview 2.15 Playlists 3.00 
Relax 4.00 Dance 5.00 Arielle Free 


BBC Radio 2 


88-90.2 FM DAB bbc.co.uk/radio2 
F'view* 702 F'sat 702 Sky 0102 Virgin 902 
6.30am Zoe Ball 

With special guest Steve Coogan 
following the publication of Big 
Beacon - the new book by Coogan’s 
alter ego Alan Partridge. 

9.30 Gary Davies 

Music, chat and features, including 
at 10.30 the Ten to the Top music 
quiz and at 11.40 Tracks of My 
Years, with two more picks from 
Top Gear presenter Eddie Jordan. 
12.00 Tina Daheley 

2.00pm Scott Mills 

4.00 Sara Cox 

7.00 Jo Whiley 

9.00 The Folk Show with 
Mark Radcliffe 

10.00 Trevor Nelson's 
Rhythm Nation 

Including at 10.00 the Magnificent 7. 
Plus the feature Five Seconds to 
Name, in which listeners must 
identify an act based on a mash-up. 
12.00 OJ Borg 

3.00am Dance Sounds of the 90s 
with Vernon Kay 1990s dance hits. (R) 
4.00 Owain Wyn Evans 


BBC 6 Music 


DAB bbc.co.uk/6music 

Freeview 707 Freesat 707 Sky 0120 Virgin 909 
7.30am Gemma Cairney 

10.30 Mary Anne Hobbs 

1.00pm Craig Charles 

4.00 Tom Robinson 

7.00 New Music Fix Daily 

9.00 6 Music Artist in Residence 
3/10. Yeah Yeah Yeahs drummer Brian 
Chase showcases key bands that 
shaped the early DIY Brooklyn scene in 
New York between 2000 and 2009. (R) 
10.00 Riley and Coe 

Hey Colossus perform alive session. 
12.00 Freak Zone Playlist 

1.00am Will You Still Love Me 
Tomorrow? 1&2/6. Two episodes of 
the 1990 series in which Charlotte Greig 
celebrates girl groups, based on her 
1989 book. She starts with a1950s- 
themed hour featuring the Chantels 
and the Shirelles, followed at 2.00 
by an hour of gems produced by Phil 
Spector, including the Ronettes and the 
Crystals. Continues next Wednesday. 
3.00 Live Hour Highlights of Ash at 
Glastonbury in1997, plus sets by Shame 
(in 2016) and Bill Nelson (in 1981). (R) 
4.00 Jukebox 

5.00 Emily Pilbeam 


Greatest Hits 


DAB greatesthitsradio.co.uk 

F'view 716 Sky 0151 Regional variations on FM/MW 
6.00am Rossie 10.00 Mark Goodier 
1.00pm Debbie Mac 4.00 The 

Simon Mayo 7.00 Jackie Brambles 
10.00 Andy Crane 1.00am Music 
Marathon 4.00 Alex Lester 


DAB boomradio.co.uk 


6.00am Andy Marriott 7.30 Graham 
Dene 10.00 David Lloyd 12.00 David 
Hamilton 2.00pm Roger Day 4.00 
Nicky Horne 6.00 Jane Markham 
8.00 The Easy Hour 9.00 More Music 
10.00 Diana Luke 12.00 Night Ride 
2.00am Through the Night 


90.2-92.4 FM DAB bbc.co.uk/radio3 
Freeview* 703 Freesat 703 Sky 0103 Virgin 903 
News and weather as Monday 


6.30am Breakfast With Kate Molleson. 
9.00 Essential Classics With Tom McKinney. 


12.00 Composer of the Week: Lalo 

3/5. A Fiasco over Fiesque. Donald Macleod 
discovers why Lalo's first opera (Fiesque) remained 
unperformed for over a century. 

Divertissement No 3 Andantino (Fiesque) 

Basel Sinfonietta, conductor Giancarlo Andretta 
Entr‘acte une place de Génes (Fiesque) Opéra 
Orchestre National Montpellier/Alain Altinoglu 

Je ne puis supporter (Fiesque) 

Leonora Michelle Canniccioni (soprano) 
Opéra Orchestre National Montpellier, Latvian 
Radio Choir, conductor Alain Altinoglu 

Comment, diable; Oui, vengeons-nous!; Cette nuit 


quel étrange (Fiesque) 

Fiesco Roberto Alagna (tenor) 
Hassan Jean-Sébastien Bou (baritone) 
Verrina Franck Ferrari (baritone) 


Latvian Radio Choir, Opéra Orchestre National 
Montpellier, conductor Alain Altinoglu 

Piano Trio No 3 in A minor, Op 26 (2nd mvt) 
Leonore Piano Trio 

Cello Sonata in A minor (1st mvt) 

Maria Kliegel (cello), Bernd Glemser (piano) 
Concerto russe, Op 29 (2nd and 3rd mvts) Elina 
Buksha (violin), Liege PO/Jean-Jacques Kantorow 


1.00pm Radio 3 Lunchtime Concert 
Stephen Broad with further performances of 
chamber music from the Lammermuir Festival. 
Debussy Violin Sonata in G minor 

Prokofiev Violin Sonata No 1, Op 80 

Alina Ibragimova (violin), Steven Osborne (piano) 
Vaughan Williams, arr R Williams Captain Grant; 
She's like the Swallow; Proud Nancy; O Who Is That 
Raps at My Window?; Harry the Tailor 

Roderick Williams (baritone), Maxwell String 
Quartet, Chris Glynn (piano) 


2.00 Afternoon Concert With lan Skelly. 
Rossini Soldiers’ Dance (William Tell) Vienna State 
Opera Orchestra, conductor Fabio Luisi 

Chopin Nocturne in C sharp minor, Op posth (arr 
Milstein for violin and piano) Bomsori Kim (violin), 
Rafal Blechacz (piano) 

Haydn Symphony No 92 in G (Oxford) Vienna 
Symphony Orchestra, conductor Giuseppe Mengoli 
Halvorson Passacaglia in G minor (after Handel) 
Ragnhild Hemsing (Norwegian fiddle), Mario 
Haring (piano) 

3.00 Nielsen Violin Concerto, Op 36 Bomsori Kim, 
Danish National SO, conductor Fabio Luisi 
Farrenc Overture No1in E minor, Op 23 

BBC Symphony Orchestra, conductor Francois Leleux 
Trad Norwegin Wedding March of the Myllarguten 
Ragnhild Hemsing (Norwegian fiddle) 


4.00 Choral Evensong 

From St Stephen Walbrook, London, with the 
Choral Scholars of St Stephen Walbrook. Recorded 
on June 28. Introit: Crossing the bar (Rani Arbo). 
Responses: Will Harmer. Psalm 119, vv73-104 (Havergal, 
Turle). First Lesson: Jonah 1, vv1-17. Office Hymn: 
Dear Lord and Father of Mankind (Repton). Canticles: 
Andrews in D. Second Lesson: Luke 5, vvi-1l. Anthem: 


Scala Radio 


DAB scalaradio.co.uk 

7.00am Charles Nove Music and features. 

10.00 Penny Smith Popular classical works and 
features, including at 11.30 the weekly classical Scala 
Sessions, today with superstar violinist Nigel 
Kennedy. Ahead of his series of Bach Now! concerts, 
he discusses his life and career and gives an exclusive 
live and unfiltered performance of a Bach Sarabande. 
1.00pm Sam Hughes Classical favourites. 

4.00 Richard Allinson Music and features. 

7.00 Mark Forrest Including new classical releases. 
10.00 The Space Soothing and calming music. 
1.00am Night Music 5.00 In the Park 


Asian Network 


DAB bbc.co.uk/asiannetwork 

F'view 709 F'sat 709 Sky 0119 Virgin 912 

6.00am R&B Anthems 7.00 Nikita Kanda 10.00 
Certified 11.00 Haroon Rashid 2.00pm Certified 
Throwbacks 3.00 Ankur Desai 6.00 Bobby Friction8.00 
DJ Limelight and Kan D Man 10.00 Club Hit Squad Mix 
11.00 Motivation 12.00 Asian Network News Presents 
1.00am AJD 3.00 DJ Nish 5.00 The Everyday Hustle 


Never Weather-beaten Sail (Parry). Prayer Anthem: 
May the Mind of Christ (Jack Redman). Hymn: The 
Church's One Foundation (Aurelia). Voluntary: Adagio 
(Bridge). Director of music Andrew Earis. Organist 
Phoebe Tak Man Chow. Repeated Sunday 3pm 

5.00 In Tune 

Sean Rafferty welcomes Peter Harden, whose 
music for Twenty-Seven Perspectives — which 
starts next week at Sadler's Wells in London — uses 
the structure of Schubert's Unfinished Symphony. 
And after 6.00 there's a live performance from 
composer and singer Errollyn Wallen ahead of her 
concert on Saturday at Wigmore Hall in London. 
7.00 Classical Mixtape An eclectic playlist. 
7.30 Radio 3 in Concert 

In aconcert from 12 October at the Queen Elizabeth 
Hall, London, Sarah Walker introduces the BBC 
Concert Orchestra and saxophonist Jess Gillam ina 
concert reflecting humanity's relationship with nature. 
Jess Gillam (Soprano saxophone), BBC Concert 
Orchestra, conductor Anna-Maria Helsing 
Sibelius Symphony No 7 

Michael Nyman Where the Bee Dances 

Jimmy Lépez Bellido Symphony No 3 (Altered 
Landscape) 


10.00 Free Thinking 
Prompted by the recent publication of a 
book by Kenneth Miller on the history of 
sleeping patterns, John Gallagher leads a 
discussion on the ways in which sleep has been 
written about. He's joined by Kenneth Miller and 
other researchers. Producer Nick Holmes 


10.45 The Essay: Books to Make Space for 
on the Bookshelf 

3/5. Sindhubala. The rights of tribal people, the 
lives of ordinary workers and the depiction of 
female desire were among the themes explored 
by Dhaka-born writer Mahasweta Devi (1926-2016), 
who attended the school established by Rabindranath 
Tagore and wrote more than 100 novels and 20 
collections of short stories. For Preti Taneja, 
Mahasweta’s writing offers a way of using language 
to explore ideas about power, freedom and feminism. 
One such work is the short tale Sindhubala, the tale 
of awoman made to become a healer of children. (R) 


11.00 Night Tracks With Hannah Peel. 


12.30am Through the Night With Jonathan 
Swain. Bacewicz Concerto for String Orchestra Mozart 
Bella mia fiamma; Resta, 0 cara, K528; Ah, lo previdi, 
K272 Symphony No 39 in E flat, K543 Elsa Dreisig 
(soprano), Berlin Radio Symphony Orchestra, conductor 
Andrew Manze. 1.44 Mozart Violin Sonata in B flat, K454 
2.05 Bacewicz Piano Quintet No 12.31 Dvorak Mass 
in D, Op 86 3.11 Beethoven Variations and Fugue in E 
flat, Op 35 3.37 Svendsen Norwegian Artists’ Carnival, 
Op 14 3.45 Wieniawski Légende, Op 17 3.53 Milhaud 
Trois Psaumes de David, Op 339 4.02 Bellini Oboe 
Concerto in E flat (arr for trumpet) 4.10 Morley /t Was a 
Lover and His Lasse 4.14 Chopin Polonaise in A flat, Op 53 
(Héroiquee) 4.22 Dall'Abaco Concerto in F, Op 6 No 3 
4.31 Sarasate Zigeunerweisen, Op 20 4.40 Tchaikovsky 
Dumka, Op 59 4.50 Johan Duijck Cantiones Sacrae in 
honorem Thomas Tallis, Op 26, Book 15.01 Berlioz 
Overture: Roman Carnival 5.09 Purcell Sonata in F for 
recorder and harpsichord 5.18 Grieg Two Elegiac 
Melodies,Op 34 5.27 Spohr String Sextet in C, Op 140 
5.52 Groneman Fiute Sonata in E minor 

6.03 Gershwin Symphonic Suite: Porgy and Bess (R) 


99.9-101.9 FM DAB classicfm.com 

Freeview 731 Freesat 721 Sky 0106 Virgin 922 

6.00am More Music Breakfast With Tim Lihoreau. 
9.00 Aled Jones Classical hits, starting with the 
Classic Hall of Fame Hour. 

12.00 Anne-Marie Minhall Including at 12.00 
Classic FM Requests and at 3.00 Hall of Fame. 
4.00pm Joanna Gosling Classic FM favourites. 
7.00 Smooth Classics at Seven Zeb Soanes with 
three hours of calming music to help listeners relax 
and recharge, including at 9.00 the Great Escape. 
10.00 Calm Classics With Ritula Shah. 

1.00am Bill Overton 

4.00 Hannah Scott-Joynt Music and features, with 
half-hourly news and weather updates from 5.00 and 
the Dawn Chorus at 5.15. Plus texts, tweets and emails. 


Absolute Radio 


DAB absoluteradio.co.uk 

Freeview 727 Freesat 724 Sky 0107 Virgin 915 

6.00am Dave Berry 10.00 Leona Graham 1.00pm 
Ben Burrell 4.00 Bush and Richie 7.00 Danielle 
Perry 10.00 Jay Lawrence 1.00am Dan Noble 
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92.4-94.6 FM 198 LW DAB bbc.co.uk/radio4 
Freeview 704 Freesat 704 (FM) 710 (LW) 

Sky 0104 (FM) 0130 (LW) Virgin 904 (FM) 911 (LW) 

News, weather and shipping forecasts as yesterday 
5.30am News Briefing 

5.43 Prayer for the Day 

A pause for reflection with Seeta Lakhani. 

5.45 Farming Today 

Food, farming and the countryside. 

5.58 Tweet of the Day 

London restaurant owner Cyrus Todiwala presents 
the sound of the ring-necked parakeet. (R) 
6.00 Today 

Presented by Nick Robinson and Justin Webb. 
6.25, 7.25, 8.25 Sports News 

6.45 Yesterday in Parliament 

7.48 Thought for the Day With Rhidian Brook. 
8.31 LW Yesterday in Parliament 

An update on the latest political proceedings. 
9.00 Life Changing 

3/7. Presenter and chartered psychologist 
Dr Sian Williams talks to ordinary members 
of the public about extraordinary turning 
points in their lives. 

Producers Andrea Kennedy and Thomas Harding Assinger 
9.30 Just One Thing with Michael 
Mosley 

6/10. Reheat Pasta. Michael learns how 
reheating carb-heavy foods boosts the 
resistant starch in them, which can reduce 
blood sugar spikes, lower cancer risk and 
improve gut health. Dr Darrell Cockburn, 
assistant professor of food science from 
Penn State University, shares how these 
carbs can benefit the microbiome. Available 
on BBC Sounds since 18 October. 

Producer Nija Dalal-Small 

9.45 FM Book of the Week: Behind 
These Doors 

3/5. By Alex South. The author relates how 
constant hum of aggression and incipient 
violence can takes its toll on the mental 
health of both inmates and prison officers. 
Read by Hattie Morahan. 

For details see Monday Repeated 12.30am 

9.45 LW Daily Service 

Led by Canon Steve Williams. Psalm 137, 
vvl-6. Let All the World in Every Corner 

Sing, sung by Cantus Choro; By the Streams, 
performed by Jonathan Ogden 

(BBC Recording); Coming Home, 

performed by Rend Collective. 

10.00 Woman's Hour 

Emma Barnett presents the magazine show. 


11.00 A Wake for Lough Neagh 

Author Nick Laird investigates the toxic 
algae in Lough Neagh, the largest freshwater 
lake in the UK, and asks whether the current 
lack of government in Northern Ireland is to 
blame. He speaks to the men and women living 
with the impact of the environmental crisis 
as well as some of the people trying to do 
something about it. Repeated from Monday 8pm 


BBC Radio 4 Extra 


DAB bbc.co.uk/radio4extra 

Freeview 708 Freesat 708 Sky 0126 Virgin 910 
6.00am The Candle of Darkness as 4pm 
6.30 The Dark Island as 4.30pm 

7.00 Heartburn as 5pm 

7.15 Shakespeare's Restless World (8/20) 
7.30 Relativity 2020 comedy drama (6/6) 
8.00 Hancock's Half Hour Vintage 1958 comedy 
8.30 King of Bath With David Bamber (6/6) 
9.00 Counterpoint Music quiz (2/13) 

9.30 The Right Time Comedy sketches (3/6) 
10.00 A Handful of Dust By Evelyn Waugh (2/2) 
11.00 The Candle of Darkness as 4pm 

11.30 The Dark Island as 4.30pm 

12.00 Heartburn as 5pm 

12.15pm Shakespeare's Restless World (8/20) 
12.30 Relativity 2020 comedy drama (6/6) 
1.00 Hancock's Half Hour Vintage 1958 comedy 
1.30 King of Bath 1999 comedy drama (6/6) 
2.00 Counterpoint Music quiz (2/13) 

2.30 The Right Time Comedy sketches (3/6) 
3.00 A Handful of Dust By Evelyn Waugh (2/2) 
4.00 The Candle of Darkness Atmospheric 
thriller by Edward Boyd. From 1954 (2/6) 

4.30 The Dark Island Robert Barr's adaptation 
of his own 1962 TV thriller set among the remote 
islands of the Outer Hebrides involving two 
Intelligence officers ,the Iron Curtain and Russian 


25 OCTOBER WEDNESDAY 


11.30 Any Questions On... 

2/3. Russia. Alex Forsyth and guests 
discuss how the language, tone and style of 
debate has changed through Any Question’s 
75-year history. Dame Margaret Beckett, 
Peter Hitchens and former Any Questions? 
presenter Jonathan Dimbleby join Alex as 
she delves into the archives and examines 
how discussion of Russia and Russians has 
evolved over the programme's lifetime. 
Repeated from Thursday 

12.04pm You and Yours 

Reports on consumer affairs. 

1.00 The World at One 

Presented by Sarah Montague. 


1.45 The Cows Are Mad 

3/10. Dissidents. Lucy Proctor explores how 
some researchers believed the scientific 
establishment was wrong about BSE. The 
microbiologists Steve Dealler and Professor 
Richard Lacey claimed their work showed that 
a major human health disaster was imminent 
and the Government seemed to be in denial. 
All episodes are available on BBC Sounds. 
2.00 The Archers Repeated from yesterday 7pm 
2.15 Drama: Fault Lines: Money, Sex 
and Blood 

5/5. Blood: Bad Blood. By Eve Steele. 
Constance's niece Maria has never really felt 
part of the family. Yet it turns out she is the 
key to the murder as the corrosive secret at 
the heart of the Sterling family is revealed. 
Allseries are available on BBC Sounds. 


Constance Glenda Jackson Sarah Pippa Nixon 
Maria Christine Bottomley Adrian/Edward Jake Ferretti 
Lily Poppy O'Brien Archie Dominic Lane 
Miles Robert Glenister 

Producer/Director Gary Brown (R) 

3.00 Money Box Live 


Listeners receive financial advice. 
EMAIL: moneybox@bbc.co.uk 
Your RT Money: page 144. 


3.30 Inside Health Repeated from yesterday 9pm 


4.00 Thinking Allowed 

9/9. Intersections. Laurie Taylor talks to 
world-renowned sociologist, Patricia Hill Collins, 
Distinguished Professor Emerita of Sociology 
at the University of Maryland and author of a 
new study looking at the way in which many 
incidents of US violence are connected, from 
school shootings and police misconduct to 
sexual assault. Drawing on investigative 
journalism, feature films, documentaries and 
fiction, she considers what counts as violence 
today and what can be done about it. They're 
joined by Joyce Jiang, senior lecturer in 
human resource management at the 
University of York, whose latest research 
examines abuses against female migrant 
domestic workers in the UK, which include 
ong working hours, harsh conditions, but 
also verbal, physical and sexual abuses. 
Producer Jayne Egerton Repeated Sunday 1215am 


trawlers. With Edward de Souza, Bryden Murdoch 
and Geoffrey Frederick. From 1969 (2/6) 

5.00 Heartburn Witty, autobiographical work 
by Nora Ephron (1941-2012), published in 1983 
and based on her marriage and divorce to 
Washington Post reporter Carl Bernstein. 
Abridged by Antonia Hodgson and read by 
Julianna Jennings. From 2019 (3/5) 

5.15 Shakespeare's Restless World (8/20) 
5.30 Relativity 2020 comedy drama (6/6) 
6.00 Hancock's Half Hour Vintage comedy 
6.30 King of Bath By Arnold Evans (6/6) 

7.00 Counterpoint Music quiz (2/13) 

7.30 The Right Time Comedy sketches (3/6) 
8.00 CHOICE: Redcar: Made of Steel As the 
last blast furnace on Teesside is mothballed, Felicity 
Finch (The Archers) returns to her native Redcar 
to mark the end of its steelmaking. From 2010 
9.00 Short Cuts With Josie Long. From 2016 (4/6) 
9.30 Journey into Space: The Red Planet (13/20) 
10.00-12.00 Comedy Club: Daliso 
Chaponda: Citizen of Nowhere (2/4), 10.30 
Agendum (3/4), 11.00 Kevin Eldon Will See 
You Now (4/4), 11.30 The Skewer (2/8), 

11.45 The Problem with Adam Bloom (2/6) 
12.00 as 3pm 1.00am as 4pm 1.30 as 4.30pm 
2.00 as 5pm 2.15 as 5.15pm 2.30 as 5.30pm 3.00 
as 6pm 3.30 as 6.30pm 4.00 as 7pm 4.30 as 
7.30pm 5.00 The Picture of Dorian Gray (1/2) 


4.30 The Media Show 

Ros Atkins presents the latest news and 
views from the media industry. Rptd 9.30pm 
5.00 PM Evan Davis presents. 

6.00 Six o’Clock News 


6.30 Daliso Chaponda: Citizen of 
Nowhere 

3/4. ...Comfort the Disturbed and Disturb 
the Comfortable... After experiencing the 
threat of arrest for ajoke he once made 
about Malawi, and as he sometimes gets in 
trouble for talking about certain topics, this 
week Daliso contemplates attitudes towards 
censorship and freedom of speech. 

Producer Carl Cooper 

Repeated next Wednesday on Radio 4 Extra 

7.00 The Archers 

Reality sets in for Helen and Mia fears the worst. 
For cast see Friday Repeated tomorrow 2pm 

7.15 Front Row 

Chetna Maroo discusses being shortlisted for 
the Booker Prize for her debut novel, Western 
Lane, and playwright Penelope Skinner talks 
about her play Lyonesse, which stars Kristen 
Scott Thomas. Producer Paula McGrath 

8.00 The Moral Maze 

6/8. Michael Buerk is joined by Sonia Sodha, 
Giles Fraser, Ash Sarkar and Tim Stanley to 
debate a moral issue behind a news item. 
Producer Dan Tierney Repeated Sunday tilpm 

9.00 When It Hits the Fan 

8/8. David Yelland and Simon Lewis go 
inside the world of crisis management and 
spin doctors as they take a look at recent PR 
disasters, and find out how, where and when 
it all began to go wrong. Producer Eve Streeter 


9.30 The Media Show Repeated from 4.30pm 


10.00 The World Tonight 
Presented by Julian Worricker. 


10.45 Book at Bedtime: The Midnight 
News 

8/10. By Jo Barker. Charlotte takes a cold 
plunge at the safe house with the shadow 
man. Read by Rachael Stirling. 

For details see Monday 

11.00 Njambi McGrath: Black Black 
3/4. Where Are You REALLY From? 
Njambi McGrath challenges preconceptions 
of her homeland and people, with a darkly 
comedic lesson on the Kenyan customs and 
traditions obliterated by colonialism. 
Producer Julia Sutherland 

11.15 The Skewer 

3/8. Jon Holmes twists current affairs clips 
into a surreal, satirical soundscape. 

Producer Jon Holmes Repeated Saturday 9.45pm 
11.30 Today in Parliament 

Including Prime Minister's Questions. 
12.00 News and Weather 
12.30-12.45am Book of the Week: 
Behind These Doors Rptd from9.45am (FM only) 
1.00 as BBC World Service 


BBC World Service 


DAB bbc.co.uk/worldserviceradio 

Freeview* 710 Freesat 711 Sky 0115 Virgin 906 
Programmes may differ online, and on Freesat, Sky, and Virgin 
5.00am Newsday 8.00 News 8.05 Hardtalk 
8.30 Business Daily 8.50 Witness History 
9.00 The Newsroom 9.30 The Climate Question 
10.00 News 10.05 The Documentary: Other 
People's Children 11.00 The Newsroom 11.30 The 
Documentary: The Bomb: Leo Szilard must convince 
the scientific establishment to take him seriously. 
Allseries are available on BBC Sounds (2/7 Series 1) 
(Revised rpt) 11.50 Witness History 12.00 News 
12.05pm Outlook 12.50 Witness History: the 
1993 hijack of a Nigerian Airways flight from Lagos 
to Abuja 1.00 The Newsroom 1.30 Tech Life 2.00 
Newshour 3.00 News 3.05 Hardtalk 3.30 World 
Business Report 4.00 BBC OS 6.00 News 6.05 
Outlook 6.50 Witness History 7.00 The Newsroom 
7.30 Sport Today 8.00 News 8.05 The Climate 
Question 8.30 Health Check 9.00 Newshour 
10.00 News 10.05 Hardtalk 10.30 The 
Documentary: The Bomb 11.00 The Newsroom 
11.20 Sports News 11.30 World Business Report 
12.00 News 12.05am The Documentary: Other 
People’s Children 1.00 News 1.05 Business 
Matters 2.00 The Newsroom 2.30 Assignment 
3.00 News 3.05 Outlook 3.50 Witness History 
4.00 The Newsroom 4.30 The Food Chain 


693, 909 MW DAB bbc.co.uk/fivelive 
F'view 705 F'sat 705 Sky 0105 Virgin 905 
Sports Extra F'view 706 F'sat 706 

Sky 0131 Virgin 908 

News and sport bulletin every half-hour 
Times vary during live sports coverage 
5.00am Wake Up to Money 
Financial news, reports and analysis. 
6.00 5 Live Breakfast 

With Rick Edwards and Laura McGhie. 
9.00 Nicky Campbell 

Topical discussions, big-name 
interviews and listeners’ calls. 
Simulcast with BBC2 

11.00 Naga Munchetty 

With the latest news, big-name 
interviews from around the UK and 
listeners’ personal experiences. 
1.00pm Nihal Arthanayake 
News and topical conversation 
including big-name interviews. 
4.00 5 Live Drive With Tony 
Livesey and Clare McDonnell. 
7.00 5 Live Sport 

Mark Chapman is joined by guests 
for build-up to this evening's 8.00 
live commentary on the Champions 
League match between Newcastle 
United and Borussia Dortmund. 
10.30 Colin Murray 

Vital topical discussion and regular 
features, including at 11.00 This 
House Believes — a lively and fun 
debate on myriad topics where 
listeners decide who comes out on 
top - and 12.00 Midnight in 
America, with the latest headlines. 
1.00am Dotun Adebayo 


BBC 5 Sports Extra 


DAB bbc.co.uk/sports extra 
F'view 706 F'sat 706 Sky 0131 Virgin 908 


9.15am-6.00pm Test Match 
Special Commentary on Australia 
v Netherlands in the Cricket World 
Cup group match at Arun Jaitley 
Stadium in Delhi, India. 


Talksport 


1053, 1089 MW DAB talksport.co.uk 
F'view 723 F'sat 731 Sky 0108 Virgin 927 
6.00am Talksport Breakfast 
10.00 Jim White and Simon 
Jordan Sporting insight. 
1.00pm Hawksbee and Jacobs 
4.00 Talksport Drive With Andy 
Goldstein and Darren Bent. 

7.00 Champions League 
Football Young Boys v 
Manchester City (kick-off 8.00). 
10.00 Sports Bar Reaction, 
analysis and listeners’ opinions. 
1.00am Extra Time 

5.00 Early Breakfast 


Talksport 2 


DAB talksport.co.uk 


2.00pm-4.00 Racing At Fontwell. 
7.00-10.00 Champions League 
Football Paris Saint-Germain v 
AC Milan (kick-off 8.00). 


LBC 


97.3 FM (London area) DAB [bc.co.uk 
F'view 732 F'sat 734 Sky 0123 Virgin 919 
7.00am Nick Ferrari 10.00 Topical 
programme 1.00pm Shelagh 
Fogarty 4.00 Ben Kentish 6.00 
Tonight with Andrew Marr 7.00 
lain Dale 10.00 Ali Miraj 1.00am 
Richard Spurr 4.00 lan Payne 


DAB thetimes.co.uk/radio 


5.00am Rosie Wright 6.00 
Aasmah Mir and Stig Abell 10.00 
Matt Chorley 1.00pm Mariella 
Frostrup 3.00 Jane Garvey and Fi 
Glover 5.00 John Pienaar 7.00 
Pienaar and Friends 8.00 The 
Evening Edition with Kait Borsay 
10.00 Carole Walker 

1.00am Stories of Our Times 
1.30 Red Box 2.00 Highlights 


*Not available on Freeview in Scotland 4pm-lam. Key (R) Repeat 


Get exclusive insight into our star guests’ viewing habits 


Listen live, catch up and follow your favourites at bbc.co.uk/sounds 


or visit 


AVGSANGAM 


129 


> 
<x 
a) 
Y 
a 
— 
wi 
| 


CHARL MARAIS 


130 


THURSDAY Radio 


TODAY'S CHOICES 


Radio 3 in Concert 
7.30pm Radio 3 

This BBC Scottish Symphony 
Orchestra concert under its 
new chief conductor Ryan 
Wigglesworth opens with a1916 
overture, by the long-forgotten 
20th-century Viennese 
composer Johanna Miuller- 
Hermann, which oddly feels 
less “echt Wienerisch” than the 
ersatz Second Viennese School 
opening of Wigglesworth's own 
Piano Concerto. Oddly, only 
because MUller-Hermann was 
of course acontemporary of 
Schoenberg, Berg and Webern, 
and even studied with 
Schoenberg's teacher turned 
brother-in-law, Alexander von 
Zemlinsky, who also taught and 
lusted after Alma Schindler, 
though she then married 
Gustav Mahler instead. It's a 
circle of connections that 
perhaps makes Mahler's Fourth 
Symphony a fitting conclusion. 
Still trailing clouds of glory from 
her saintly performance in 
Poulenc’s Carmelites at this 
summer's Proms, soprano Sally 
Matthews (above) voices the 
symphony's heavenly finale. 
MARK PAPPENHEIM 


Jo Whiley 

7.00pm Radio 2 

Back in 2014, when Jo Whiley 
was asked to share any career 
ambitions she had yet to fulfil, 
she responded, “I'm so lucky to 
be where | am now that | don't 
have that desire. My only 
ambition is to still be on the 
radio in 20 years' time... If |can 
still do that 20 years down the 
line, | will have had a great life 
and agreat career.” Well, she's 
almost halfway there now, as 
this evening's programme marks 
her 30th anniversary at the BBC. 
Whiley selects clips from some 
of her favourite interviews and 
live music sessions, including 
David Bowie, Oasis and Beyoncé. 
Here's to at least another ten 
years. ANNA JONES 


BBC Radio 1 


97.6-99.8 FM DAB bbc.co.uk/radiol 
F'view* 700 F'sat 700 Sky 0101 Virgin 901 
7.00am Greg James 10.30 Rickie, 
Melvin and Charlie 1.00pm Dean and 
Vicky 3.00 Rap Anthems 3.30 Vick 
and Jordan 6.00 Live Lounge Extra 
6.30 Future Sounds 8.00 Future 
Pop 10.00 BBC Introducing Dance 
11.00 Residency 1.00am Dance 
Presents 2.00 Live Lounge Extra 
3.00 Power Down Playlist 

4.00 Dance 5.00 Arielle Free 


BBC Radio 2 


88-90.2 FM DAB bbc.co.uk/radio2 
F'view* 702 F'sat 702 Sky 0102 Virgin 902 


6.30am Zoe Ball 

With singer/songwriter Leigh-Anne 
Pinnock (of Little Mix). 

9.30 Gary Davies 

Including at 11.40 Tracks of My 
Years, today with Eddie Jordan 
discussing two more records of 
personal significance. Plus the 
feature De Ja Woo - Gary's take 
on Vernon's Vault. 

12.00 Tina Daheley 
2.00pm Scott Mills 

4.00 Sara Cox 


7.00 Jo Whiley 
To celebrate her 30th 
anniversary at the BBC, Jo 
recalls some of her favourite 
interviews, sessions and moments. 


9.00 The Country Show with 
Bob Harris 

10.00 Trevor Nelson’s 
Rhythm Nation 

12.00 OJ Borg 

3.00am Dance Sounds of the 90s 
with Vernon Kay A themed playlist. (R) 
4.00 Owain Wyn Evans 


BBC 6 Music 


DAB bbc.co.uk/6music 

Freeview 707 Freesat 707 Sky 0120 Virgin 909 
7.30am Gemma Cairney 

Lucy Rose discusses her new music. 
10.30 Mary Anne Hobbs 

1.00pm Craig Charles 

4.00 Tom Robinson Including the Tea 
Time Anthem. Plus the Mind, Body and 
Soul feature with Galway band NewDad. 
7.00 New Music Fix Daily 

9.00 6 Music Artist in Residence 
4/10. Yeah Yeah Yeahs lead vocalist 
Karen O muses on the importance of 
female representation in pop, witha 
playlist including Madonna, Harry 
Nilsson and Brian Eno. (R) 

10.00 Riley and Coe 

12.00 New Music Fix with Steve 
Lamacq Three 6 Music presenters 
each curate an hour of their favourite 
new music, starting with Steve Lamacq. 
At 1.00am Mary Anne Hobbs, 
followed at 2.00 by Jamz Supernova. 
And at 3.00 New Album Fix — Matt 
Everitt's review of releases — followed 
at 4.00 by New Music Fix Playlist. 
5.00am The Remix with Chris 
Hawkins 5.30 Emily Pilbeam 


Greatest Hits 


DAB greatesthitsradio.co.uk 

F'view 716 Sky 0151 Regional variations on FM/MW 
6.00am Rossie 10.00 Mark Goodier 
1.00pm Debbie Mac 4.00 Simon 
Mayo 7.00 Jackie Brambles 

10.00 Andy Crane 1.00am Music 
Marathon 4.00 Alex Lester 


DAB boomradio.co.uk 


6.00am Andy Marriott 7.30 
Graham Dene 10.00 David Lloyd 
12.00 David Hamilton 2.00pm 
Roger Day 4.00 Nicky Horne 

6.00 Jane Markham 8.00 The Easy 
Hour 9.00 Tom Edwards's Choices 
10.00 Diana Luke 12.00 Night Ride 
2.00am Through the Night 


BBC Radio 3 


90.2-92.4 FM DAB bbc.co.uk/radio3 
Freeview* 703 Freesat 703 Sky 0103 Virgin 903 
News and weather as Monday 


6.30am Breakfast With Kate Molleson. 
9.00 Essential Classics With Tom McKinney. 


12.00 Composer of the Week: Lalo 

4/5. A Scandal Erupts. Donald Macleod considers 
why the bitter arguments of the opposing factions 
present at the first night of Lalo's only ballet, 
Namouna, overshadowed the brilliance of the music. 
Valse de la cigarette (Namouna) Royal 
Philharmonic Orchestra, conductor Yondani Butt 
Symphony in G minor (3rd mvt) Malaysian 
Philharmonic Orchestra, conductor Kees Bakels 
Namouna: Suite No 2 Spanish Radio and Television 
Symphony Orchestra, conductor Carlos Kalmar 
Piano Trio in A Minor, Op 26 (1st mvt) Gryphon Trio 
Cello Concerto in D minor (2nd and 3rd mvts) 
Johannes Moser (violin), Prague Philharmonia, 
conductor Jakub Hrusa 


1.00pm Radio 3 Lunchtime Concert 

Stephen Broad with further performances from last 
month's Lammermuir Festival in East Lothian. 
Haydn Piano Trio in C minor H XV 13 

Sally Beamish Trance (first Scotland performance) 
Haydn Piano Trio in E flat, H XV 22 

Kit Armstrong Piano Trio (first Scotland performance) 
Trio Gaspard 

Arvo Part Fratres 

Alina Ibragimova (violin), Steven Osborne (piano) 


2.00 Afternoon Concert 

With lan Skelly, including at 3.00 a continued 
spotlight on Carl Nielsen, today featuring his 
Fourth Symphony. And there's more Norwegian 
fiddle music from Ragnhild Hemsing. 

Gade Symphony No 4 inB flat (4th mvt) 

Danish National Radio Symphony Orchestra, 
conductor Christopher Hogwood 

Halvorsen Norwegian Dance No 2 Ragnhild Hemsing 
(Norwegian fiddle), Mario Haring (piano) 

Liszt Piano Concerto No 2inA, S125 Alexandre 
Kantorow (piano), SWR Symphony Orchestra, 
Stuttgart, conductor Pablo Heras-Casado 
Hirshow Kol Gojim Tom Raskin (tenor), BBC 
Singers, conductor Paul Brough 

3.00 Nielsen Symphony No 4 (The Inextinguishable) 
Danish National Symphony Orchestra, 

conductor Fabio Luisi 

Debussy Cello Sonata in D minor 

Anastasia Kobekina (cello), Elisabeth Brauss (piano) 
Tchaikovsky The Voyevoda, Op 78 BBC Scottish 
Symphony Orchestra, conductor Alpesh Chauhan 
Coleridge-Taylor Ballade for Orchestra 

BBC Philharmonic, conductor Anja Bihlmaier 
5.00 In Tune 

Sean Rafferty with music and guests. Plus Keelan 
Carew witha pick of the weekend's classical concerts. 


7.00 Classical Mixtape 


7.30 Radio 3 in Concert 
In a concert from 21 September at the City 
Halls, Glasgow, Ryan Wigglesworth conducts 
the BBC Scottish Symphony Orchestra in 
Mahler's Fourth Symphony, for which they are 


Scala Radio 


DAB scalaradio.co.uk 


7.00am Charles Nove Music, a light look at the 
newspapers and features including Questions of the 
Day and, from 9.00, Screen Time, featuring an hour 
of music from films, TV shows, adverts and video games. 
10.00 Penny Smith With music and features, including 
after 11.30 the Scala Radio Book Club, this week with 
crime writer lan Rankin discussing his new novel, The 
Rise, ahead of his appearance on Friday at the London 
Literature Festival at the Southbank Centre. 

1.00pm Sam Hughes With popular classical works. 
4.00 Richard Allinson With Classical Bangers. 
7.00 Mark Forrest At 8.00 the Peaceful Piano playlist. 
10.00 The Space Soothing and calming music. 
1.00am Night Music 5.00 In the Park 


Asian Network 


DAB bbc.co.uk/asiannetwork 

F'view 709 F'sat 709 Sky 0119 Virgin 912 

6.00am Beats 7.00 Nikita Kanda 10.00 Certified 
11.00 Haroon Rashid 1.00pm Haroon Rashid 
2.00 Certified Throwbacks 3.00 Ankur Desai 
6.00 AJD 8.00 DJ Nish 10.00 Shisha Lounge Mix 
11.00 Chill 12.00 Love Friday Mix 1.00am DJ 
Limelight 4.00 Ankur Desai 5.00 Celebrates 


joined by soprano Sally Matthews. Before that 
Steven Osborne joins for Wigglesworth's own 
Piano Concerto. Presented by Kate Molleson. 
Steven Osborne (piano), Sally Matthews 
(soprano), BBC Scottish Symphony Orchestra, 
conductor Ryan Wigglesworth 

Miller-Hermann Heroische Overture 

Ryan Wigglesworth Piano Concerto 

Mahler Symphony No 4 

10.00 Free Thinking 

The first live concert in 175 years of songs and music 
written by Eliza Flower (1803-1846) takes place 
tomorrow (at Conway Hall in London). A friend of 
JS Mill, Harriet Martineau and Robert Browning, 
Flower set to music some of Walter Scott's 
romantic songs and composed music for her sister, 
hymn writer Sarah Flower Adams. Ina discussion 
about Eliza Flower, Matthew Sweet is joined by 
singer Frances Lynch, New Generation Thinker 
and historian Oskar Jensen and Dr Clare Stainthorp. 


10.45 The Essay: Books to Make Space for 
on the Bookshelf 

4/5. Closer. Diarmuid Hester draws links between 
the Marquis de Sade and California-born author 
Dennis Cooper, best known for his five semi- 
autobiographical novels in the George Miles series, 
published between 1989 and 2000 and starting 
with Closer. Marked by drugs, sex, violence and 
thinking about death, Cooper's books have been 
praised for his non-naturalistic writing and the 
texture of teenage thought. George Miles was in 
fact Cooper's childhood friend and then lover, and 
he ended up taking his life. Producer Luke Mulhall (R) 


11.00 The Night Tracks Mix With Hannah Peel. 


11.30 Unclassified 

Elizabeth Alker shares new ambient and 
experimental music of varying moods and 
atmospheres, including recordings by classically 
trained Birmingham percussionist Emily Jones, 
Californian composer and musician Joshua 
Steinbrick and Sockethead (the alter ego of 
Manchester's Richard Harris). 

12.30am Through the Night With Jonathan Swain. 
Mozart Piano Concerto No 7 in F for Three Pianos, K242 
Poulenc Concerto for Two Pianos Strauss Le bourgeois 
gentilhomme, Op 60 Mari Kodama and Momo Kodama 
(pianos), Orchestre de la Suisse Romande, conductor Kent 
Nagano 1.49 F Martin Five Songs of Ariel 2.01 Huber 
Cello Sonata No 4, Op 130 2.26 Mozart Der Vogelfaénger 
bin ich ja (Die Zauberfléte) 2.31 Schubert Symphony 
No 3 in D 2.55 Beethoven Violin Sonata No 9 in A, Op 47 
(Kreutzer) 3.28 Shostakovich String Quartet No 7, Op 
108 3.42 Debussy Cello Sonata 3.54 Bruhns Die Zeit 
meines Abschieds ist vorhanden 4.01 J Strauss (son) 
Egyptischer Marsch, Op 335 4.06 Handel Oboe Sonata 
in F minor, HWV362 (originally in A minor for recorder) 
4.13 Chaminade Automne, Op 35 No 2 4.21 Trad 
Hungarian Bride's Dance 4.24 Delibes Les filles de Cadix 
4.31 Monti Csardas (arr unknown for brass ensemble) 
4.35 Evgeni Stefan Sternenregen 4.38 Sibelius 
Serenade, Op 69 No 2 4.47 Schumann Romance for Oboe 
and Piano, Op 94 No 1 4.51 Berlioz Le carnaval romain, 
Op 9 5.00 Johan Duijck Cantiones Sacrae in honorem 
Thomas Tallis, Op 26 5.15 Telemann Concerto in F for 
three violins, TWV53:F1 5.29 Alpaerts Pallieter 5.58 
Beethoven String Quartet in C, Op 59 No 3 (Rasumovsky) 


99.9-101.9 FM DAB classicfm.com 

Freeview 731 Freesat 721 Sky 0106 Virgin 922 

6.00am More Music Breakfast 

Tim Lihoreau with music, news, financial updates and 
features, including the Breakfast Serial at 7.25. 
9.00 Aled Jones Including the Classic Hall of Fame 
Hour, featuring favourite pieces voted into the current 
Classic FM Top 300. At 10.15 Album of the Week. 
12.00 Anne-Marie Minhall Featuring two hours of 
requests from 12.00 and, at 3.00, three works from 
the current Classic Hall of Fame Top 300. 

4.00pm Joanna Gosling Classic FM favourites, 
including the Discovery of the Week at 6.20. 

7.00 Smooth Classics at Seven Zeb Soanes with 
potentially calming classical music to help listeners 
relax and recharge, including at 9.00 the Great Escape. 
10.00 Calm Classics With Ritula Shah. 

1.00am Bill Overton 4.00 Hannah Scott-Joynt 


Absolute Radio 


DAB absoluteradio.co.uk 

Freeview 727 Freesat 724 Sky 0107 Virgin 915 

6.00am Dave Berry 10.00 Leona Graham 1.00pm 
Ben Burrell 4.00 Bush and Richie 7.00 Danielle 
Perry 10.00 Jay Lawrence 1.00am Dan Noble 


RT TRAVEL Looking for inspiration for your next holiday? 


Visit radiotimes.com/partnerbrochures 


BBC Radio 4 BBC Radio 5 Live 


92.4-94.6 FM 198 LW DAB bbc.co.uk/radio4 
Freeview 704 Freesat 704 (FM) 710 (LW) 

Sky 0104 (FM) 0130 (LW) Virgin 904 (FM) 911 (LW) 

News, weather and shipping forecasts as Tuesday 
5.30am News Briefing 

5.43 Prayer for the Day 

Achance to pause for reflection and 
contemplation, with Seeta Lakhani. 

5.45 Farming Today 

News about food, farming and the countryside. 
5.58 Tweet of the Day 

David Attenborough presents the songs and calls 
of the white-bearded manakin, a South American 
bird that can be found in tropical regions. (R) 
6.00 Today 

Presented by Amol Rajan and Justin Webb. 
6.25, 7.25, 8.25 Sports News 

6.45 Yesterday in Parliament 

7.48 Thought for the Day 

With Professor Mona Siddiqui. 

8.31LW Yesterday in Parliament 

An update on the latest political proceedings. 
The Today Podcast is available on BBC Sounds from this 
morning and broadcast at tlpm on Radio 4 

9.00 In Our Time 

Germinal. Melvyn Bragg chairs a discussion 
on Emile Zola’s 1885 novel Germinal, about a 
coalminers' strike in northern France, which 
is the 13th book in his 20-volume series Les 
Rougon-Macquart. Bragg is joined by 
Edmund Birch of Cambridge University, 
Susan Harrow from Bristol University and 
Katherine Griffiths of Cardiff University. 
Producer Simon Tillotson Shortened repeat 9.30pm 
9.45 FM Book of the Week: Behind 
These Doors 

4/5. By Alex South. The author transfers to 
HMP Wormwood Scrubs as a senior officer in 
a Victorian prison that houses 1,300 inmates. 
Drugs, phones and other contraband are 
commonplace. Read by Hattie Morahan. 

For details see Monday Repeated 12.30am 

9.45 LW Daily Service 

Anact of worship on the theme of Home: 
Coming Home. Led by the Rev Grace 
Thomas, with a reading from Luke 15, 
vv20-24, and arange of choral music. 


10.00 Woman's Hour 
Presented by Emma Barnett. 


11.00 From Our Own Correspondent 
Global reports as BBC correspondents 
across the world tell stories and examine 
news developments in their region. 
Presented by Kate Adie. 

11.30 A Good Read 

4/9. TV presenter Anneka Rice brings Tan 
Twan Eng's The Garden of Evening Mists and 
writer Maureen Freely chooses Gilead by 
Marilynn Robinson. Harriett Gilbert presents 
The Mystery of Henri Pick by David Foenkinos. 
Repeated from Tuesday 4.30pm 

12.04pm You and Yours 

Consumer affairs and public interest stories. 


|BBCRadio4Extra  j§ | Radio 4 Extra 


DAB ERE 

Freeview 708 Freesat 708 Sky 0126 Virgin 910 
6.00am The Candle of Darkness as 4pm 
6.30 The Dark Island By Robert Barr (3/6) 
7.00 Heartburn By Nora Ephron (4/5) 

7.15 Shakespeare's Restless World (9/20) 
7.30 What Does the K Stand For? as 5.30pm 
8.00 Dad's Army 1975 comedy 

8.30 Second Thoughts 1989 comedy (2/8) 
9.00 Jest a Minute Comedy quiz (5/6) 

9.30 Stockport, So Good They Named It Once 
10.00 The Picture of Dorian Gray as 3pm 
11.00 The Candle of Darkness as 4pm 

11.30 The Dark Island By Robert Barr (3/6) 
12.00 Heartburn By Nora Ephron (4/5) 
12.15pm Shakespeare's Restless World (9/20) 
12.30 What Does the K Stand For? as 5.30pm 
1.00 Dad's Army 1975 comedy 

1.30 Second Thoughts 1989 comedy (2/8) 
2.00 Jest a Minute Comedy quiz (5/6) 

2.30 Stockport, So Good They Named It Once 
3.00 The Picture of Dorian Gray Dramatisation 
by Nick McCarty of Oscar Wilde's late-Victorian tale 
of narcissism, beauty and ageing. With Jamie Glover, 
lan McDiarmid and Steven Pacey. From 2000 (1/2) 
4.00 The Candle of Darkness Atmospheric thriller 
by Edward Boyd. A Korean War veteran arrives in 
a Scottish seaside resort under threat from a serial 


12.32 Sliced Bread 

5/12. Smart Thermostats. Consumer 
show in which Greg Foot and his guests 
search this week for the scientific evidence 
behind the claims made about smart 
thermostats. Producer Simon Hoban 


1.00 The World at One 
Presented by Sarah Montague. 


1.45 The Cows Are Mad 
4/10. Bad News. |n1993, concerning stories 
make their way out of slaughterhouses, as 
potentially infected processed meat is still 
getting into the human food chain. Permanent 
Secretary at the Ministry of Agriculture during 
the BSE crisis, Sir Richard Packer, denies any 
culpability for the events that unfolded, but 
who, if anyone, is to blame for what happened? 
All episodes are available on BBC Sounds. 


2.00 The Archers Rptd from yesterday 7pm 


2.15 Drama: Broken Colours 

2/4. By Matthew Broughton. Jess and Dan 
try to piece together what happened at the 
supermarket shooting. Cracks appear in the 
relationship and they don't see eye to eye. 
When an injured man appears at her door, 
Jess lets in more than she expected. 
Allseries are available on BBC Sounds. 

Jess HolliDempsey Anthony Wheeler 

Dan Josef Altin Tayla Kovacevic-Ebong 
Gina Suzanne Packer 

Producers Emma Harding, John Norton and Philippa 
Swallow; Director John Norton (R) 

3.00 Ramblings 

6/6. Clare Balding joins Manchester-born 
writer Anita Sethi on a walk through the 
Pennines in the steep countryside from Hope 
in the Peak District to Edale taking in Mam 
Tor and Kinder Scout. After being racially 
abused on a train ride across the Pennines in 
2019, Anita began her journey through the 
hills on foot as a way of working through the 
shock and trauma of the incident. 

Producer Maggie Ayre Repeated Saturday 6.07am 
3.27 The Radio 4 Appeal 

Repeated from Sunday 7.54am 


3.30 Open Book Repeated from Sunday 4pm 


4.00 Any Questions On... 

3/3. The Environment. Alex Forsyth and 
guests discuss how the language, tone and 
style of debate has changed through Any 
Question's 75-year history. Conservative 
peer and former chair of the Committee on 
Climate Change Lord Deben, Green Party MP 
Caroline Lucas and former Any Questions? 
presenter Jonathan Dimbleby join Alex as 
she delves into the archives and examines 
how discussion of the environment has 
evolved over the programme's lifetime. 
Producer Camellia Sinclair Repeated Wednesday 11.30am 


4.30 BBC Inside Science 

Victoria Gill examines the latest scientific 
research to make the news headlines. 
Producer Harrison Lewis Repeated 9pm 


killer. With Teddy Johnson and others, including 
Jimmy Logan and Hannah Gordon. From 1954 (3/6) 
4.30 The Dark Island By Robert Barr (3/6) 
5.00 Heartburn By Nora Ephron (4/5) 

5.15 Shakespeare's Restless World (9/20) 
5.30 What Does the K Stand For? Comedy (5/6) 
6.00 Dad's Army 1975 comedy 

6.30 Second Thoughts 1989 comedy (2/8) 
7.00 Jest a Minute Comedy quiz (5/6) 

7.30 Stockport, So Good They Named It Once 
8.00 The Real Comedy Controllers: the 
Things That Made Us Laugh A 2017 series with 
BBC Comedy Controllers Paul Jackson, Beryl 
Vertue, John Lloyd and Jimmy Mulville celebrating 
the alternative comedy of the 1980s (1/3) 

9.00 Great Lives Robin Day (1923-2000) 
9.30 Journey into Space: The Red Planet 
Second work in Charles Chilton’s sci-fi adventure 
radio trilogy, here involving a quest to reach and 
explore Mars. With Andrew Faulds, David Jacobs, 
David Kossoff and others. From 1954 (14/20) 
10.00-12.00 Comedy Club: Absolutely (2/4), 
at 10.30 Alex Edelman's Peer Group (3/4), at 
11.00 Friends like These, at 11.15 Life with 
Lederer (5/5), and at 11.30 Ectoplasm (4/4) 
12.00 as 3pm 1.00am as 4pm 1.30 as 4.30pm 
2.00 as 5pm 2.15 as 5.15pm 2.30 as 5.30pm 
3.00 as 6pm 3.30 as 6.30pm 4.00 as 7pm 4.30 
as 7.30pm 5.00 The Picture of Dorian Gray (2/2) 
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5.00 PM Presented by Evan Davis. 

6.00 Six o'Clock News 

6.30 Kevin Eldon Will See You Now 
3/4. The Dusty Humbug. Comedy sketch 
show written by Kevin Eldon, Joel Morris and 
Jason Hazeley. Kevin and his cast enjoy a 
naked tractor ride, a dusty humbug anda 
love story with cannons. Co-starring Morwenna 
Banks, Kate Duchéne, Miles Jupp, David 
Reed, Catherine Shepherd and Dan Skinner. 
Director/Producer David Tyler (R) 

7.00 The Archers 

Lynda offers some tough love and Lilian 
spots an opportunity. 

For cast see Friday Repeated tomorrow 2pm 

7.15 Front Row 

Tom Sutcliffe and guests review some of the 
week's cultural highlights, including The 
Killer, a new film from David Fincher that 
stars Michael Fassbender. 

Producer Harry Parker 

8.00 Law in Action Repeated from Tuesday 4pm 
8.30 The Bottom Line 

5/8. On the Defensive. When things go 
wrong in business, the stakes can be high and 
the temptation to ignore, deny or even defend 
bad behaviour and poor decisions can be 
irresistible. When the truth comes out, though, 
it can shatter reputations and destroy careers. 
How can businesses and leaders foster a 
culture where all employees feel empowered 
to speak up over issues they're concerned 
about? Evan Davis and guests discuss. 
Producer Simon Tulett Postponed from last Thursday 
Repeated Monday 11.30am 

9.00 BBC Inside Science 

Repeated from 4.30pm 

9.30 In Our Time Shortened repeat from 9am 


10.00 The World Tonight 
Presented by Nuala McGovern. 


10.45 Book at Bedtime: The Midnight 
News 

9/10. By Jo Barker. Charlotte finally 
understands El's fate when she and Tom find 
shelter at El's empty family home. Read by 
Rachael Stirling. For details see Monday 


11.00 The Today Podcast 

Amol Rajan and Nick Robinson host a 
podcast that continues the conversation 
from Today, giving their take on the biggest 
stories and shedding light on how the 
programme is made. Available on BBC 
Sounds from this morning. 

Producer Tom Smithard 

Editors Jonathan Aspinwall and Louisa Lewis 


11.30 Today in Parliament 

News, views and analysis of the day's 
developments in Westminster. 
12.00 News and Weather 


12.30-12.45am Book of the Week: 
Behind These Doors fptd from 9.45am (FM only) 
1.00 as BBC World Service 


BBC World Service 


DAB bbc.co.uk/worldserviceradio 

Freeview* 710 Freesat 711 Sky 0115 Virgin 906 
Programmes may differ online, and on Freesat, Sky, and Virgin 
5.00am Newsday 8.00 News 8.05 The Inquiry 
8.30 Business Daily 8.50 Witness History 9.00 
The Newsroom 9.30 Assignment 10.00 News 
10.05 Unexpected Elements 11.00 The Newsroom 
11.30 The Food Chain 12.00 News 12.05pm 
Outlook 12.50 Witness History 1.00 The 
Newsroom 1.30 Health Check 2.00 Newshour 
3.00 News 3.05 The Inquiry 3.30 World Business 
Report 4.00 BBC OS 6.00 News 6.05 Outlook 
6.50 Witness History: former Zimbabwean 
government economist Gift Mugano talks to 
Vicky Farncombe about one of the worst times 

in the country's financial history, when wages 
were worthless and there was no food in the shops 
7.00 The Newsroom 7.30 Sport Today 8.00 
News 8.05 Assignment 8.30 Science in Action 
9.00 Newshour 10.00 News 10.05 The Inquiry 
10.30 The Food Chain 11.00 The Newsroom 
11.20 Sports News 11.30 World Business Report 
12.00 News 12.05am Unexpected Elements 
1.00 News 1.05 Business Matters 2.00 The 
Newsroom 2.30 Tech Life 3.00 News 3.05 
Outlook 3.50 Witness History 4.00 The Newsroom 
4.30 Heart and Soul: a profile of the first female 
Hasidic Supreme Court judge in the US 


693, 909 MW DAB bbc.co.uk/fivelive 
F'view 705 F'sat 705 Sky 0105 Virgin 905 
Sports Extra F'view 706 F'sat 706 

Sky 0131 Virgin 908 

News and sport bulletin every half-hour 
Times vary during live sports coverage 
5.00am Wake Up to Money 
6.00 5 Live Breakfast 

With Rick Edwards and Laura McGhie. 
9.00 Nicky Campbell 

11.00 Adrian Chiles 

1.00pm Nihal Arthanayake 
4.00 5 Live Drive 

Tony Livesey and Clare McDonnell 
with the latest news and sport. 
7.00 5 Live Sport 

Sonja McLaughlan with sports 
news and features, including at 
7.30 Preview: Rugby World Cup 
Final, in which she's joined by 
guests for a preview of Saturday's 
Rugby World Cup final. And at 
8.30 5 Live Boxing, with Steve 
Bunce and guests previewing 
Saturday's heavyweight clash 
between Tyson Fury and Francis 
Ngannou. And at 9.00 Euro 
Leagues, in which Steve Crossman 
and guests discuss the latest news 
from the world of European football. 
10.00 Colin Murray 

Discussion and debate. Plus 
features, including at 11.00 Our 
Ukrainian Radio Family and at 
12.00 Midnight Mixtape, featuring 
a curated playlist with a chance for 
listeners to make suggestions. 
1.00am Dotun Adebayo 


BBC 5 Sports Extra 


DAB bbc.co.uk/sports extra 
F'view 706 F'sat 706 Sky 0131 Virgin 908 


9.00am-6.00pm Test Match 
Special Commentary on England 
v Sri Lanka in the Cricket World Cup 
group match at M Chinnaswamy 
Stadium in Bengaluru, India. 


AVGSYNHL 


1053, 1089 MW DAB talksport.co.uk 
F'view 723 F'sat 731 Sky 0108 Virgin 927 
6.00am Talksport Breakfast 
Presented by Alan Brazil. 

10.00 Jim White and Simon 
Jordan Sporting insight. 
1.00pm Hawksbee and Baker 
4.00 Drive Andy Goldstein and 
Darren Bent with sports debate. 
7.00 Kick Off 

10.00 Sports Bar 

1.00am Extra Time 

5.00 Early Breakfast 


DAB talksport.co.uk 


2.00pm-4.00 Racing 

From Southwell. 

5.30-8.00 Europa League 
Football Commentary on 
Olympiacos v West Ham United at 
Karaiskakis Stadium (kick-off 5.45). 


97.3 FM (London area) DAB Ibe.co.uk 
F'view 732 F'sat 734 Sky 0123 Virgin 919 
7.00am Nick Ferrari 10.00 
Topical Programme 1.00pm 
Shelagh Fogarty 4.00 Ben Kentish 
6.00 Tonight with Andrew Marr 
7.00 lain Dale 10.00 Ali Miraj 
1.00am Clive Bull 4.00 lan Payne 


DAB thetimes.co.uk/radio 


5.00am Rosie Wright 6.00 
Aasmah Mir and Stig Abell 10.00 
Matt Chorley 1.00pm Mariella 
Frostrup 3.00 Jane Garvey and Fi 
Glover 5.00 John Pienaar 

7.00 Pienaar and Friends 8.00 
The Evening Edition with Kait 
Borsay 10.00 Henry Bonsu 
1,.00am Stories of Our Times 
1.30 Red Box 2.00 Highlights 


*Not available on Freeview in Scotland 4pm-lam. Key (R) Repeat 
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FRIDAY Radio 


TODAY'S CHOICES 


Ferguson 


Pony Tales 

8.00pm Radio 4 Extra 

When | saw the recent photos 
of a bruised Fiona Bruce with 
arm insling from a riding 
accident, it made sense to read 
that she is an equine enthusiast. 
Similarly Meg Rosoff, 
award-winning writer of fiction 
for young people, didn't take 
riding lessons until the age of 
48 and soon became obsessed. 
Picking up the reins of this 
documentary (first aired in 
2016) dedicated to pony fiction 
and why it holds such a strong 
appeal for young female 
readers especially, she traces 
its roots from Black Beauty 
(1877) and National Velvet in 
1935, and considers the 
attraction for girls of sitting in 
the saddle to take control of 
something larger than 
themselves. FIONA HUGHES 


Heart and Soul 
11.30am/10.30pm 

BBC World Service 
High-powered careers for 
women from an ultra-orthodox 
Hasidic Jewish background are 
not the norm, but that did not 
deter New Yorker Rachel Freier 
from pursuing a career in law at 
the age of 30. The Brooklynite 
achieved her dream of 
becoming an attorney, but 
history beckoned. Not only has 
she become the first Hasidic 
woman to be a judge at the civil 
court, but she has just been 
elevated to the New York 
Supreme Court, too. Another 
first. The history-maker talks 
about how she balances her 
strong beliefs with her work in 
the US justice system. 

JEREMY ASPINALL 


THIS WEEK'S 
HIGHLIGHTS See p1i6 
The Invention of Turkey 
11.00am Radio 4 

Misha Glenny charts the 
evolution of Turkey. 


BBC Radio 1 


97.6-99.8 FM DAB bbc.co.uk/radio1 
F'view* 700 F'sat 700 Sky 0101 Virgin 901 
6.30am Best New Pop 7.00 Greg 
James 10.30 Katie Thistleton 1.00pm 
Matt and Mollie 3.00 Party Anthems 
4.00 Official Chart 6.00 Dance Party 
8.00 Future Dance 10.00 Pete Tong 
12.00 Essential Mix 2,00am Dance 
Presents 3.00 Danny Howard 

4.00 Chillout Anthems 5.00 Relax 


BBC Radio 2 


88-90.2 FM DAB bbc.co.uk/radio2 
F'view* 702 F'sat 702 Sky 0102 Virgin 902 
6.30am Zoe Ball 

Chat, music, texts and, between 
8.00 and 9.00, Friends Round 
Friday, today with Simon Le Bon 
and James Blunt. 

9.30 Gary Davies 

Including at 11.40 Tracks of My 
Years, with former racing driver 
Eddie Jordan and his final two picks. 
12.00 Tina Daheley 

2.00pm Scott Mills 

Including at 3.30, Scott Mills's 
Wonder Years, featuring one track 
each from successive years. 

4.00 Sara Cox 

7.00 Michelle Visage 

Aparty playlist of disco, dance, pop, 
neo-R&B bangers and, at 8.30, 

a Halloween-themed edition of 
Handbag Hits, including Rihanna, 
Bananarama and Sugababes. 
9.00 The Good Groove 

with DJ Spoony 

Including the Rewind Selector — 
featuring a guest with clubbing 
reminiscences — and at 10.40 

the Deeper Cuts Mix. 

11.00 The Rock Show with 
Johnnie Walker 

12.00 Romesh Ranganathan: 
for the Love of Hip-Hop 
1.00am Music programme 

3.00 Radio 2 Unwinds with Angela 
Griffin A mix for winding down. 
4.00 Sophie Ellis-Bextor's 
Kitchen Disco Uplifting disco tunes. 
5.00 Radio 2 in Concert (R) 


BBC 6 Music 


DAB bbc.co.uk/6music 

Freeview 707 Freesat 707 Sky 0120 Virgin 909 
7.30am Gemma Cairney 

10.30 Mary Anne Hobbs 

New music, including at 12.00 the 
half-hour Icons Mix, this week 
featuring Berlin-based Peruvian-born 
producer and DJ Sofia Kourtesis. 
1.00pm Craig Charles 

4.00 Tom Robinson Including in 
the final hour the Friday Free for All, 
in which listeners pick the music. 
7.00 The People's Party 

with Afrodeutsche 

9.00 6 Music's Indie Forever 
11.00 The Ravers Hour 

12.00 Rave Forever 1.00am Emo 
Forever 2.00 Focus Beats 

4.00 Ambient Focus 


Greatest Hits 


DAB greatesthitsradio.co.uk 

F'view 716 Sky 0151 Regional variations on FM/MW 
6.00am Rossie 10.00 Mark Goodier 
1.00pm Debbie Mac 4.00 Simon 
Mayo 7.00 Martin Kemp 10.00 
Rhythm of the Night 1.00am Good 
Times Anthems 2.00 Music Marathon 


Boom Radio 


DAB boomradio.co.uk 


6.00am Andy Marriott 7.30 
Graham Dene 10.00 David Lloyd 
12.00 David Hamilton 2.00pm Judi 
Spiers 4.00 Nicky Horne 6.00 John 
Peters 8.00 The Easy Hour 9.00 
Graham Torrington 12.00 Dave 
Brown 2.00am Through the Night 


BBC Radio 3 


90.2-92.4 FM DAB bbc.co.uk/radio3 

Freeview* 703 Freesat 703 Sky 0103 Virgin 903 

News and weather as Monday 

6.30am Breakfast With Kate Molleson. 

9.00 Essential Classics With Tom McKinney. 
12.00 Composer of the Week: Lalo 

5/5. A Winning Formula. After the disastrous 
first night of his only ballet Namouna, Lalo was ina 
state of some anxiety at the premiere of his opera 
Le roid'Ys. His cast and the director of the opera 
company weren't reassuring. With Donald Macleod. 
Overture: Le roi d’Ys (excerpt) 

BBC Philharmonic, conductor Yan Pascal Tortelier 
Vainement, ma bien-aimée (Le roi d'Ys) 

Jonas Kauffmann (tenor), Bavarian State Opera, 
conductor Bertrand de Billy 

String Quartet in E flat, Op 45 (Ist mvt) 

Quatuor Simon 

Piano Concerto in F minor (1st mvt) Pierre-Alain 
Volondat, Tapiola Sinfonietta, conductor Kees Bakels 
Margared, 0 ma soeur!; Rozenn! que dis-tu donc?; 
Ah, sous ce cri d'‘orgueil...; Je n'ai pas a pleurer 
tout bas (Le roi d’Ys) 

Rozenn Barbara Hendricks (soprano) 
Margared Delores Ziegler (mezzo) 
French Radio Philharmonic Orchestra, 

conductor Armin Jordan 

Voici l'heure, viens; Vois ton amant; Cher Mylio! 


(Le roid’Ys) 

Karnac Marcel Vanaud (baritone) 

Margared Delores Ziegler (mezzo) 

Rozenn Barbara Hendricks (soprano) 
) 


Mylio Eduardo Villa (tenor; 
French Radio Chorus and Philharmonic Orchestra, 
conductor Armin Jordan 

Symphonie espagnole in D minor, Op 21 (5th mvt) 
René Capucon (violin), Orchestre de Paris, 
conductor Paavo Jarvi 


1.00pm Radio 3 Lunchtime Concert 
Stephen Broad with the last of this week's 
performances of chamber music from last month 
at the Lammermuir Festival in East Lothian, 
including Spunicunifait, a new ensemble formed 
specifically to explore Mozart's string quintets. 
Schumann Fantasiestticke Op 88 Trio Gaspard 
Mozart String Quintet No 3 in C, K515 

Trio Spunicunifait 

2.00 Afternoon Concert With lan Skelly. 
Nielsen Overture: Maskarade Danish National 
Symphony Orchestra, conductor Thomas Dausgaard 
Halvorsen Ves/emoy’s Song Ragnhild Hemsing 
(Norwegian fiddle), Mario Haring (piano) 

Morris Sinfonia inC BBC Concert Orchestra, 
conductor Martin Yates 

WH Reed Rhapsody Timothy Ridout (viola), 
James Baillieu (piano) 

Bach, orch Elgar Fantasia and Fugue in C minor, 
BWV537 BBC Philharmonic, conductor Leonard Slatkin 
Mendelssohn Hear My Prayer Jennifer Adams- 
Barbaro (soprano), BBC Singers, BBC Concert 
Orchestra, conductor Stephen Cleobury 

Trad Norwegian Myllarguten’s Wedding March, 
Op 72 No 8 Ragnhild Hemsing (Norwegian fiddle), 
Mario Haring (piano) 

3.00 Nielsen Symphony No 6 (Sinfonia semplice) 
Danish National Symphony Orchestra, 

conductor Fabio Luisi 

Sibelius The Oceanides, Op 73 BBC National 
Orchestra of Wales, conductor Thomas Sondergard 


Scala Radio 


DAB scalaradio.co.uk 


7.00am Charles Nove Music and features. 

10.00 Penny Smith At 11.30 Penny is joined by 
successful lyricist Tim Rice, who discusses six decades 
of music making and his new online masterclass. 
1.00pm Sam Hughes With popular classical works. 
4.00 Richard Allinson Music and features, 
including at 5.30 Classical Bangers. 

7.00 Classical Bangers With Darren Redick. 

10.00 The Space Soothing and calming music. 
1.00am Night Music 5.00 In the Park 


Asian Network 


DAB bbc.co.uk/asiannetwork 

F'view 709 F'sat 709 Sky 0119 Virgin 912 

6.00am Asian Network Fresh 7.00 Nikita Kanda 
11.00 Haroon Rashid 3.00pm The Official Asian 
Music Chart: with Alexinder Riyat 5.00 Asian 
Network Certified 6.00 Panjabi Hit Squad 9.00 DJ 
Limelight 12.00 Desi Dancefloor Mix 1.00am Pure 


Spice with DJ Manara 4.00 Asian Network Fresh 


Price Piano Concerto Jeneba Kanneh-Mason, 
BBC Philharmonic, conductor Joshua Weilerstein 
Kraus Overture: Prosperin Basel Chamber 
Orchestra, conductor Daniel Bart 
4.30 The Listening Service Rptd from Sunday 5pm 
5.00 In Tune 
Sean Rafferty with news from the classical world, 
music and studio guests, today featuring live 
performances by composer, conductor and pianist 
Howard Blake - who is 85 on Saturday- and 
Armonico Consort, ahead of tomorrow's start of 
the ensemble's Forgotten Scarlatti Tour. 
7.00 Classical Mixtape An inspired playlist. 
7.30 Radio 3 in Concert 

From the Barbican in London, Martin Handley 
[74 introduces the BBC Symphony Orchestra in 
music by Messiaen and Shostakovich and the UK 
premiere of a work by composer Outi Tarkiainen. 
Nicholas Daniel (cor anglais), BBC Symphony 
Orchestra, conductor David Afkham 
Messiaen Les Offrandes oubliées 
Outi Tarkiainen Milky Ways 
(BBC Co-Commission: first UK performance) 
Shostakovich Symphony No 10 
10.00 The Verb 
Another chance to hear an edition from May, with 
lan McMillan marking 50 years of Robin Hardy's cult 
horror film The Wicker Man. He's joined by fiction 
writer Sarah Hall, folk musician Brian Peters, poet 
and performer Kate Fox, and others. (R) 
10.45 The Essay: Books to Make Space for 
on the Bookshelf 
5/5. There's No Story There. The dangerous world 
of an explosives factory is the setting of There’s No 
Story There - the 1944 novel by Inez Holden (1903-74), 
a bohemian figure who went on to write film scripts 
for J Arthur Rank, to report on the Nuremberg Trials, 
and produce articles published in Cyril Connolly's 
magazine Horizon. Holden campaigned for workers’ 
rights and was a close friend of George Orwell, and 
though she published ten books, she fell out of fashion 
— until now. Lisa Mullen re-reads her writing. (R) 
11.00 Late Junction 
With Verity Sharp, tonight including a long-distance 
collaboration session by US poet and musician 
JJJJJerome Ellis and British folk singer and multi- 
instrumentalist Angeline Morrison. Plus club music 
from Kampala-based Congolese producer Chrisman, 
new sounds from Jessika Kenney and Eyvind Kang, 
and a reissue of Bert Jansch's 1979 album Avocet. 
1,.00am Ultimate Calm With Olafur Arnalds (R) 
2.00 Essential Classics 
A playlist with Schubert, Ravel, Debussy and Joplin. (R) 
3.00 Through the Night With Jonathan Swain. 
Schumann Fairy Tales, Op 132 Brahms Variations on a 
Theme by Schumann, Op 9 Vaughan Williams Phantasy 
Quintet Britten Seven Sonnets of Michelangelo, Op 22 
Gérard Zinsstag Notturno Brahms Clarinet Trio in A minor, 
Op 114 lan Bostridge (tenor), Reto Bieri (clarinet), Merel 
Quartet, Asli Ayben Ozdemir (violin), Eivind Holtsmark 
Ringstad (viola), Saskia Giorgini and Claudio Martinez 
Mehner (pianos) 4.45 Respighi Poema autunnale 5.01 
Cart Sonata for two violins and continuo 5.16 Dvorak 
Prague Waltzes 5.24 Roussel Three Pieces, Op 49 5.33. 
Piccinini Toccata; Chiaccona (Mariona alla vera spagnola) 
5.41 Borodin Overture: Prince Igor 5.52 Ponchielli Capriccio 
in F minor, Op 80 6.03 Telemann Overture: (Suite) in E 
flat, TWV55:Es3 (La lyra) 6.22 Fornerod Concert, Op 16 
6.40 Ravel Le tombeau de Couperin Revised repeat 


99.9-101.9 FM DAB classicfm.com 

Freeview 731 Freesat 721 Sky 0106 Virgin 922 

6.00am More Music Breakfast With Tim Lihoreau. 
9.00 Aled Jones Classical hits, including features. 
12.00 Anne-Marie Minhall Featuring two hours of 
requests from 12.00 and, at 3.00, three works from 
the current Classic Hall of Fame Top 300. 

Text requests on 61812 or via the website at ClassicFM.com 
4.00pm Joanna Gosling Classic FM favourites. 
7.00 Smooth Classics at Seven Zeb Soanes witha 
playlist of classical music to help listeners relax. 
10.00 Calm Classics With Ritula Shah. 

1.00am Katie Breathwick 4.00 Sam Pittis 


Absolute Radio 


DAB absoluteradio.co.uk 

Freeview 727 Freesat 724 Sky 0107 Virgin 915 

6.00am Dave Berry 10.00 Leona Graham 1.00pm 
Ben Burrell 4.00 Bush and Richie 7.00 Sarah 
Champion 10.00 Sophie K 4.00am Emil Franchi 


Radiolimes Five Star Film Guide From Alien to Zulu, discover the best-rated films in RT’ 


Sip pa) 
s history = Eps 


BBC Radio 4 BBC Radio 5 Live 


92.4-94.6 FM 198 LW DAB bbc.co.uk/radio4 
Freeview 704 Freesat 704 (FM) 710 (LW) 

Sky 0104 (FM) 0130 (LW) Virgin 904 (FM) 911 (LW) 

News, weather and shipping forecasts as Tuesday 
5.30am News Briefing 

5.43 Prayer for the Day 

A chance to pause for reflection and 
contemplation with Seeta Lakhani. 

5.45 Farming Today Rural reports. 

5.58 Tweet of the Day 

Kate Humble introduces the woodcock, a secretive 
woodland species that squeaks and croaks while 
performing its display flight known as roding 

on spring and early summer evenings. (R) 
6.00 Today 

Presented by Amol Rajan and Justin Webb. 
6.25, 7.25, 8.25 Sports News 

6.45 Yesterday in Parliament 

7.48 Thought for the Day 

With Catherine Pepinster. 

8.31LW Yesterday in Parliament 

An update on the latest political proceedings 
9.00 Desert Island Discs 

Fashion designer, businessman and Great 
British Sewing Bee judge Patrick Grant is 
Lauren Laverne's castaway this week. 
Repeated from Sunday 11.15am 

9.45 FM Book of the Week: 

Behind These Doors 

5/5. By Alex South. After two years at 
Wormwood Scrubs, Alex transfers to the 
security office at HMP Belmarsh, the UK's 
most famous Category A prison, a place 
where the night shift can leave an officer 
vulnerable and sometimes helpless to assist 
distressed prisoners. Read by Hattie Morahan. 
For details see Monday Repeated 12.30am 

9.45 LW Daily Service 

Led by Leslie Griffiths. Luke 9, vv57-62. 

| Will Follow Thee, performed by the Salvation 
Army; Homeward Bound, sung by Bryn Terfel 
and the Mormon Tabernacle Choir; 

In Heavenly Love Abiding, sung by the Daily 
Service singers (BBC Recording). 

10.00 Woman's Hour 

Presented by Anita Rani. 


11.00 The Invention of Turkey 
New series. 1/3. The Ottomans: 
East or West. Misha Glenny travels to 
Istanbul to explore Turkish history and culture, 
looking back on Mehmet the Conqueror and 
the empire he created after his arrival in 
Constantinople in 1453. See choice: page 117. 
Producer Miles Warde 
11.30 Tom Allen Is Actually Not Very 
Nice 
3/4. Tom Allen used to be such a nice boy but 
something has happened to get his dander 
up. He works out how best to navigate some 
tricky social situations and keep a lid on his 
anger when confronted with life's small 
injustices, with help from a studio audience. 
Producer Richard Morris (R) 


BBC Radio 4 Extra 


DAB bbc.co.uk/radio4extra 

Freeview 708 Freesat 708 Sky 0126 Virgin 910 
6.00am The Candle of Darkness Thriller (4/6) 
6.30 The Dark Island Thriller adaptation (4/6) 
7.00 Heartburn Autobiographical work (5/5) 
7.15 Shakespeare's Restless World (10/20) 
7.30 Ed Reardon's Week 2015 comedy (3/6) 
8.00 Marriage Lines as 1pm 

8.30 Kathmandu or Bust 1996 comedy (4/6) 
9.00 The Food Quiz With Jay Rayner (2/6) 
9.30 Plum House as 7.30pm 

10.00 The Picture of Dorian Gray Drama (2/2) 
11.00 The Candle of Darkness Thriller (4/6) 
11.30 The Dark Island Thriller adaptation (4/6) 
12.00 Heartburn Autobiographical work (5/5) 
12.15pm Shakespeare's Restless World (10/20) 
12.30 Ed Reardon's Week 2015 comedy (3/6) 
1.00 Marriage Lines Sitcom by Richard Waring, 
starring Richard Briers and Prunella Scales 
1.30 Kathmandu or Bust 1996 comedy (4/6) 
2.00 The Food Quiz With Jay Rayner (2/6) 
2.30 Plum House as 7.30pm 

3.00 The Picture of Dorian Gray Drama (2/2) 
4.00 The Candle of Darkness Thriller (4/6) 
4.30 The Dark Island Thriller adaptation (4/6) 
5.00 Heartburn Autobiographical work (5/5) 
5.15 Shakespeare's Restless World (10/20) 
5.30 Ed Reardon's Week 2015 comedy (3/6) 


12.04pm Archive on 4: Fangirls and 
Teen Hysteria Repeated from Saturday 8pm 
1.00 The World at One 

Presented by Jonny Dymond. 

1.45 The Cows Are Mad 

5/10. D-Day. In 1995, the Government 
confirms anew brain disease affecting 
humans, and it looks almost exactly like 
Bovine Spongiform Encephalopathy in cows. 
Eminent scientist John Collinge is brought to 
an underground situation room where the 
Government andits scientific advisers are 
trying to work out what to tell the public. 
Presented by Lucy Proctor. All episodes are 
available on BBC Sounds. 

2.00 The Archers Rptd from yesterday 7pm 
2.15 Drama: Harland 

2/5. Diu mart. Third series of the 
supernatural thriller by Lucy Catherine. On 
the run from the police, Dan seeks refuge 
inside the trunk of the Wych Elm that stands 
amid the ruins of Harland's shopping centre 
while. The whole series is on BBC Sounds. 

jan Tyger Drew-Honey DCICummins John Lightbody 
Morris Rupert Holliday Evans Fordingbridge Sean Baker 
Sadie Melissa Advani Dom-Rob Josh Bryant-Jones 
Sarah Ayesha Antoine Melangell Kitty O'Sullivan 
Janis Fiona Skinner Securityguard Tyler Cameron 
Director Toby Swift 

2.45 Close Encounters 

7/10. Martha Kearney is joined by radio 
broadcaster and TV presenter Clara Amfo 
who shines a spotlight on a portrait of 
singer/songwriter Amy Winehouse from the 
collection of the National Portrait Gallery. 
Producers Mohini Patel and Tom Alban 

Repeated tomorrow 5.45am (R) 

3.00 Gardeners’ Question Time 

Chair Kathy Clugston invites experts Bob 
Flowerdew, Pippa Greenwood and Matthew 
Pottage to answer the horticultural questions 


from an audience in Freshwater, Isle of Wight. 
Producer Dominic Tyerman Repeated Sunday 2pm 


Your RT Gardening: page 140 

3.45 Short Works 

The Centaur’s Spectacles, a specially 
commissioned story by the Baillie Gifford 
Prize-winning Katherine Rundell. Spectacles 
made by acentaur have a magical effect ona 
human wearer. Read by the author. 

Producer Gaynor Macfarlane 

4.00 Last Word 

Matthew Bannister with the programme that 
recalls the lives of the recently deceased. 
Producer Gareth Nelson Davies Repeated Sunday 8.30pm 
4.30 Feedback 

3/11. Andrea Catherwood fields listeners’ 
views and puts them to programme-makers. 
Producer Gill Davies Repeated Sunday 8pm 

ADDRESS: Feedback, PO Box 67234, London SEIP 4AX 
PHONE: 0333 344 4544 EMAIL: feedback@bbc.co.uk 
5.00 PM Presented by Evan Davis. 


6.00 Six o'Clock News 


6.00 Marriage Lines as ipm 

6.30 Kathmandu or Bust 1996 comedy (4/6) 
7.00 The Food Quiz With Jay Rayner (2/6) 
7.30 Plum House Simon Callow, Miles Jupp 
and Jane Horrocks star in the pilot of episode of 
Ben Cottam and Paul McKenna’'s sitcom set in 
Plum House in the Lake District. From 2014 
8.00 CHOICE: Pony Tales Author Meg Rosoff 
with a personal take on the appeal of ponies and 
pony books to girls, as well as some older women 
— an appeal she believes has surprising depths 
8.30 Soul Music A look at how the Kinks’ 1968 
classic hit Days touched people's lives. From 2020 
9.00 Monsters of Music with Tom Allen 

Tom Allen and Ben Gernon are joined by Bombay 
Bicycle Club frontman Jack Steadman to explore 
the life of Bayreuth-born composer Franz Liszt 
(1811-86) - monk, sex symbol “rock star" — and 
determine whether he was an angel or a monster 
All episodes are on BBC Sounds 

9.30 Journey into Space: The Red Planet (15/20) 
10.00-12.00 Comedy Club: Desolation Jests 
(3/4), at 10.30 4 Stands Up (4/6), at 11.00 
Nick Mohammed in Quarters (3/4), at 11.15 
Bunk Bed (3/8), and at 11.30 The Boosh (1/6) 
12.00 The Midwich Cuckoos (1/2) 1.00am as 
3pm 2.00 as 4pm 2.30 as 4.30pm 3.00 as 5pm 
3.15 as 5.15pm 3.30 as 5.30pm 4.00 as 6pm 
4.30 as 6.30pm 5.00 as 7pm 5.30 as 7.30pm 


2/ OCTOBER FRIDAY 


6.30 The News Quiz 

8/8. Andy Zaltzman hosts the satirical quiz 
show, with panellists lan Smith, Ria Lina, 
Isabel Hardman and Mark Steel. 

Producer Samuel Holmes Repeated tomorrow 12.30pm 
7.00 The Archers 

It's the end of an era for one resident and 
Oliver takes tentative steps. 


Helen Archer  LouizaPatikas Will Grundy Philip Molloy 
Henry Archer Blayke Darby JakobHakansson Paul Venables 
Lilian Bellamy SunnyOrmonde AdamMacy Andrew Wincott 
Lee Bryce Ryan Early Azra Malik Yasmin Wilde 
AliceCarter Hollie Chapman Adil Shah Ronny Jhutti 
lanCraig © StephenKennedy Lynda Snell Carole Boyd 


Eddie Grundy Trevor Harrison Oliver Sterling Michael Cochrane 
Mia Grundy Molly Pipe 

Writer Daniel Thurman; Director Marina Caldarone 
Editor Jeremy Howe 

7.15 Add to Playlist 

3/9. Cerys Matthews and Jeffrey Boakye are 
joined by saxophonist and composer Emma 
Rawicz and conductor Ben Gernon as they 
add five more tracks to the playlist. Including 
aLangston Hughes poem set to jazz anda 
1970s Spanish disco classic. 

Producer Jerome Weatherald Repeated tomorrow 10.5pm 
8.00 Any Questions? 

Alex Forsyth chairs the political forum at 
Victoria Hall in Sheffield, with a panel including 
the MP for the Brightside and Hillsborough 
constituency from 1987 to 2015, Lord Blunkett. 
Producer Camellia Sinclair Repeated tomorrow 1.10pm 
8.50 A Point of View 

Areflection ona topical issue. 

Repeated Sunday 8.48am 

9.00 The Great Post Office Trial 

1/2. Omnibus edition of the first five 
episodes from the 2020 series in which Nick 
Wallis first recounted the extraordinary story 
of a group of sub-postmasters’ decade-long 
battle to clear their names after the Post 
Office had accused them of falsifying 
accounts and stealing money. 

Producer Robert Nicholson (R) 

10.00 The World Tonight 

News round-up presented by Shaun Ley. 


10.45 Book at Bedtime: The Midnight 
News 

10/10. By Jo Barker. Charlotte finally grasps 
the whole story andis free to embrace a simpler 
life and future. Read by Rachael Stirling. 

For details see Monday 

11.00 Americast 

Justin Webb, Sarah Smith, Marianna Spring 
and Anthony “The Zurch” Zurcher explore 
political stroies from the US. 


11.30 Today in Parliament 

News, views and analysis of the day’s 
developments in Westminster. 

12.00 News and Weather 
12.30-1.45am Book of the Week: Behind 
These Doors Repeated from 9.45am (FM only) 
1.00 as BBC World Service 


BBC World Service 


DAB bbc.co.uk/worldserviceradio 

Freeview* 710 Freesat 711 Sky 0115 Virgin 906 
Programmes may differ online, and on Freesat, Sky, and Virgin 
5.00am Newsday 8.00 News 8.05 Hardtalk 
8.30 Business Daily 8.50 Witness History: 
environmental protests in Gezi Park, Istanbul, 
that led to civil unrest in 2013 See tlam Radio 4 
9.00 The Newsroom 9.30 Science in Action 
10.00 News 10.05 The Real Story 11.00 The 
Newsroom 11.30 CHOICE: Heart and Soul: 
Colm Flynn meets Rachel Freier, the first female 
Hasidic Supreme Court judge in the US, to hear 
about her faith and legal work 12.00 News 
12.05pm The Fifth Floor 12.50 Witness History 
1.00 The Newsroom 1.30 Science in Action 

2.00 Newshour 3.00 News 3.05 Hardtalk 
3.30 World Business Report 4,00 BBC OS 
6.00 News 6.05 The Fifth Floor 6.50 Witness 
History 7.00 The Newsroom 7.30 Sport Today 
8.00 News 8.05 BBC OS Conversations 8.30 
Crowd Science 9.00 Newshour 10.00 News 
10.05 Hardtalk 10.30 CHOICE: Heart and Soul 
11.00 The Newsroom 11.20 Sports News 11.30 
World Business Report 12.00 News 12.05am 
The Real Story 1.00 News 1.05 Business 
Matters 2.00 The Newsroom 2.30 Stumped 
3.00 News 3.05 The Fifth Floor 3.50 Witness 
History 4.00 News 4.05 The Real Story 


693, 909 MW DAB bbc.co.uk/fivelive 
F'view 705 F'sat 705 Sky 0105 Virgin 905 
Sports Extra F'view 706 F'sat 706 

Sky 0131 Virgin 908 

News and sport bulletin every half-hour 
Times vary during live sports coverage 
5.00am Wake Up to Money 
6.00 5 Live Breakfast 

9.00 Nicky Campbell 

11.00 Chiles on Friday 

1.00pm Kammy and Ben's Proper 
Football Podcast 

Podcast in which Chris Kamara and 
Ben Shephard chat with some of the 
biggest names in football, taking 
listeners inside the dressing room, 
on the back of the team coach and 
into the manager's office. Today: 
Wrexham striker Paul Mullin. 

1.30 Fantasy 606 

2.00 Elis James and John Robins 
4.00 5 Live Drive Presented by 
Tony Livesey and Jeanette Kwakye. 
7.00 5 Live Sport 

Katie Smith with discussion on the 
Premier League fixture between 
Crystal Palace and Tottenham 
Hotspur and a look ahead to the 
Rugby World Cup final. Plus 
build-up to the 7.45 commenatry 
on England v Belgium in the 
Women's Nations League. 

10.00 Stephen Nolan 

1.00am Laura McGhie 


BBC 5 Sports Extra 


DAB bbc.co.uk/sports extra 
F'view 706 F'sat 706 Sky 0131 Virgin 908 


9.15am-6.00pm Test Match 
Special Pakistan v South Africa, 
a Cricket World Cup group match. 
7.55-10.00 Rugby World Cup 
Commentary on the third place 
play-off (kick-off 8.00). 
10.55-12.05am Formula One 
Commentary on the Mexico City 
Grand Prix second practice session. 
Radio 5 Live: Contact individual 
programmes via the website at 
bbc.co.uk/Slive. 

TELEPHONE: 0808 590 9693 

TEXT: 85058 (standard rate) 


Talksport 


1053, 1089 MW DAB talksport.co.uk 
F'view 723 F'sat 731 Sky 0108 Virgin 927 
6.00am Talksport Breakfast 
10.00 Jim White and Simon Jordan 
1.00pm Hawksbee and Jacobs 
4.00 Talksport Drive With Andy 
Goldstein and Darren Bent. 

7.00 Premier League Football 
Crystal Palace v Tottenham 
Hotspur (kick-off 8.00). 

10.00 Sports Bar 

1,.00am Extra Time 


Talksport 2 


DAB talksport.co.uk 


1.00pm-3.00 Racing At Doncaster. 
7.00-10.00 Women's Nations 

League Football Commentary on 
England v Belgium (kick-off 7.45). 


97.3 FM (London area) DAB Ibe.co.uk 
F'view 732 F'sat 734 Sky 0123 Virgin 919 
7.00am Nick Ferrari 10.00 Topical 
Programme 1.00pm Shelagh 
Fogarty 4.00 Ben Kentish 6.00 Paul 
Brand 9.00 The Legal Hour: with 
Daniel Barnett 10.00 Nick Abbot 
1.00am Clive Bull 4.00 Marina Purkiss 


DAB thetimes.co.uk/radio 


5.00am Rosie Wright 6.00 Chloe 
Tilley and Calum Macdonald 
10.00 Matt Chorley 1.00pm Ruth 
Davidson 4.00 Cathy Newman 
7.00 Ed Vaizey 10.00 Henry Bonsu 
1.00am Stories of Our Times 
1.30 Red Box 2.00 Highlights 


*Not available on Freeview in Scotland 4pm-lam. Key (R) Repeat 


Over a century of cinema covered in 250 reviews from the Radiolimes fiim team me 
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Face behind the voice — Lucy Coward Classic FM 


Age 41 

Current job 
Presenter of the 
Classic FM early 
breakfast show 
(Mon-Fri, 4-6am). 
rE Pe “It's a magical 
show. You're bridging the gap 
between the end of the night and 
the hustle and bustle of the 
morning, with people walking their 
dogs or going to the gym. The 
Dawn Chorus (5.15am) is our vocal 
introduction to the day. This week 


I've played something by Tomas 
Luis de Victoria, Billy Joel and Eric 
Whitacre. There's a real breadth.” 
CV Born in Redhill, Surrey, she 
read drama at Hull University, 
which had its own radio studio. “I 
just thought, ‘This is it. This is what 


| want to do.”” She happened upon 
James O'Brien and Sandi Toksvig 
on LBC, which she had never heard 
of. After applying successfully for 
tickets for a show Toksvig couldn't 
attend, Coward was asked to phone 


master’s degree. In 2005 she 
presented and read the news for 
Kestrel FM in Basingstoke, before 
returning to LBC, where she 
worked in the newsroom. In 2012, 
she was reading the news for 
Classic FM when managing editor 
Sam Jackson asked her, “Ever 
thought about presenting?” 
Social media — yes or no? “Yes. 
Obviously there are caveats. | am 
very careful about how | use social 
media and | have two daughters so 
| am hyper-aware of all the pitfalls.” 
Best moments ‘Alice Cooper is 
my favourite ever interview. He 
was charm personified. And when 
| was at LBC a lady called Dee 
Caffari had broken the record for 
sailing around the world in both 
directions. She said, ‘Tower Bridge 
is being opened for me as a special 
treat. Come on my boat!’” 

Worst moment "It's silly. | love 
Dolly Parton's 9 to 5. At Kestrel | 
would be playing it every other 
day. And then my editor stuck his 


Off air Lives in London with her 
daughters, whom she refers to on 
air as “the littles”. She plays 
netball, loves to bake, plays the 
piano and goes to the gym three 
or four times a week. 

First radio memory “Chris Tarrant 
on Capital breakfast. He was funny 
and played everything | wanted to 
hear. When he was live on 
Christmas morning, it made my day." 
Favourite broadcasters ‘James 
O'Brien. When | was doing work 
experience at LBC, he gave his 
time to talk to me. And Kemi 
Rogers, who presents overnight on 
Capital: | drive to work at 3am and 
for me she's just got the right vibe.” 
Ambition/Dream job “| like asking 
questions and meeting people who 
know more about things than | do. 
So something combining asking 
questions with travel to lovely places 
in the world — that would be great!” 
Secret skills “| can bake a bloody 
good cake. And | can deadlift a lot 
of weight — my personal best is 


in a review. She then became an 
unofficial arts correspondent as 
part of work experience for her 


head around the door and said, 
‘We need to have a little chat 
about Dolly Parton... 


88 kilos.” DAVID MCGILLIVRAY 


om 


Listen at classicfm.com 


Saturday 

6am Katie Martin10.00 Alice 
Hopkins 2pm Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Katie Tyler 10.00 
Alice Hopkins 2pm Tony 
Blackburn 6.00 Pat Sissons 
10.00-1am Bill Rennells 


Monday-Friday 

6am Andrew Peach; Mon: 
Kirsten O'Brien 10.00 Sarah 
Walker; Thu/Fri: Alice Hopkins 
2pm Bridgitte Tetteh 6.00 
Mon/Tue: Sport; Wed: Stephen 
Brown; Thu: Upload; Fri: Kick-Off 
7.00 Mon: Rena Annobil; 

Fri: Dan Simpson 8.00 Thu: 
BBC Introducing 10.00-1am 
Becky Want; Fri: JoGood 


Saturday 

6am Caroline Martin10.00 Andy 
Bennett 2pm Sport 6.00 BBC 
Introducing10.00-1am Jo Good 


Sunday 

6am Caroline Martin10.00 
Morning Show 2pm Steve 
Yabsley 6.00 Kevin Philemon 
10.00-1am Becky Want 


Monday-Friday 

6am Joe Sims 10.00 John 
Darvall 2pm Claire Carter; Wed: 
Claire Cavanagh; Fri: Andy 
Bennett 6.00 Mon: Sound of 
the City; Tue: The Pavilion; Wed: 
Sports Store; Thu: Having a Gas; 
Fri: Sport 7.00 Mon: Manny 
Masih; Tue: Football; Wed: Dan 
Pascoe; Thu: Uploadinthe 
West; Fri: Mel Everett 10.00- 


Jam Becky Want; Fri: Jo Good 


Cambridgeshire 


Saturday 

6am Babs Michel 10.00 Amir 
Suleman 2pm Pre-Match 
3.00 Sport: Cheltenham Town 
v Cambridge United (Kick-off 
3.00) 5.00 Post-Match 6.00 
Upload 8.00 Introducing 
10.00-1am Jo Good 


Sunday 

6am Babs Michel 10.00 Amir 
Suleman 2pm Keith 
Greentree 4.00 The John 
Leech Soul Show 6.00 Ray 
Clark 8.00 Mark Punter 
10.00-1am Becky Want 


Monday-Friday 

6am Dotty McLeod10.00 
Chris Mann; Fri: Morning Show 
2pm Louise Hulland 6.00 
Sport; Wed: Babs Michel 

7.00 Mon: Farzana Chaudry; 
Thu: Upload; Fri: Angelle 
Joseph 8.00 Thu: BBC 
Introducing 10.00-1am 
Becky Want; Fri: Jo Good 


Cornwall 


Saturday 

6am Mel Osborne 10.00 
James Dundon 2pm Sport 
6.00 Evening Show 
10.00-1am Jo Good 


Sunday 

6am Faith Programme 

10.00 Justin Leigh 2pm The 
Afternoon Show 6.00 Richard 
Green10.00-1am Becky Want 


Monday-Friday 

6am James Churchfield 
10.00 Julie Skentelbery 
2pm David White 6.00 Dan 
Pascoe; Mon: Anoushka 
Williams 10.00-1am Becky 
Want; Fri: Jo Good 


Saturday 

6am lan Timms 10.00 Helen 
Millican 2.00 Sport 6.00 Joe 
Costin 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am lan Timms 10.00 John 
Lipscombe 2pm Joe Costin 
6.00 Paul Braithwaite 
10.00-1am Becky Want 


Monday-Friday 

6am Mike Zeller 10.00 
Stephanie Finnon 2pm Chris 
Felton; Fri: Helen Millican 
6.00 Mon: Tom Salmon; 
Tue/Fri: Sport; Wed: Darren 
Milby; Thu: Introducing 7.00 
Thu: Helen Millican; Fri: 
Darren Milby 10.00-1am 
Becky Want; Fri: Jo Good 


CWR 


Saturday 

6am LornaBailey 10.00 

Elise Evans 2pm Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am SandraGodley 
10.00 Elise Evans 2pm 
Paula White 6.00 Gagan 
Grewal 8.00 Nikki Tapper 
10.00-1am Becky Want 


Monday-Friday 

6am Phil Upton 10.00 Vic 
Minett 2pm Trish Adudu 

6.00 Sport; Mon/Fri: The 
Sound of the Sky Blues 

7.00 Mon: Gagan Grewal; Tue: 
Letitia George; Wed: Sport; 
Thu: Upload; Fri: Merisha 
Stevenson 8.00 Thu: BBC 
Introducing 10.00-1am Becky 
Want; Fri: Jo Good 


Saturday 

6am Jack Tymon10.00 Susan 
Hanks 2pm Sportscene 6.00 
The Beat 8.00 Introducing 
10.00-1am Jo Good 


Sunday 

6am Chris Coles 10.00 Dean 
Jackson 2pm James Watt6.00 
Gagan Grewal 8.00 Nikki 
Tapper 10.00-1am Becky Want 


Monday-Friday 

6am Andy Twigge 10.00 lan 
Skye 2pm Susan Hanks 6.00 
Sportscene 7.00 Mon:Figa DJ; 
Wed-Fri: Arun Verma 
10.00-1am (Tue: 10.15) 
Becky Want; Fri: Jo Good 


Saturday 

6am Justin Leigh10.00 Richard 
Green 2pm Sport 6.00 Dan 
Pascoe 10.00-1am Jo Good 


Sunday 

6am Rick Edwards 10.00 Toby 
Buckland 2pm Sport 5.00 Mel 
Everett 8.00 Richard Green 
10.00-1am Becky Want 


Monday-Friday 

6am John Acres; Mon: Angela 
Kalwaites 10.00 David FitzGerald 
2pm David White 6.00 Mon: 
Anoushka Williams; Tue/Wed: 
RickEdwards; Thu/Fri:DanPascoe 
7.00 Tue/Wed: Sport 10.00- 
Jam Becky Want; Fri: Jo Good 


Saturday 

6am Babs Michel10.00 Sadie 
Nine 2pm Sport 6.00 Upload 
8.00 BBC Introducing 
10.00-1am Jo Good 


BBC Local Radio 


Sunday 

6am Babs Michel 10.00 Sadie 
Nine 2pm JohnLeech 

6.00 Daisie-Belle Downer 
10.00-1am Becky Want 


Monday-Friday 

6am Sonia Watson 10.00 Ben 
Fryer 2pm Akylah Rodriguez 
6.00 Mon: Sport; Tue: Framed; 
Wed: Babs Michel; Thu: Upload; 
Fri: Phone-in 6.30 Tue: Sport 
7.00 Mon: Farzana Chaudry; 
Fri: Angelle Joseph 8.00 Thu: 
Introducing 10.00-1am (Tue: 
10.30) Becky Want; Fri: JoGood 


Gloucestershire 


Saturday 

6am Caroline Martin10.00 Andy 
Bennett 2pm Matchday 6.00 
James Threlfall8.00 Introducing 
10.00-1am Jo Good 


Sunday 

6am Caroline Martin10.00 
Andy Bennett 2pm Dominic 
Cotter 6.00 Richard Green 
10.00-1am Becky Want 


Monday-Friday 

6am Jon Smith 10.00 Nicky 
Price 2pm Chris Baxter; Fri: 
Graham Rogers 6.00 Mon: 
Sports Roundup; Tue-Thu: 
MelEverett; Tue: MW/DAB 
Matchnight; Fri: Matchnight 
7.00 Mon: Manny Masih10.00- 
lam Becky Want; Fri: JoGood 


Saturday 

6am Harry Barratt 10.00 Jim 
Delbridge 2pm Warren 
Muggleton 6.00 Stereo 
Underground 8.00 Introducing 
10.00-1am Jo Good 


Sunday 

6am Charlie McArdle 10.00 
Jim Delbridge 2pm John 
Randall 6.00 Richard Green 
10.00-1am Becky Want 


Monday-Friday 

6am Tim Hunter 10.00 Steph 
Watkins 2pm Darcy Kelly 6.00 
Dan Pascoe; Mon: Anoushka 
Williams 10.00-1am Becky 
Want; Fri: JoGood 


Hereford/Worcester 


Saturday 

6am LornaBailey 10.00 Liz Ellis 
2.00 Sport 6.00 Upload 8.00 
Introducing10.00—1am Jo Good 


Sunday 

6am Kate Justice 10.00 Liz Ellis 
2pm Paula White 6.00 Gagan 
Grewal10.00-1am Becky Want 


Monday-Friday 

6am Tammy Gooding10.00 
Elliott Webb 2pm ToniMcDonald 
6.00 Mon/Fri: Sport; Tue/ 
Wed: Arun Verma; Thu: Upload 
7.00 Mon/Fri: Gagan Grewal 
7.40 Tue: Football 8.00 Thu: 
BBC Introducing 10.00-1am 
Becky Want; Fri: Jo Good 


Saturday 

6am Fiona Mills10.00 Morning 
2pm Sport 5.00 Football 
6.00 John Kane 8.00 BBC 
Introducing10.00—1am Jo Good 


Sunday 

6am Fiona Mills 10.00 Morning 
2pm Sile Sibanda 6.00 Neil 
Foster 10.00-1am Becky Want 


| Monday-Friday 


6am Kofi Smiles; Mon: Fiona 
Mills 9.05 Fri: Kofi's Good 
Things 10.00 Carla Greene 
2pm Richard Stead 6.00 
Sportstalk 7.00 Mon: Alan 
Raw; Tue/Wed: Sport; Thu: 
Bek Homer; Fri: Hannah 
Sackville-Bryant 8.00 Thu: 
Introducing 9.35 Tue/Wed: 
Football 10.00-1am Becky 
Want; Fri: Jo Good 


Saturday 

6am Harry Barratt 

10.00 Jim Delbridge 

2pm Warren Muggleton 
6.00 Stereo Underground 
8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Charlie McArdle 10.00 
Jim Delbridge 2pm John 
Randall 6.00 Vintage Chart 
Show 10.00-1am Becky Want 


Monday-Friday 

6am Jenny Mullin10.00 
Harry Barratt 2pm Darcy Kelly 
6.00 Dan Pascoe; Mon: 
Anoushka Williams 10.00- 
Jam Becky Want; Fri: Jo Good 


Saturday 

6am Pat Marsh10.00 Steve 
Ladner 2pm Sports Hub 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Mike Ziolek 10.00 Andy 
Garland 2pm Tony Blackburn 
6.00 Ray Clark 8.00 Mark 
Punter 10.00-1am Bill Rennells 


Monday-Friday 

6am Anna Cookson10.00 
Mike Ziolek; Thu/Fri: Steve 
Ladner 2pm Pat Marsh; Fri: 
Leo Ulph6.00 Stephen 
Brown; Thu: Upload 8.00 
Thu: Introducing 10.00-lam 
Becky Want; Fri: JoGood 


Lancashire 


Saturday 

6am ShiguftaKhan 

10.00 Gary Hickson 

2pm Matchday 6.00 Soul 
Sessions 8.00 Introducing 
10.00-1am Jo Good 


Sunday 

6am Joe Wilson10.00 Gary 
Hickson 2pm Maria Felix 
Vas 6.00 Unforgettable 
10.00-1am Becky Want 


Monday-Friday 

6am Graham Liver 10.00 
Sharon Hartley 2pm Joe 
Wilson 6.00 Sport; Tue/Wed: 
Matchnight 7.00 Mon: Desi 
Nation; Thu: Your Lancashire 
8.00 Fri: Darren Milby 10.00- 
Jam Becky Want; Fri: Jo Good 


Saturday 

6am Andrew Edwards 10.00 
Nick Ahad 2pm Sport 6.00 
Mixtape 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Andrew Edwards 

10.00 Nick Ahad 2pm Sile 
Sibanda6.00 Waheed Akhtar 
10.00-1am Becky Want 


All BBC local radio stations take BBC Radio 5 Live programmes from1am 
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All England regions 


Saturday 21-Friday 27 October 


Monday-Frida 

6am Rima Ahmed10.00 
Gayle Lofthouse 2pm Steve 
Bailey; Mon/Tue: Sam Nixon 
6.00 Sport 7.00 Mon/Thu: 
Sanchez Payne; Tue/Wed: 
Sport; Fri: Jack Conlon 
10.00-1am (Tue/Wed: 10.30) 
Becky Want; Fri: Jo Good 


Saturday 

6am Letitia George 10.00 Kelly 
Hinch 1pm Kick-Off 2.00 Sport 
6.00 Beat 10.00-1am Jo Good 


Sunday 

6am Rupal Rajani 10.00 Kelly 
Hinch 3pm Corey Trevor 
6.00 Chance Litchfield 
10.00-1am Becky Want 


Monday-Friday 

6am Ady Dayman10.00 
Summaya Mughal 2pm Rupal 
Rajani; Mon: The Afternoon 
Show 6.00 Mon: Football 
Forum; Tue: Game Night; Wed: 
Rugby Show; Thu: The Boot 
Room; Fri: Weekend Preview 
7.00 Mon: Corey Trevor; 

Tue: Sport; Wed: Kevin N'Cube; 
Thu: The Shruti Show; 

Fri: Aminata Kamara 

9.00 Thu: Real Talk 10.00- 
lam Becky Want; Fri: Jo Good 


Saturday 

6am Sarah-Jane Honeywell 
10.00 Sean Dunderdale 2pm 
Hope andGlory 6.00 The Beat 
8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Sue Taylor 10.00 Sean 
Dunderdale 2pm Sarah-Jane 
Honeywell 6.00 Country Lincs 
7.00 Folk: with Tim Walker 
10.00-1am Becky Want 


Monday-Friday 

6am Scott Dalton 

10.00 Frances Finn; Fri: Sean 
Dunderdale 2pm Richard Stead 
6.00 Mon/Wed/Thu: Inthe 
Game; Tue: Hope and Glory; 
Fri: Hope and Glory: 

the Preview Show 

7.00 Mon/Wed-Fri: Arun 
Verma10.00-1am Becky 
Want; Fri: Jo Good 


Saturday 

5am Claira Hermet 

7.00 Carrie and David Grant 
10.00 Robert Elms 1pm The 
Women's Sports Show 2.00 
Sport 6.00 Gary Crowley 8.00 
BBC Introducing 10.00 Jo 
Good tam-5.00 Graham Liver 


Sunday 

5am Claira Hermet 6.00 
Inspirit: with Jumoké Fashola 
9.00 Robert Elms 12.00 Gaby 
Roslin 3pm Kath Melandri 
6.00 Tony Blackburn's Soul on 
Sunday 7.00 Dotun Adebayo 
10.00 Becky Want lam-5.00 
Dotun Adebayo 


Monday-Friday 

5am Jason Rosam 

7.00 Salma El-Wardany; 

Fri: Riz Lateef 

10.00 Eddie Nestor; 

Fri: Robert Elms 2pm Shay 
Grewal; Fri: Jumoké Fashola 
6.00 Sport 8.00 The Scene 


10.00 Becky Want; Fri: Jo 
Good 1am-5.00 Dotun 
Adebayo; Fri: Laura McGhie 


Saturday 

6am Joe McGrath 10.00 
Simone Riley 2pm Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Asma Younus 10.00 
Simone Riley 1pm Stacey 
Copeland 7.00 Indus 8.00 
People10.00-1am Becky Want 


Monday-Friday 

6am AnnaJameson10.00 Mike 
Sweeney; Fri: Joe McGrath 
2pm Michelle Dignan; Thu/ 
Fri: Stacey Copeland 6.00 
Sport 7.00 Mon: Mars; Tue/ 
Wed: Sport; Thu: Joe McGrath; 
Fri: Emily Brobyn10.00-1am 
Becky Want; Fri: JoGood 


Saturday 

6am Paul Beesley 10.00 Sean 
Styles 11.30 Sport 6pm Late 
Late Beatles Show 7.00 Nikki 
Robertson 8.00 Introducing 
10.00-1am Jo Good 


Sunday 

6am Paul Beesley 10.00 Sean 
Styles 2pm Billy Hui4.00 Frankie 
Connor 7.00 Carl Learmond 
10.00-1am Becky Want 


Monday-Friday 

6am Phil Munns; Thu/Fri: Lisa 
Marrey 10.00 Tony Snell 

2pm Helen Jones 6.00 Sport 
7.00 The Place; Mon: Ngunan 
Adamu9.00 Mon: Orient 
Express 10.00-1am Becky 
Want; Fri: JoGood 


Saturday 

6am Tom Campbell 10.00 
Kelly Scott 2pm Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-12.00 Jo Good 


Sunday 

6am Tom Campbell 9.00 
Garden Mania10.00 Kelly 
Scott 2pm Simon Logan 
6.00 Michael Poulter 
10.00-1am Becky Want 


Monday-Friday 

6am Matt Bailey 10.00 Anna 
Foster 2pm Scott Makin6.00 
Sport 8.00 Mon/Fri: Rachel 
Teate; Thu: Introducing 10.00- 
lam Becky Want; Fri: Jo Good 


Saturday 

6am Babs Michel 10.00 Amir 
Suleman 2pm Sport 5.00 
Canary Call 6.00 Upload 8.00 
Introducing10.00—1am Jo Good 


Sunday 

6am Babs Michel 10.00 Amir 
Suleman 2pm Big Country 
Show 4.00 Soul Show 6.00 
Ray Clark 8.00 Mark Punter 
10.00-1am Becky Want 


Monday-Friday 

6am Rob Butler; Wed: Graham 
Barnard 10.00 Kayleigh 
Poacher 2pm Louise Hulland 
6.00 Mon: The Scrimmage; 
Tue: Sport; Wed: Babs Michel; 
Thu: Upload; Fri: Yellow Friday 
6.30 Fri: Local Report 


6.40 Mon: Racing Torque 
7.00 Mon: Farzana Chaudry; 
Fri: Angelle Joseph 8.00 Thu: 
BBC Introducing 9.45 Tue: 
Canary Call10.00-1am (Tue: 
10.30) Becky Want; Fri: JoGood 


Northampton 


Saturday 

6am Babs Michel 10.00 Justin 
Dealey 2.00 Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Babs Michel 10.00 Justin 
Dealey 2pm Paul Lovett 4.00 
John Leech Soul Show 6.00 
Daisie-Belle Downer 8.00 Mark 
Punter 10.00-1am Becky Want 


Monday-Friday 

6am Annabel Amos 10.00 
Bernie Keith 2pm Roberto 
Perrone 6.00 Mon: Chance 
Litchfield; Tue: Babs Michel; 
Wed: Saints Show; Thu: 
Cobblers Show; Fri: Sport 7.00 
Mon: Farzana Chaudry; Tue: 
Sport; Wed: Babs Michel; Thu: 
Upload; Fri: Angelle Joseph 
8.00 Thu: Introducing10.00- 
lam Becky Want; Fri: Jo Good 


Saturday 

6am Lies! Soards 10.00 Kelly 
Hinch2pm Matchday 6.00 Dean 
Jackson10.00-1am Jo Good 


Sunday 

6am Andy Whittaker 10.00 Kelly 
Hinch2pm SarahJaneHoneywell 
5.00 We Are Notts 6.00 Hansa 
Dabee 8.00 Ethel Mudavanhu 
10.00-1am Becky Want 


Monday-Friday 

6am Andy Whittaker 10.00 
Kelly Hinch 2pm Dean Jackson; 
Thu/Fri: Arun Verma6.00 
Mon/Wed: Arun Verma; Tue/ 
Fri: Inthe Game; Thu: Jake 
Garner 7.00 Tue: Matchnight; 
Fri: Charlie Burley 10.00-1am 
Becky Want; Fri: JoGood 


Saturday 

6am Pat Sissons 10.00 Alice 
Hopkins 2pm Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Katie Tyler 10.00 
Alice Hopkins 2pm Tony 
Blackburn 6.00 Pat Sissons 
10.00-1am Bill Rennells 


Monday-Friday 

6am Sophie Law10.00 Adam 
Ball 2pm Bridgitte Tetteh 6.00 
Sport; Wed: Stephen Brown; 
Thu: Upload 7.00 Mon: Rena 
Annobil; Fri: Dan Simpson 
8.00 Thu: Introducing 10.00- 
Jam Becky Want; Fri: Jo Good 


Saturday 

6am Xanthe Palmer 

10.00 Becky Measures 

2pm Football Heaven 

5.00 Praise or Grumble 

6.00 John Kane 7.30 Football 
Heaven 10.00-1am Jo Good 
Sunday 

6am Xanthe Palmer 9.00 The 
Grow Show 10.00 Becky 
Measures 2pm Sile Sibanda 


6.00 Waheed Akhtar 
10.00-1am Becky Want 


Monday-Friday 

6am Toby Foster 10.00 Paulette 
Edwards; Fri: Becky Measures 

2pm Howard Pressman 6.00 

Sport 7.45 Tue/Wed: Football 

8.00 Mon/Thu: Sile Sibanda; 

Fri: Upload 10.00-1am Becky 

Want; Fri: JoGood 


Saturday 

6am _LornaBailey 10.00 Liz Ellis 
2pm Sport 6.00 Upload 8.00 
Introducing10.00-1am Jo Good 


Sunday 

6am Paul Shuttleworth10.00 
Liz Ellis 2pm Paula White 6.00 
Gagan Grewal 8.00 Nikki Tapper 
10.00-1am Becky Want 


Monday-Friday 

6am Adam Green 10.00 Clare 
Ashford 2pm Toni McDonald 
6.00 Sport; Wed: Letitia George; 
Thu: Upload 7.00 Mon: Gagan 
Grewal; Fri: Merisha Stevenson 
8.00 Thu: Introducing 10.00- 
lam Becky Want; Fri: JoGood 


Radio Solent 


Saturday 

6am Pat Sissons 10.00 Alice 
Hopkins 2pm Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Katie Tyler 10.00 Alice 
Hopkins 2pm Tony Blackburn 
6.00 Pat Sissons 10.00-1am 
Becky Want 


Monday-Friday 

6am Alun Newman10.00 Lou 
Hannan 2pm Carl Ralley; Thu/ 
Fri: Lucy Ambache 6.00 Sport 
7.00 Mon: Rena Annobil; 

Wed: Sport; Thu: Upload; 

Fri: Dan Simpson 8.00 Thu: 
BBC Introducing10.00-1am 
Becky Want; Fri: Jo Good 
103.8 FOR WEST DORSET 
As Radio Solent, including 
Dorset news and features, plus: 


Monday-Friday 
7am-9.00 Steve Harris 


Saturday 

6am Caroline Martin10.00 
Andy Bennett 2pm Sport 
6.00 Upload 8.00 Introducing 
10.00-1am Jo Good 


Sunday 

6am Caroline Martin10.00 
Andy Bennett 2pm Steve 
Yabsley 6.00 Richard Green 
10.00-1am Becky Want 


Monday-Friday 

6am Charlie Taylor10.00 Simon 
Parkin 2pm Claire Carter; Fri: 
Andy Bennett 6.00 Mon: Sound 
of the City; Tue: Scrum; Wed: 
Mel Everett; Thu: Having a Gas; 
Fri: Sport 7.00 Mon: Manny 
Masih; Tue: Football; Thu: 
Upload; Fri: Kevin Philemon 
8.00 Thu: Introducing 10.00- 
lam Becky Want; Fri: JoGood 


Saturday 

6am LornaBailey 10.00 

Liz Ellis 2pm Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Rev Geoff Eze 10.00 Liz 
Ellis 2pm Paula White 6.00 
Gagan Grewal 8.00 Nikki 
Tapper 10.00-1am Becky Want 


Monday-Friday 

6am Lee Blakeman 10.00 
Stuart George 2pm Toni 
McDonald 6.00 Sport; 

Fri: Praise and Grumble 

7.00 Mon: Gagan Grewal; 
Tue/Wed: Sport; Thu: Upload; 
Fri: Merisha Stevenson 8.00 
Thu: Introducing 10.00-1am 
Becky Want; Fri: Jo Good 


Saturday 

6am Babs Michel10.00 Amir 
Suleman 2pm Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Babs Michel 10.00 Amir 
Suleman 2pm Keith Greentree 
4.00 John Leech6.00 
Evening 8.00 Mark Punter 
10.00-1am Becky Want 


Monday-Friday 

6am Wayne Bavin10.00 
Johnnie Wright; Mon/Tue: 
Sarah Lilley 2pm Louise 
Hulland 6.00 Mon: Tractor 
Social; Tue/Wed: Babs Michel; 
Thu: Upload; Fri: Sport 7.00 
Mon: Farzana Chaudry; Wed: 
Matchnight; Fri: Angelle Joseph 
8.00 Thu: Introducing 10.00- 
Jam Becky Want; Fri: Jo Good 


BBC Surrey and 
BBC Sussex 


Saturday 

6.00 Surrey: Nicky Patrick; 
Sussex: Mark Carter 

10.00 Amanny Mohamed 
2pm Joe Talbot 6.00 Upload 
8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Kevin Duala10.00 Dig |It 
2pm Sylvie Blackmore 6.00 Pat 
Sissons10.00-1am Becky Want 


Monday-Friday 

6.00 Surrey: James Cannon; 
Sussex: Danny Pike 10.00 
Sarah Gorrell 2pm Joe Talbot 
6.00 Mon: Connor Moseley; 
Tue/Wed: Stephen Brown; 
Thu: Leo Ulph; Fri: Evening 
8.00 Thu: BBC Introducing 
9.00 Tue: Sussex: Sport Focus; 
Wed: Kathy Caton10.00-1am 
Becky Want; Fri: Jo Good 


Saturday 

6am Tom Campbell 10.00 
Kelly Scott 2.00 Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Tom Campbell 9.00 
Garden Mania10.00 Kelly 
Scott 2pm Goffy 4.00 
Vintage Viny! 6.00 Alex Hall 
10.00-1am Becky Want 


Monday-Friday 

6am Amy Oakden10.00 Gary 
Philipson 2pm Scott Makin 
6.00 Sport 7.00 Mon/Fri: 
Rachel Teate; Wed: Jordan 
Blyth; Thu: Upload 8.00 Thu: 
BBC Introducing 10.00-1am 
Becky Want; Fri: Jo Good 


Three Counties 


Beds, Herts and Bucks 


Saturday 

6am Babs Michel10.00 Justin 
Dealey 2.00 Sport 5.00 5-0-5 
6.00 Upload 8.00 Introducing 
10.00-1am Jo Good 


Sunday 

6am Babs Michel10.00 Justin 
Dealey 2pm Paul Lovett 

4.00 JohnLeech 6.00 Ray 
Clark 8.00 Mark Punter 
10.00-1am Becky Want 


Monday-Friday 

6am Andy Collins 10.00 JVS 
2pm Roberto Perrone 6.00 
Mon: Non League; Tue: Sport; 
Wed: Babs Michel; Thu: Upload; 
Fri: Sport 7.00 Mon: Farzana 
Chaudry; Fri: Angelle Joseph 
8.00 Thu: Introducing 10.00- 
lam Becky Want; Fri: JoGood 


Saturday 

6am Caroline Martin10.00 
Andy Bennett 2pm Sport 
6.00 Upload 8.00 Introducing 
10.00-1am Jo Good 


Sunday 

6am Caroline Martin10.00 
Andy Bennett 2pm Dominic 
Cotter 6.00 RichardGreen 

10.00-1am Becky Want 


Monday-Friday 

6am Ben Prater 10.00 Sue 
Davies 2pm Chris Baxter; Fri: 
Graham Rogers 6.00 Mel 
Everett; Mon/Fri: Sport 7.00 
Mon: Manny Masih; Fri: Mel 
Everett 10.00-1am Becky 
Want; Fri: Jo Good 


Saturday 

6am LornaBailey 10.00 Elise 
Evans 2.00 Sport 6.00 
Upload 8.00 BBC Introducing 
10.00-1am Jo Good 


Sunday 

6am Grace Smith10.00 Elise 
Evans 2pm Paula White 
4.00 Sport 6.00 Gagan 
Grewal 8.00 Nikki Tapper 
10.00-1am Becky Want 


Monday-Friday 

6am Rakeem Omar 10.00 
Kathryn Stanczyszyn; Fri: Elise 
Evans 2pm Trish Adudu5.45 
Thu: Sport 6.00 Mon-Wed/ 
Fri: Phone-in 7.00 Mon/Fri: 
Community; Tue/Wed: Sport 
8.00 Thu: Introducing 10.00- 
tam Becky Want; Fri: Jo Good 


Saturday 

6am Steve Bailey10.00 Hannah 
Sackville-Bryant 2pm Sport 
6.00 Northern Soul 8.00 
Introducing10.00-lam Jo Good 


Sunday 

6am Steve Bailey 10.00 Sarah 
Urwin2pmSileSibanda6.00 Neil 
Foster 10.00-1am Becky Want 


Monday-Friday 

6am Georgey Spanswick 10.00 
Joanita Musisi; Fri: Bek Homer 
2pm Steve Jordan; Mon: Ellie 
Brennan 6.00 Mon/Thu: Bek 
Homer; Tue/Fri: Sport; Wed: 
SanchezPayne 7.00 Fri: Hannah 
Sackville-Bryant 8.00 Thu: 
Introducing 10.00-1am Becky 
Want; Fri: Jo Good 


All BBC local radio stations take BBC Radio 5 Live programmes from1am 


Radiofimes 21-27 October 2023 


135 


a 
<= 
O 
Oo 
a 


RADIO in your area 


Age 41 

Current job 
Presenter of the 
Classic FM early 
breakfast show 
(Mon-Fri, 4-6am). 
Pie “It's a magical 
show. You're bridging the gap 
between the end of the night and 
the hustle and bustle of the 
morning, with people walking their 
dogs or going to the gym. The 
Dawn Chorus (5.15am) is our vocal 
introduction to the day. This week 
I've played something by Tomas 
Luis de Victoria, Billy Joel and Eric 
Whitacre. There's a real breadth.” 
CV Born in Redhill, Surrey, she 
read drama at Hull University, 
which had its own radio studio. “I 
just thought, ‘This is it. This is what 
| want to do.” She happened upon 
James O'Brien and Sandi Toksvig 
on LBC, which she had never heard 
of. After applying successfully for 
tickets for a show Toksvig couldn't 
attend, Coward was asked to phone 
in a review. She then became an 
unofficial arts correspondent as 
part of work experience for her 


master’s degree. In 2005 she 
presented and read the news for 
Kestrel FM in Basingstoke, before 
returning to LBC, where she 
worked in the newsroom. In 2012, 
she was reading the news for 
Classic FM when managing editor 
Sam Jackson asked her, “Ever 
thought about presenting?” 
Social media — yes or no? “Yes. 
Obviously there are caveats. | am 
very careful about how | use social 
media and | have two daughters so 
| am hyper-aware of all the pitfalls.” 
Best moments ‘Alice Cooper is 
my favourite ever interview. He 
was charm personified. And when 
| was at LBC a lady called Dee 
Caffari had broken the record for 
sailing around the world in both 
directions. She said, ‘Tower Bridge 
is being opened for me as a special 
treat. Come on my boat!’” 

Worst moment "It's silly. | love 
Dolly Parton's 9 to 5. At Kestrel | 
would be playing it every other 
day. And then my editor stuck his 
head around the door and said, 
‘We need to have a little chat 
about Dolly Parton...'” 


Face behind the voice — Lucy Coward Classic FM 


Off air Lives in London with her 
daughters, whom she refers to on 
air as “the littles”. She plays 
netball, loves to bake, plays the 
piano and goes to the gym three 
or four times a week. 

First radio memory “Chris Tarrant 
on Capital breakfast. He was funny 
and played everything | wanted to 
hear. When he was live on 
Christmas morning, it made my day.” 
Favourite broadcasters ‘James 
O'Brien. When | was doing work 
experience at LBC, he gave his 
time to talk to me. And Kemi 
Rogers, who presents overnight on 
Capital: | drive to work at 3am and 
for me she's just got the right vibe.” 
Ambition/Dream job “| like asking 
questions and meeting people who 
know more about things than | do. 
So something combining asking 
questions with travel to lovely places 
in the world — that would be great!” 
Secret skills “| can bake a bloody 
good cake. And | can deadlift a lot 
of weight — my personal best is 

88 kilos." DAVID MCGILLIVRAY 


Listen at classicfm.com 


Saturday 


RADIO ULSTER NEWS: 
hourly 7.00am to11.00pm, then 11.55 
6.45am Farm Gate 

Food, countryside and 
agricultural issues, focusing 
onbusiness news, industry 
reports and technology. 
Presented by Elaine Mitchell. 


7.05 Kerry McLean 

Music, chat and requests to 
ease listeners into the weekend. 
Text: 81771 

Email: kerry.mclean@bbc.co.uk 
8.05 Your Place and Mine 
The people, places and stories 
that make Northern Ireland 
unique, presented by Anne 
Marie McAleese. 

Phone: 0289 033 8307 

Email: ypam@bbc.co.uk 

9.05 Gardeners’ Corner 

The weekly programme for 
keen horticulturists with the 
latest advice, news and visits 
to plots large andsmall. 
Presented by David Maxwell. 
Phone: 03030805555 

10.05 On Your Behalf 

Linda McAuley champions the 
cause of consumersin 
Northern Ireland, helping 
them to solve their problems 
and make the right choices. 
Write to: On Your Behalf, 

BBC Broadcasting House, 

Ormeau Avenue, Belfast BT2 8HQ 
Phone: 0289 033 8314 
bbc.co.uk/oyb 


11.05 Saturday with John Toal 
The presenter invites tales of 
family and community life. 
Plus a mix of recipes, craic and 
music. With news at 12.00. 
Phone:03030805555 

Text: 81771 

Email: swjt@bbc.co.uk 


1.00pm Book Week: 

Our Big Read 

New series. People from 
across the country share their 
favourite reads, withthe 
stories, colour and characters 
that make themso special. 


1.05 Assume Nothing: 

| Killed a Man and Buried Him 
5/8. Duringa visit tothe 
seminary where the alleged 
murderer and victim went to 
agricultural college together, 
Brian Kernohan finds himself 
wondering about their 
relationship andthe secret 
“matter relating to ourselves 
two" that the murderer wrote 
about in his confession. 

1.15 6/8. Having foundan old 
floor that appears burnt and 
sounds hollow when tapped, 
the team watches on anxiously 
as the digger rolls into place 
and prepares to break 
through. Meanwhile, Brian 
Kernohan examines an old 
newspaper notice apparently 
written by the murderer. 
Repeated Thursday 9.05/9.15pm 
1.30 Killing Leprechauns 
6/6. Oliver Callan battles 
stereotypes, misconceptions 
and potentially ignorant views 
about the Irishin Britain. 
Today, Sofie Duker and Josh 
Jones joinhim tolearn about 
“sexy" Irish accents, the 
marriage equality referendum 
and The Rose of Tralee. 
Repeated Thursday 9.30pm 

2.05 Sportsound 

Michael McNamee presents 
coverage of the Irish 
Premiership, with live 
commentary andreports. 


6.05 The House Party 
with Phil Taggart 

Phil kicks off Saturday night 
withdance music to get the 
party started, from soulto 
house and funk to techno. 
Including news at 7.00. 


8.05 Folk Club 

with Lynette Fay 

Lynette selects traditional and 
contemporary folk music and 
song with studio guests, 
concert performances, new 
releases and vintage vinyl. 
Including news at 9.00. 

Email: lynette.fay@bbc.co.uk 

10.05 Saturday Club 

with John Bennett 
Late-night music club 
featuring classic tracks from 
the1960s, 70s and 80s. 
Including news at 11.00. 

Text: 81771 

11.55 Book Week: Our Big Read 
People from across the country 
share their favourite reads. 


12.00 as Radio 5 Live 


RADIO ULSTER NEWS: hourly 7.00am 
to1l.00pm (not 8.00pm), then 11.55 
7.05am Kerry McLean 
Music, chat and requests to 
ease listeners into the morning. 
Including Thought for the Day 
at 7.55 andnewsat 8.00. 


Text: 81771 
Email: kerry.mclean@bbc.co.uk 


8.30 Sunday Sequence 
Audrey Carville and guests 
debate the week's religious 
and ethical news and explore 
the world of culture andideas. 


Including news at 9.00. 
Phone: 0289 033 8355 
Email: sunday.sequence@bbc.co.uk 


10.05 Morning Service 

The Rev Barry McCroskery 
leads anact or worship from 
McCracken Memorial 
Presbyterian Church, Belfast. 


10.45 Thought for the Week 
Audrey Carville presents a 
selection of clips from last 
week's Good Morning Ulster 
Thought for the Day features. 


11.05 Sunday with 

Steven Rainey 

Steven presents current affairs, 
interviews, discussion and 
analysis — including a guide 
tothe Sunday newspapers. 
Withnews at 12.00. 


12.55pm Book Week: 

Our Big Read 

People from across the 
country share their favourite 
reads, withthe stories, 
colour and characters that 
make themso special. 


1.05 Sunday with 

Brian D'Arcy 

Brian delves into his wide 
experience of music to bring 
listeners some tracks just right 
for aSunday afternoon, along 
withsome reflections to make 
them think, laugh or cry. 

Write to: Sunday with Brian D'Arcy, 
BBC Radio Ulster, Ormeau Avenue, 
Belfast BT2 8H 

2.05 Countryside 

Voices, views, stories, news 
and chat from Northern 
Ireland's rural community, 
hosted by Nicola Weir. 
Including essential livestock 
and weather reports. 

3.05 The Culture Café 
Fromthe page tothe stage, 
Marie-Louise Muir hosts the 
essential cultural conversation. 


BBC Radio Ulster 


4.05 Joyful Noise 

Ruth Dalzell celebrates modern 
Christian praise music, 
alongside some well-known 
mainstream songs, that allcome 
together to create an hour of 
positive and uplifting music. 


5.05 Sounds Sacred 

Richard Yarr introduces 
sacred pieces performed by 
local and internationally 
acclaimed musicians. He also 
plays listeners’ requests and 
provides news of music events 
across Northern Ireland. 


6.05 Kintra 

Helen Mark and the Kintra 
team present stories, news, 
music and banter from 
Ulster-Scots communities. 
Email: kintra@bbc.co.uk 

6.30 Bandstand 

Ruth Jennings presents local 
bands playing toe-tapping 
melodies and performing 
powerful film music from the 
silver screen. She also invites 
listeners to sing along with hits 
from their favourite musicals. 


7.05 Classical Connections 
with John Toal 

The host presents an evening 
of classical music. Plus news, 
reviews andinterviews with 
local and touring performers. 


9.05 Jazz Club 

with Walter Love 
Recordings by jazz musicians, 
including tracks that have 
been performed exclusively 
for BBC Radio Ulster. 


10.05 Sunday Clubwith 
John Bennett 

Music designed to soothe 
away the problems of the past 
week. Including news at 11.00. 
Dedications to: The Sunday Club, 

BBC Radio Ulster, Broadcast House, 
Belfast BT28HQ 

Email: /b@bbc.co.uk 

11.55 Book Week: Our Big Read 
People from across the country 
share their favourite reads. 


12.00 as Radio 5 Live 


RADIO ULSTER NEWS: 
half-hourly 6.30am to 9.30, hourly 

10.00 to 1.00pm, plus 4.30pm, 5.30, 11.55 
6.30am Good Morning Ulster 
With Sarah Brett and Joel 
Taggart, including travel 
updates and analysis of 
finance and business news, 
plus the latest agri-business 
developments in Farm Gate and 
aThought for the Day at 7.20. 
Email:good.morning.ulster@bbc.co.uk 
9.00 The Nolan Show 
Breaking news and hard- 
hitting topical debate with 
Stephen Nolan. Listeners can 
share their views by phone, 
text or email. Including news 


and travel at 10.00. 
Phone: 03030805555 
Text:81771 

Email:nolan@bbc.co.uk 


10.30 The Connor 

Phillips Show 

Music and mischief, with fun 
features such as Does My 
Head In, Useless Superpowers, 
Guess the Guest and Taylor 


Sifts. Including news at 11.00. 
Phone: 03030 805555 

Text:81771 

Email: connor@bbc.co.uk 


12.05pm Talkback 

William Crawley andthe 
Talkback team present news 
andinvite listeners’ reactions 
tothe breaking stories of the 
day, from politics and health to 
consumer issues and education. 


Including news at 1.00. 
Phone: 03030805555 
Email: talk.back@bbc.co.uk 
bbc.co.uk/talkback 


1.30 Hugo Duncan 
Country music old and new, 
plus the opportunity for 
listeners to submit requests 
by phone or text. Including 
news and travel at 2.00. 


Phone:03030 805555 
Text:81771 


3.05 The Lynette Fay Show 
Music, features andinterviews. 
Text: 81771 

Email: lynette.fay@bbc.co.uk 


4.00 Evening Extra 

Alook back at the day's events, 
with Richard Morgan, Tara 
Mills and Declan Harvey. 
Featuring news onthe 
half-hour, plus regular sport, 
traffic and weather reports, 
andthe latest agri-business. 


6.05 Vinny and Cate 
Teatime music and craic 
presented by Vinny Hurrell 
and Cate Conway. Including 
features, interviews and 
challenges. With news at 7.00. 


7.30 Blas 
Fearghal Mag Viginnle suil siar 
ar aicsean na gclubannaCLG 
agus craobhchomortais na 
gContaetha ag teacht chun 
criche agus feachtais 
Chumainn Uladh faoilanseol. 
Fearghal Mag Uiginn looks 
back atthe weekend's 
sporting action. 


8.05 The Ralph 

McLean Show 

Classic rock, soul, blues, pop, 
gospel, reggae and funk both 
old and new, fromhome and 
abroad featuring live 
performances and interviews. 
Including news at 9.00. 


10.05 The Late Show 

with Eve Blair 

Chilled-out music, includinga 
mix of easy listening melodies 
botholdand new, together 
with material by the Artist of 
the Week. With news at 11.00. 


Email: eve.blair@bbc.co.uk 


12.00 as Radio 5 Live 


RADIO ULSTER NEWS: see Monday 


6.30am Good Morning Ulster 
The days news from home and 
abroad, presented by Sarah 
Brett and Chris Buckler. 
Including regular news, travel 
and sport updates and 
analysis of finance and 
business news and Thought 
for the Day at 7.20. 
Email:good.morning.ulster@bbc.co.uk 
9.00 The Nolan Show 
Breaking news and hard- 
hitting topical debate with 
Stephen Nolan. Listeners can 
share their views by phone, 
text or email. Including news 
andtravel at 10.00. 
Phone:03030 805555 

Text: 81771 

Email: nolan@bbc.co.uk 
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10.30 The Connor 

Phillips Show 

Music, mischief and features. 
Including news at 11.00. 

Phone: 03030805555 

Text: 81771 

Email: connor@bbc.co.uk 
12.05pm Talkback 

William Crawley andthe 
Talkback team present news 
andinvite listeners’ reactions 
tothe breaking stories of the 
day, from politics and health to 
consumer issues and education. 
Including news at 1.00. 

Phone: 03030805555 

Email: talk.back@bbc.co.uk 
bbc.co.uk/talkback 

1.30 Hugo Duncan 

Country music old and new. 
Withnews and travel at 2.00. 
Phone: 03030805555 

Text: 81771 

3.05 The Lynette Fay Show 
Music, features and interviews. 
Text: 81771 

Email: lynette.fay@bbc.co.uk 

4.00 Evening Extra 

Alook back at the day's events, 
with Richard Morgan, Tara 
Mills and Declan Harvey. 
Featuring news onthe 
half-hour, plus regular sport, 
traffic and weather reports, 
andthe latest agri-business. 


6.05 Vinny and Cate 
Teatime music and craic, 
with Vinny Hurrell and Cate 
Conway. With news at 7.00. 


7.30 Blas 
Nahimeachta/ealaine agus 
cultuir ar gaiadafheiceail 
agus achluinstin. 

DaithfO Muirikeeps listeners 
up-to-date with all that's 
happening inthe arts. 


8.05 The Ralph 

McLean Show 

Classic rock, soul, blues, pop, 
gospel, reggae and funk both 
old and new, fromhome and 
abroad featuringlive 
performances and interviews. 
Including news at 9.00. 


10.05 The Late Show 

with Eve Blair 

Chilled-out music, including a 
mix of easy listening melodies 
both old and new, together 
with material by the Artist of 
the Week. With news at 11.00. 


Email: eve.blair@bbc.co.uk 


12.00 as Radio 5 Live 


Wednesday 


RADIO ULSTER NEWS: see Monday 


6.30am Good Morning Ulster 
With Sarah Brett and Chris 
Buckler including regular 
news, travel and sport updates 
and analysis of finance and 
business news and Thought 
forthe Day at 7.20. 
Email:good.morning.ulster@bbc.co.uk 
9.00 The Nolan Show 
Hard-hitting topical debate 
with Stephen Nolan. Including 
news and travel at 10.00. 
Phone: 03030805555 

Text: 81771 

Email: nolan@bbc.co.uk 

10.30 The Connor 

Phillips Show 

Music, mischief and features. 


12.05pm Talkback 

William Crawley andthe 
Talkback team present news 
andinvite listeners’ reactions 
tothe breaking stories of the 
day, from politics and health to 
consumer issues and education. 


Including news at 1.00. 
Phone: 03030 805555 
Email:talk.back@bbc.co.uk 
bbc.co.uk/talkback 


1.30 Hugo Duncan 

Country music old andnew, 
plus the opportunity for 
listeners to submit requests. 
Withnews andtravelat 2.00. 
Phone: 03030 805555 

Text: 81771 

3.05 The Lynette Fay Show 


Music, features andinterviews. 
Text: 81771 
Email: lynette.fay@bbc.co.uk 


4.00 Evening Extra 
Alookback at the day's events, 
with Richard Morgan, Tara 
Mills and Declan Harvey. 
Featuring news onthe 
half-hour, plus regular sport, 
traffic and weather reports, 
andthe latest agri-business. 


6.05 Vinny and Cate 
Teatime music and craic, 
with Vinny Hurrell and Cate 
Conway. With news at 7.00. 


7.30 Blas 
Labhraionn Maire le Mairin Nic 
Dhonnachadha, stiuirthoir ur 
Oireachtas na Gaeilge. 
Cluineann muid faoina hdige, a 
cuid oibre agus faoina 
suiliochtafdontodhchat. 
Maire Bhreathnach chats to 
Mairin Nic Dnonnachadha, the 
director of Oireachtas na Gaeilge. 
We hear about her youth, work 
and hopes for the future. 


8.05 Ralph McLean - 
Country 

From the sounds of Nashville 
tonew bluegrass, Ralph takes 
another journey into the world 
of American roots music, 
offering a selection of classic 
tracks, live performance and 
timeless Americana along the 
way. Including news at 9.00. 


9.55 Wah Yan Jee Sing 
Local information on health 
and socialissuesin Cantonese. 


10.05 The Late Show 

with Eve Blair 

Chilled-out music, including a 
mix of easy listening melodies 
both old and new, together 
with material by the Artist of 
the Week. With news at 11.00. 


Email: eve.blair@bbc.co.uk 


12.00 as Radio 5 Live 
Thursday 


RADIO ULSTER NEWS: see Monday 


6.30am Good Morning Ulster 
With Sarah Brett and Chris 
Buckler including regular 
news, travel and sport updates 
andanalysis of finance and 
business news and Thought 
for the Day at 7.20. 
Email:good.morning.ulster@bbc.co.uk 
9.00 The Nolan Show 
Breaking news and hard- 
hitting topical debate with 
Stephen Nolan. Including 


Saturday 21-Friday 27 October 


10.30 The Connor 

Phillips Show 

Music and mischief, with fun 
features suchas Does My 
Head In, Useless Superpowers, 
Guess the Guest and Taylor 


Sifts. Including news at 11.00. 
Phone:03030 805555 

Text:81771 

Email: connor@bbc.co.uk 


12.05pm Talkback 

William Crawley andthe 
Talkback team present news 
andinvite listeners’ reactions 
tothe breaking stories of the 
day, from politics and health to 
consumer issues and education. 


ncluding news at 1.00. 
Phone: 03030 805555 
Email: talk.back@bbc.co.uk 
bbc.co.uk/talkback 


1.30 Hugo Duncan 

Country music old and new, 
plus the opportunity for 
isteners to submit requests. 
With news andtravel at 2.00. 
Phone:03030805555 

ext:81771 

3.05 The Lynette Fay Show 
Music, features and interviews. 
ext:81771 

Email: lynette.fay@bbc.co.uk 

4.00 Evening Extra 

Alook back at the day’s events, 
with Richard Morgan, Tara 
Mills and Declan Harvey. 
Featuring news onthe 
half-hour, plus regular sport, 
traffic and weather reports, 
andthe latest agri-business. 


6.05 Vinny and Cate 
Teatime music and craic, with 
Vinny Hurrelland Cate 
Conway. With news at 7.00. 


7.05 The Mystery Mix Tape 
with Vinny and Cate 

Vinny Hurrell and Cate 
Conway challenge listeners — 
andeach other -tosearch 
throughthe music memory 
banks tocorrectly identify 
the year in question. 


7.30 Blas 
Dearcadh an duine dig ar 
abhair a bhfuil spraoi ag baint 
leo agus abhair nios troime. 
Ayouthful view of lifestyle 
issues, travel, sport, beauty, 
fashion, cookery and more. 
With Caoimhe NiChathail. 


8.05 Blas Ceoil 

Cuir tus spleodrach leis an 

deireadh seachtaine le rogha 

shiamsuil Lynette Fay de cheol 

traidisiunta, fréamh agus 

duchasach. Eisidint/ura, sonrai 

gigeanna agus seisivin bheo. 
Caoimhe “Ceol” NiChathail 

introduces new releases, gig 

guide details and live acoustic 

sessions to keep listeners 

in touch with traditional, 

roots and folk music. 


9.05 Assume Nothing: 

| Killed a Man and Buried Him 
5/8. During a visit tothe 
seminary where the alleged 
murderer and victim went 
tocollege, Brian Kernohan 
finds himself wondering 

about their relationship. 

9.15 6/8. A digger prepares to 
break through an apparently 
hollow floor. Meanwhile, Brian 
Kernohan examines an old 


9.30 Killing Leprechauns 
6/6. Oliver Callanis joined 
by guests Sofie Duker and 
Josh Jones to learn about 
“sexy” Irish accents, the 
marriage equality referendum 
and The Rose of Tralee. 
Repeated from Saturday1.30pm 
10.05 The Late Show 
with Eve Blair 

Chilled-out music. 
Including news at 11.00. 
Email: eve.blair@bbc.co.uk 


12.00 as Radio 5 Live 
Friday 


RADIO ULSTER NEWS: 
half-hourly 6.30am to 9.30, hourly 
10.00 to 1.00pm, plus 4.30pm, 11.55 
6.30am Good Morning Ulster 
With Chris Buckler and Joel 
Taggart, including regular 
news, travel and sport updates 
and analysis of finance and 
business news and Thought 
for the Day at 7.20. 
Email:good.morning.ulster@bbc.co.uk 
9.00 The Nolan Show 
Hard-hitting topical debate 
with Stephen Nolan. Including 
news and travel at 10.00. 
Phone: 03030805555 

Text: 81771 

Email:nolan@bbc.co.uk 

10.30 The Connor 

Phillips Show 

Music, mischief and features. 
Including news at 11.00. 

Phone: 03030 805555 

Text:81771 

Email: connor@bbc.co.uk 

11.30 Mobile Disco 

Connor Phillips introduces 

30 minutes of the biggest 
anthems to help round 

off the working week. 


12.05pm Talkback 

William Crawley andthe 
Talkback team present news 
andinvite listeners’ reactions 
tothe breaking stories of the 
day, from politics and health to 
consumerissuesand education. 
Including news at 1.00. 

Phone: 03030805555 

Email: talk.back@bbc.co.uk 
bbc.co.uk/talkback 

1.30 Hugo Duncan 

Country music oldandnew, 
plus the opportunity for 
listeners to submit requests. 
With news and travelat 2.00. 
Phone: 03030805555 

Text: 81771 

3.05 The Ticket 

Kathy Clugston previews 
upcoming cultural attractions. 


4.00 Evening Extra 

Alook back at the day's events, 
with Richard Morgan, Tara 
Mills and Declan Harvey. 
Featuring news onthe 
half-hour, plus regular sport, 
traffic and weather reports, 
andthe latest agri-business. 


6.05 ATL Introducing 
Gemma Bradley serves up the 
freshest new Irish musical 
talent, from indie-rock to hip- 
hop with live music and 
interviews. 


7.05 The Stephen 
McCauley Show 
Alternative music from punk 
toelectronica from home 


10.05 The Mickey Bradley 
Record Show 

Vintage rock and poptracks, 
as wellas some new releases. 
Including news at 11.00. 

Text: 81771 

Email: michael.bradley@bbc.co.uk 
12.00 as Radio 5 Live 

BBC Northern Ireland 
Broadcasting House 

Ormeau Avenue, Belfast BT2 8HQ 
02890338000 

Phone-in 0845 955 5678 


RADIO FOYLE 


As Radio Ulster except: 
Saturday 


RADIO FOYLE NEWS: 
hourly 9.00am to 4.00pm (not 2.00pm) 
12.45pm Sportsound: 
Ulster Rugby 

Zebre Parma v Ulster, the 
opening match of the United 
Rugby Championship 
campaign from Stadio Sergio 
Lanfranchi (kick-off 1.00). 


3.15-6.00 Sportsound 
Michael McNamee presents 
coverage of the Irish 
Premiership, with live 
commentary andreports. 
Weekdays 

RADIO FOYLE NEWS: hourly 9.00am 
to 3.00pm (not 1.00pm), plus 8.30am 
6.30am Good Morning Ulster 
News from home and abroad, 
presented by: Mon: Sarah 
Brett and Joel Taggart; 
Tue-Thu: Sarah Brett and 
Chris Buckler; Fri: Chris 
Buckler and Joel Taggart. 
Including regular news, travel 
and sport updates, witha 
Thought for the Day at 7.20. 


8.30-9.00 North West Today 
Anessential round-up of news, 
sport and weather across the 

north-west of Northern Ireland. 


12.05pm The Mark 
Patterson Show 

Adaily look at issues affecting 
the daily lives of people inthe 
north-west of Northern Ireland. 


1.00 North West at One 
Lunchtime round-up of the 
day's local, national and 
international news stories. 


1.10-1.30 20 Minutes 
Mark Patterson offers a 
snapshot of life in the north- 
west of Northern Ireland. 


3.05-4.00 Sean Coyle 

The host brightens up the day 
with music and chat, plus 
listeners from across the 
region are invited to phonein 
withrequests and dedications. 


Fri: 7.30-10.00 Foyle 
Sportsound 

Cork City v Derry City, the 
League of Ireland Premier 
Division match from Turner's 
Cross (kick-off 7.45). Dessie 
McCallion presents, with 
commentary from Eric White. 


Mon: 8.05-10.00 Caschlar 
An-réimse ceoil 6 phop go 
fréamh achurlechéileagus 4 
chur ilathair ag Brian Mullen. 
Brian Mullen presents 
awide-ranging mix of music, 
including pop, blues and soul. 


Frequencies 


BBC Radio1 


FM97.9-99,7 
BBC Radio 2 


FM88.3-90.1 
BBC Radio3 


FM90.5-92.3 

BBC Radio 4 

93.2 (Ballycastle), 

93.2 (Carnmoney Hill), 
94 (Limavady), 

94.9 (Londonderry), 
95.6 (Brougher Mountain), 
96 (Belfast), 

103.5 (Larne), 

103.9 (Rostrevor Forest/ 
Kilkeel), 

104.6 (Camlough), 
(R4FMcannot be heardin 
some parts of N Ireland) 
LW198 MW 720, 774 
(Enniskillen (carry LW 
programmes) 

BBC Radio 5 Live 


MW 693, 909 
BBC Radio Foyle 


FM93.1 
BBC Radio Ulster 


FM92.7-95.4 


RTE Radio1 
FM 87.8-90.0, LW 252 


RTE2FM 90.4-92.2,97 
RTE Raidi6é na Gaeltachta 


92.6-94.4,102.7 
RTELyric FM 97.8-99.6, 
92.2,95.2,96.7,102.2 


Classic FM 99.9-101.9 (not 
Freeview) 

Talksport MW 1053, 

1089 

Absolute MW 1215 

Today FMFM105.5 


Allthe above stations are 
also broadcast via 
Freeview, Satellite, cable, 
digital radio andthe 
internet. 


Cool FM 97.4 

Music, news and sport 
DowntownFM 102.3 
(Ballymena), 96.6 
(Omagh/Enniskillen), 
971 (Larne), 96.4 
(Limavady), 102.4 
(Londonderry), 103.4 
(Newcastle), 103.1 (south 
Newry), MW 1026 
(Belfast) Music, news 
QFM 96,7 (Belfast), 

102.5 (Bangor), 102.5 
(Carrickfergus), 102.9 
(North West), 97.2 (North 
Coast), 97.6 (Ballycastle), 
107.0 (Mid Antrim), 

107.6 (Larne), 

106.0 (Mid Ulster), 

107.2 (Dungannon), 
106.3 (Maghera), 

101.2 (Tyrone/Fermanagh), 
102.1 (Enniskillen), 


ncluding news at 11.00. news and travel at 10.00. ‘ : 
Phone: met B05555 Phone:03030805555 newspaper noticeapparently | andabroad,featuring BBC Radio Foyle, 8 Northland Road 100.5 (Newry & Mourne), 
Text:81771 Text:81771 written by the murderer. performances andinterviews. | Londonderry BT48 7GD 101.1 (Kilkeel), 
Email: connor@bbc.co.uk Email:nolan@bbc.co.uk Repeated from Saturday 1.05/1.15pm With news at 8.00 and 9.00. Tel: 02871266 522 101.1 (Newcastle) 
Get listings for digital, national and local radio at radiotimes.com/radio/radio-listings 
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RADIO in your area 


Age 41 
Current job 
Presenter of the 
Classic FM early 
breakfast show 


Pie “It's a magical 
show. You're bridging the gap 
between the end of the night and 
the hustle and bustle of the 


dogs or going to the gym. The 
Dawn Chorus (5.15am) is our vocal 
introduction to the day. This week 
I've played something by Tomas 
Luis de Victoria, Billy Joel and Eric 
Whitacre. There's a real breadth.” 
CV Born in Redhill, Surrey, she 
read drama at Hull University, 
which had its own radio studio. “I 

| want to do.” She happened upon 
James O'Brien and Sandi Toksvig 


of. After applying successfully for 
tickets for a show Toksvig couldn't 


in a review. She then became an 
unofficial arts correspondent as 
part of work experience for her 


(Mon-Fri, 4-6am). 


morning, with people walking their 


just thought, ‘This is it. This is what 


on LBC, which she had never heard 


attend, Coward was asked to phone 


master’s degree. In 2005 she 
presented and read the news for 
Kestrel FM in Basingstoke, before 
returning to LBC, where she 
worked in the newsroom. In 2012, 
she was reading the news for 
Classic FM when managing editor 
Sam Jackson asked her, “Ever 
thought about presenting?” 
Social media — yes or no? “Yes. 
Obviously there are caveats. | am 
very careful about how | use social 
media and | have two daughters so 
| am hyper-aware of all the pitfalls.” 
Best moments ‘Alice Cooper is 
my favourite ever interview. He 
was charm personified. And when 
| was at LBC a lady called Dee 
Caffari had broken the record for 
sailing around the world in both 
directions. She said, ‘Tower Bridge 
is being opened for me as a special 
treat. Come on my boat!’” 

Worst moment "It's silly. | love 
Dolly Parton's 9 to 5. At Kestrel | 
would be playing it every other 
day. And then my editor stuck his 
head around the door and said, 
‘We need to have a little chat 
about Dolly Parton..."” 


Face behind the voice — Lucy Coward Classic FM 


Off air Lives in London with her 
daughters, whom she refers to on 
air as “the littles”. She plays 
netball, loves to bake, plays the 
piano and goes to the gym three 
or four times a week. 

First radio memory “Chris Tarrant 
on Capital breakfast. He was funny 
and played everything | wanted to 
hear. When he was live on 
Christmas morning, it made my day.” 
Favourite broadcasters ‘James 
O'Brien. When | was doing work 
experience at LBC, he gave his 
time to talk to me. And Kemi 
Rogers, who presents overnight on 
Capital: | drive to work at 3am and 
for me she's just got the right vibe.” 
Ambition/Dream job “| like asking 
questions and meeting people who 
know more about things than | do. 
So something combining asking 
questions with travel to lovely places 
in the world — that would be great!” 
Secret skills “| can bake a bloody 
good cake. And | can deadlift a lot 
of weight — my personal best is 

88 kilos." DAVID MCGILLIVRAY 


Listen at classicfm.com 


Saturday 


NEWS: SPORT: WEATHER 
hourly 8.00am to12 noon, 6.00pm, 

7.00, 9.00, 10.00, 11.00, 12 midnight 
NEWS HEADLINES 2.00pm, 5.00 
6.30am Out of Doors 

Mark Stephen and Rachel 
Stewart with stories from the 
great outdoors. 

Email: outofdoors@bbc.co.uk 

8.00 Good Morning Scotland 
The latest news from home and 
abroad, alongwithregular sport, 
traveland weather updates. 


10.00 Shereen 

Shereen Nanjianiand guests 
withaunique take onthe 
things getting Scotland talking 
this Saturday morning. 


11.30 Breaking the News 
Des Clarke hosts the award- 
winning comedy news quiz. 
Repeated from yesterday 

12.00 Off the Ball 

Football forum with light- 
hearted features and 
competitions, the most petty 
andill-informed football show 


onradio. Text 80295. 
Email: offtheball@bbc.co.uk 
Phone:08085 9295 00 


2.00pm Sportsound 
Comprehensive coverage of 
Scottish sport, including live 
commentary, breaking news, 
interviews, analysis and 
discussion. Text 80295. 
@BBCSportsound on social media 
Email: sportsound@bbc.co.uk 
5.30 Sportsound 
Comprehensive coverage of 
Scottish sport, including live 
commentary, breaking news, 
interviews, analysis and 
discussion. Text 80295. 


@BBCSportsound on social media 


7.00 Take the Floor 

Gary Innes presents traditional 
music including aband session 
anda chat with special guests. 
Email:takethefloor@bbc.co.uk 

9.00 Piping Sounds 

Carrie MacNeil presents pipe 
music from Scotland and 
around the world. 


10.00 Billy Sloan 

Avaried selection of music 
fromthe rich history of 
Scotland's - andthe rest of the 
world's —rock and pop. 


1.00am The Piping Season 
Gary West follows the fortunes 
of players at some of 
Scotland's top piping 
competitions and explores 
some of the fundamental 
ingredients which make the 
piping world so special. 
1.55am-7.00 as Radio5 Live 


NEWS: SPORT: WEATHER 
hourly 6.00am to 9.00, 11.00, 12 noon, 
2.00pm, 5.00, hourly 7.00 to 11.00 
7.00am New Every Sunday 
Acts of worship from different 
churches around Scotland. 


7.30 Our Scotland 
Communities around Scotland 
tellthe stories that matter to 
them. With Mark Stephen. 


8.00 Sunday Morning 

Music and conversation witha 
faith and ethical perspective, 
looking back at the week's 
events to ask what they say 
about people's beliefs. 

10.00 The Sunday Show 
Martin Geissler and Fiona 
Stalker discuss the major 
issues of the week. 


12.00 Off the Ball 

Football forum with light- 
hearted features and 
competitions, the most petty 
andill-informed football show 
onradio. Text 80295. 

Email: offtheball@bbc.co.uk 
Phone:08085 929500 

1.30pm Sportsound 
Comprehensive coverage of 
Scottish sport including 

ive and exclusive 
commentary, breaking news, 
interviews, analysis and 
discussion. Text 80295. 
@BBCSportsound on social media 
Email: sportsound@bbc.co.uk 
5.00 Your Requests with 
Gary Innes 

Gary shares listeners’ 
messages and dedications 
and plays favourite Scottish 
music requests. 


7.00 Classical Now 

The Royal Conservatoire of 
Scotland's Big Guitar weekend 
kicks off next month and 
Jamie MacDougall plays 
music from one of this year's 
performers, the award winning 
Sean Shibe. Jamie also 
continues exploring the latest 
season launches in the classical 
music world, from the Dunedin 
Consort and Scottish Opera. 
9.00 lain Anderson 
laininvites listeners toendthe 
day inthe company of the 
songwriting masters of 
country, folk, blues and soul. 
11.00 Seven Days 

The news, sport and 
entertainment stories 
explained and analysed. 

12 midnight-6.00am 

as Radio 5 Live 


NEWS: SPORT: WEATHER 
hourly 6.00am to 8.00, 10.00 to 5.00pm, 
7.00, 8.00, 10.00, 11.00 

LOCAL NEWS Dumfries, Aberdeen, 
Inverness, Selkirk: 6.30am, 7.30, 

8.30, 12.30pm, 4.30, 5.30; 
Orkney:7.30am, 12 noon, 6.00pm; 
Shetland:12.30pm, 5.30, 6.00 
6.00am Good Morning 
Scotland 

The latest news from home 
and abroad. With travel 
reports every 15 minutes, 
business updates at 7.45 and 
8.45, weather reports at 7.29 
and 7.59, and sports reports at 
7.08, 7.35, 8.08 and 8.35. 


9.00 Mornings 

Kaye Adams gets to the heart 
of thenews and offers listeners 
the chance tohave their say. 


12.00 Lunchtime Live 
News updates from Scotland 
and beyond, plus lunchtime 
sport, travel and weather. 


1.30pm The Afternoon Show 
Janice Forsyth presents a 
Scottish arts, entertainment 
and music round-up. 


4.00 Drivetime 

Breaking down talking points 
withcomment and opinion, 
plus sport, travel and weather. 


6.00 Get It On... 

with Bryan Burnett 
Essential music chosen by 
listeners. Text 80295. 

Email: getiton@bbc.co.uk 

8.00 Vic Galloway 

Vic introduces new releases 
from Scotland's alternative 
artists, andclassic album cuts 
alongside live session tracks. 
Text 80295. 


Email: vicgalloway@bbc.co.uk 


BBC Radio Scotland 


10.00 lain Anderson 
laininvites listeners to endthe 
day inthe company of the 
songwriting masters of 
country, folk, blues and soul. 


12 midnight-6.00am 
as Radio 5 Live 


NEWS: SPORT: WEATHER: 
LOCAL NEWS as Monday 

6.00am Good Morning 
Scotland 

The latest news from home 
and abroad. With travel 
reports every 15 minutes, 
business updates at 7.45 and 
8.45, weather reports at 7.29 
and 7.59, and sports reports at 
7.08, 7.35, 8.08 and8.35. 


9.00 Mornings 
Presented by Kaye Adams. 


12.00 Lunchtime Live 
News updates from Scotland 
and beyond, plus lunchtime 
sport, travel and weather. 


1.30pm The Afternoon Show 
Janice Forsyth presents a 
Scottish arts, entertainment 
andmusicround-up. 


4.00 Drivetime 

Breaking down the day’s 
talking points with comment 
and opinion, plus sport, travel 
and weather. 


FM only 

6.00 Get It On... 

with Bryan Burnett 
Bryan presents a selection of 
essential music chosen by 
listeners. Text 80295. 

Email: getiton@bbc.co.uk 

Radio Scotland Extra 
6.00-10.30 Sportsound 
Comprehensive coverage of 
Scottish sport including live 
commentary, breaking news, 
interviews, analysis and 
discussion. Text 80295. 
@BBCSportsound on social media 
FM only 

8.00 Another Country 
with Ricky Ross 

New andclassic Country and 
Americana music. 


FMonly until10.30 
10.00pm Roddy Hart 
Aninviting mix of new music 
and back-catalogue selections. 


12 midnight-6.00am 
as Radio 5 Live 


Wednesday 


NEWS: SPORT: WEATHER: 
LOCAL NEWS as Monday 

6.00am Good Morning 
Scotland 

The latest news from home 
and abroad. With travel 
reports every 15 minutes, 
business updates at 7.45 and 
8.45, weather reports at 7.29 
and 7.59, and sports reports at 
7.08, 7.35, 8.08 and 8.35. 


9.00 Mornings 
Presented by Kaye Adams. 


12.00 Lunchtime Live 
News updates from Scotland 
and beyond, plus lunchtime 
sport, travel and weather. 


1.30pm The Afternoon Show 
Michelle McManus presents a 
Scottish arts, entertainment 
and musicround-up. 


4.00 Drivetime 
The day's talking points, plus 
sport, travel and weather. 


FMonly from 7.00 

6.00 Get It On... 

with Bryan Burnett 
Essential music chosen by 
listeners. Text 80295. 
Email: getiton@bbc.co.uk 


Radio Scotland Extra 
7.00-10.30 Sportsound 
Comprehensive coverage of 
Scottish sportincluding 
livecommentary, breaking 
news, interviews, analysis and 
discussion. Text 80295. 
@BBCSportsound on social media 
Email: sportsound@bbc.co.uk 

FM only 

8.00 The Quay Sessions 
with Roddy Hart 

Live performances captured in 
front of an audience at BBC 
Radio Scotland's Pacific Quay. 


FMonly until 10.30 
10.00pm Vic Galloway 
Newreleases from alternative 
artists, classic album cuts and 
live sessiontracks. Text 80295. 
Repeated from Monday 8pm 

Email: vicgalloway@bbc.co.uk 

12 midnight-6.00am 

as Radio 5 Live 


Thursday 


NEWS: SPORT: WEATHER: 
LOCALNEWSas Monday 

6.00am Good Morning 
Scotland 

News from home and abroad. 
Withtravel reports every 15 
minutes, business updates at 
7.45 and 8.45, weather at 
7.29 and 7.59, andsport at 
7.08, 7.35, 8.08 and 8.35. 


9.00 Mornings 

Stephen Jardine gets to the 
heart of the news and offers 
listeners the opportunity to 
have their say. 


12.00 Lunchtime Live 
News updates, plus lunchtime 
sport, travel and weather. 


1.30pm The Afternoon Show 
Michelle McManus presents a 
Scottish arts, entertainment 
and music round-up. 


FMonly from 5.00 

4.00 Drivetime 

The day's talking points, plus 
sport, travel and weather. 


Radio Scotland Extra 
5.00-10.30 Sportsound 
Comprehensive coverage of 
Scottish sportincluding 
livecommentary, breaking 
news, interviews, analysis and 
discussion. Text 80295. 
@BBCSportsound on social media 
Email: sportsound@bbc.co.uk 

FM only 

6.00 Get It On... 

with Bryan Burnett 
Essential music. Text 80295. 
Email: getiton@bbc.co.uk 

FM only 

8.00 Travelling Folk 
AnnaMassie with folk and roots 
music from around the world. 
FMonly until 10.30 
10.00pm Natasha 

Raskin Sharp 

Aneclectic selection of music. 


12 midnight-6.00am 
as Radio 5 Live 
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NEWS: SPORT: WEATHER: 
LOCAL NEWS as Monday 

6.00am Good Morning 
Scotland 

News from home and abroad. 
Withtravel reports every15 
minutes, business updates at 
7.45 and 8.45, weather at 
7.29 and 7.59, and sport at 
7.08, 7.35, 8.08 and 8.35. 


9.00 Mornings 
With Stephen Jardine. 


12.00 Lunchtime Live 
News updates, plus lunchtime 
sport, travel and weather. 


1.30pm Breaking the News 
Des Clarke hosts the news quiz. 


2.00 The Afternoon Show 
Nicola Meighan presents ideas 
forthingstodo around Scotland. 


4.00 Drivetime 
The day's talking points. 


6.00 Grant Stott's Vinyl 
Collective 

Celebrating the vinyl revival with 
classicrecords andnew releases. 


8.00 BBC Introducing 

in Scotland 

Phoebe I-Hand Shereen 
Cutkelvin present unsigned, 
undiscovered and under-the- 
radar music from Scotland. 


10.00 Ashley Storrie 

The comedian presents a 
hand-picked playlist, lively 
chat andlistener interaction. 


1.00am The Missing 
Madonna 

1/9. Delving into the theft of 
the Madonna of the 
Yarnwinder in 2003. 

1.20 2/9, Asthe news breaks 
of the daring heist, police and 
press descend upon 
Drumlanrig Castle. 

1.45 3/9. The Madonna 
surfaces in Liverpool andtwo 
local Pls spot the opportunity 
of alifetime. Robbie Graham 
and Jackie Doyle begin to 
bring together their team to 
get the painting back. 

2.10 4/9, The plantorescue 
The Madonna gets very real. 
Acrunch meeting brings 
Robbie and his team tothe 
point of noreturn. 

2.35 5/9. Amansits 
nervously in acar. Willhe 

get the The Madonna back, or 
abulletinthe head? 

2.50 6/9. Awarninglight, a 
nail-biting wait and an Act of 
God derail the team’s plans. 
But is it always darkest 
before the dawn? 

3.10 7/9. The lives of the 
Graham family come crashing 
down. Andrevelations from 
Marshall Ronald and John 
Craig seem to seal their fate. 
3.40 8/9, Startlingnew 
evidence comes tolight and 
while the story looks to have 
been all wrapped up, Olivia 
comes across anewlead. 
4.05 9/9. Awholenewstory 
of the theft of The Madonna of 
the Yarnwinder emerges. 


4.40am-6.00 as Radio5 Live 
BBC Radio Scotland 

40 Pacific Quay 

Glasgow G511DA 
bbc.co.uk/radioscotland 


Local programmes 


ORKNEY 


Weekdays 


6.00pm-7.00 

Mon: Tullimentan: Arts show; 
Tue/Thu: As Radio Scotland; 
Wed: Saltfish Sessions; 

Fri: Friday Requests 

PHONE: 01856 873939 

EMAIL: radio.orkney@bbc.co.uk 


SHETLAND 


Weekdays 


5.30pm Good Evening 
Shetland: news and features 
from around theisles 


6.00-7.00 Mon: Wir Kinda 
Country; Tue: Retro Radio; 
Wed: In Conversation; 

Thu: Beyond the Briggistanes; 


Fri: Give Us a Tune 
PHONE: 01595 694747 
EMAIL: radio.shetland@bbc.co.uk 


Gaidheal 
Mar Radio Albaach: 
Disathairne 


9,00am Spors na Seachdain 
Spors ionadail, naiseanta agus 
bhoair feadh ant-saoghail 
comhlari Alasdair Maclllinnein. 
POST DEALAIN: sns@bbc.co.uk 
FONANASGAIDH:08000967050 
10.00 Failt’ air an Duthaich 
Taghadh de cheol duthchail 
seanis ur. 


11.00 Tiompan 

Cedl Ceilteach, claran Ura agus 
fios mucdthacluich caitele 
Mairead Niclllinnein. 


12.00-1.00 Oran Annad 

Tha Gillebride MacllleMhaoil a’ 
toirt aithne dhana 
h-oranaicheanath' air abhith 
a’ cruthachadh orain Uraann 
an Gaidhlig. 

Didomhnaich 


9,00am Déanamaid Adhradh 
Seirbheis Ghaidhlig. 
ath-chraoladh aig 3pm 

9.30 Alleluia 

Laoidhean, leughaidhean 
agus smuaintean. (ath-chraoladh) 


10.00 Teant, Tion agus Eich 

Ep3.Cathy Laingaginnsemun 
teaghlach luchd-siubhailaice a’ 
dol muchuairt Vibhist sna 50an. 


10.30 Crunluath 

Taghadh de ched! na pioba. 
ath-chraoladh Diardaoin aig 3.30pm 
12.00 Naoi gu Deich 
Comhradh, deasbad, cultur 
agus cur-seachadan. 


1.00pm SpeakGaelic 
Podcast do luchd- 
ionnsachaidh na Gaidhlig 
ceangailte ris ant-sreath 
SpeakGaelic air BBC Alba. 


1.30 An Litir Bheag 

Litir Bheag na seachdain sale 
Ruairidh Macllleathain. Litir 
aireamh 962. 


1.35 SpeakGaelic 

Podcast doluchd-ionnsachaidh 
na Gaidhlig ceangailte ris an 
t-sreath SpeakGaelic air 

BBC Alba. (ath-chraoladh) 


1.55 Litir do Luchd- 
ionnsachaidh 

Litir do Luchd-ionnsachaidh le 
Ruairidh Macllleathain. 

Litir aireamh1266. 


Saturday 21-Friday 27 October 


2.00 Gleus 

Fuinn, coisirean agus orain bho 
shaoghal cedl clasaigeach 
agus eile, le lain Moireach. 


3.00 Déanamaid Adhradh 


3.30-4.00 Roghais Tagha 
Taghadh aprogramanna 
seachdain air athoirt thugaibh 
le Anna NicnaCeardaich. 
ath-chraoladh aig 9.30pm 

9.00 Déanamaid Adhradh 
Tasglann 


9.30-10.00 Roghais Tagha 
Taghadh aprogramanna 
seachdain air athoirt thugaibh 
le Anna Nicna Ceardaich. 


Diluain 

7.30am Aithris na Maidne 
Naidheachdanionadail, 
naiseantais eadar-naiseanta 
gach madainn. 


9.00 Naoi gu Deich 
Comhradh, deasbad, cultur 
agus cur-seachadan. 
ath-chraoladh aig10.25pm 

10.00 A’ Mire ri Moir 
Thaibeachdail, thaibeothail 
agus thai feitheamh ribhle 
taghadh ciuil. 

12.00 Feasgar an-diugh 
Naidheachdan, comhradh, 
spors, cedl agus fealla-dha. 
ath-chraoladh aig 9pm 

1.30pm Caithream Ciuil 

Cedl Gaidhealach's Ceilteach 
agus fiosrachadh air natha dol 
agaibhse gach feasgar. 

POST DEALAIN: dethadol@bbc.co.uk 
3.30 Teant, Tion agus Eich 
Ep 4. Cathy Laingaginnsemun 
teaghlach luchd-siubhailaice a’ 
dol muchuairt Uibhist sna 50an. 
ath-chraoladh Diciadain aig 8pm 
4.00 Failt' air an Duthaich 


5.00 Aithris an Fheasgair 
Naidheachdan naiseantais 
ionadailo Dhiluain gu Dihaoine. 


5.30 Siubhal gu Seachd le 
Pluto 

Cel, fealla-dha agus suil air 
spors ionadail, naiseanta agus 
eadar-naiseanta. 

POST DEALAIN: pluto@bbc.co.uk 
FON AN ASGAIDH:08000 967050 
7.00 Cruinn 

Cedl, amaideas's na beachdan 
agaibh air cuspaireana’ la 
airsonur cuir annasunnd 
airsonna seachdain. 


9.00 Feasgar an-diugh 
Naidheachdan, comhradh, 
spors, cedl agus fealla-dha. 


10.25-11.25 Naoi gu Deich 
Dimairt 
7.30am Aithris na Maidne 


9.00 Naoi gu Deich 
Comhradh, deasbad, cultur 
agus cur-seachadan. 
ath-chraoladh aig10.25pm 

10.00 A’ Mire ri Moir 
Thaibeachdail, thai beothail 
agus thai feitheamh ribh le 
taghadh ciuil. 


12.00 Feasgar an-diugh 
Naidheachdan, comhradh, 
spors, cedl agus fealla-dha. 
ath-chraoladh aig 9pm 

1.30pm Caithream Ciuil 

Cedl Gaidhealach's Ceilteach 
agus fiosrachadh air natha dol 


agaibhse gach feasgar. 
POST DEALAIN: dethadol@bbc.co.uk 


3.30 Sporscast 
Acomhradhrimeasgachadh 
de dhaoine's iad ag innis mun 
phairt athaspors acluich 
nam beatha. 


4.00 Oran Annad 

Tha Gillebride MacllleMhaoil a’ 
toirt aithnedhana 
h-oranaichean ath’ air abhith 
a’ cruthachadh orain Uraann 
an Gaidhlig. (ath-chraoladh) 
ath-chraoladh a'maireach aig 7pm 
5.00 Aithris an Fheasgair 
Naidheachdan naiseanta is 
ionadailo Dhiluain gu Dihaoine. 


5.30 Siubhal gu Seachd le 
Pluto 
Cel, fealla-dha agus sil air 
sporsionadail, naiseanta agus 
eadar-naiseanta. 

POST DEALAIN: pluto@bbc.co.uk 
FONANASGAIDH: 08000967050 
7.00 Rapal 
Orain Ura guleor. 


POST DEALAIN: rapal@bbc.co.uk 
FON AN ASGAIDH: 08000 967050 


9.00 Feasgar an-diugh 
10.25-11.25 Naoi gu Deich 


Diciadain 


7.30am Aithris na Maidne 
Naidheachdan ionadail, 
naiseantais eadar-naiseanta 
gach madainn. 


9.00 NaoiguDeich 
Comhradh, deasbad, cultur 
agus cur-seachadan. 
ath-chraoladh aig10.25pm 
10.00 A’ Mire ri Moir 
Thaibeachdail, thaibedthail 
agus thaifeitheamhribhle 
taghadh citiil. 

12.00 Feasgar an-diugh 
Naidheachdan, comhradh, 
spors, cedl agus fealla-dha. 
ath-chraoladh aig 9pm 

1.30pm Caithream Citil 
Cedl Gaidhealach's Ceilteach 
agus fiosrachadh air natha dol 
agaibhse gach feasgar. 

POST DEALAIN: dethadol@bbc.co.uk 
3.30 SpeakGaelic 
Podcast doluchd- 
ionnsachaidh na Gaidhlig 
ceangailte ris ant-sreath 
SpeakGaelic air BBC Alba. 
(ath-chraoladh) 

ath-chraoladh aig 8.30pm 

4.00 Gleus 

Fuinn, coisirean agus Orain bho 
shaoghal ceo! clasaigeach 
agus eile, le lain Moireach. 
(ath-chraoladh) 


5.00 Aithris an Fheasgair 
Naidheachdan naiseanta is 
ionadail o Dhiluain gu 
Dihaoine. (ath-chraoladh) 


5.30 Siubhal gu Seachd le 
Pluto 

Ceol, fealla-dha agus stil air 
sporsionadail, naiseanta agus 
eadar-naiseanta. 


POST DEALAIN: pluto@bbc.co.uk 
FON ANASGAIDH: 08000 967050 


7.00 Oran Annad 

8.00 Teant, Tion agus Eich 
Ep 4. Cathy Laingaginnse mun 
teaghlach luchd-siubhailaice a’ 
dol muchuairt Vibhist sna 50an. 
8.30 SpeakGaelic 

9.00 Feasgar an-diugh 


Naidheachdan, comhradh, 
spors, cedl agus fealla-dha. 


10.25-11.25 Naoi gu Deich 


Diardaoin 


7.30am Aithris na Maidne 
Naidheachdanionadail, 
naiseantais eadar- 
naiseanta gach madainn. 


9.00 Naoigu Deich 
Comhradh, deasbad, cultur 
agus cur-seachadan. 
ath-chraoladh aig10.25pm 
10.00 A’ Mire ri Moir 
Thaibeachdail, thai bedthail 
agus thai feitheamh ribhle 
taghadh citil. 

12.00 Feasgar an-diugh 
Naidheachdan, comhradh, 
spors, cedl agus fealla-dha. 
ath-chraoladh aig 9pm 

1.30pm Caithream Ciuil 
Ceol Gaidhealach's Ceilteach 
agus fiosrachadh air natha 
dol agaibhse gach feasgar. 
POST DEALAIN: dethadol@bbc.co.uk 
3.30 Criiniuath 

Taghadh de ched! na pioba. 


5.00 Aithris an Fheasgair 
Naidheachdan naiseanta is 
ionadailo Dhiluain gu Dihaoine. 


5.30 Siubhal gu Seachd le 
Pluto 

Cel, fealla-dha agus suil air 
spors ionadail, naiseanta 
agus eadar-naiseanta. 

POST DEALAIN: pluto@bbc.co.uk 
FONANASGAIDH: 08000 967050 
7.00 Sporscast 
Acomhradhrimeasgachadh 
de dhaoine'siadag innis 
mun phairt athasporsa 
cluichnam beatha. 

7.30 Mo Chuairt Ciuil 
Suilair nah-drain agus an cel 
athaair buaidh athoirt air 
beatha aoigh na seachdain. 
ath-chraoladha'maireach aig 3.30pm 


9.00 Feasgar an-diugh 
10.25-11.25 Naoi gu Deich 


Dihaoine 


7.30am Aithris na Maidne 


9.00 Naoigu Deich 
Comhradh, deasbad, cultur 
agus cur-seachadan. 
ath-chraoladh aig12.00 
10.00 A’ Mire ri Moir 


12.00 Feasgar an-diugh 
Naidheachdan, comhrach, 
spors, cedl agus fealla-dha. 
1.30pm Caithream Ciuil 
Ced!Gaidhealach's Ceilteach 
agus fiosrachadh air natha 
dol agaibhse gach feasgar. 
POST DEALAIN: dethadol@bbc.co.uk 
3.30 Mo Chuairt Ciuil 


5.00 Aithris an Fheasgair 
Naidheachdan naiseanta is 
ionadailo Dhiluain gu Dihaoine. 


5.30 Roghais Tagha 


6.00 Na Durachdan 

Cedl, orainis fealla-dha 
comhlariMairead Niclllinnein 
agus Muireall Urchardan.Ma 
tha sibhairson duine 
ainmeachadh cuiribh ur 
durrachdangu08000967050 
neogudurachdan@bbc.co.uk. 
9.00 Mac’ille Mhicheil 
Cuiridh lain Mac'illeMhicheil 
isachuidaoigheanandeireadh 
seachdain air achasan. 
11.00 Tiompan 


12.00-12.55am 
Naoigu Deich 


Frequencies 


BBC Radio 1* FM97.7-99.7 
BBC Radio 2*FM881-901 
BBC Radio 3* FM90.3-92.3 
BBC Radio 4FM 94.6-961, 
103.5-104.9, LW198, MW1449 
(Aberdeen, LW progs) 

BBC Radio 5 Live MW 693, 909 
BBC Radio Scotland 
FM92.5-94,7 

BBC Radio Scotland Extra 
MW 810 

BBC Radio nan Gaidheal 
FM103.5-104.9 (carries R4 in 
some parts) 

Classic FM999-1019 
Talksport MW1053, 1089 
Above stations also on Freeview 
(*not Sat 4pm-lam, Sun 4pm- 
12 midnight, weekdays 5pm- 

12 midnight), plus satellite, cable, 
internet and DAB (Radio Scotland 
Extra service only). 


Local 


Argyll FM 106.5, 10711, 107.7 
(Campbeltown) 

BBC CumbriaFM 95.6 (Carlisle), 
96.1 (Morecambe Bay), 95.2 
(Kendal), 104.1 (Whitehaven/ 
Keswick), 104.2 (Windermere), 
MW 756 (Carlisle), 

837 (Barrow-in-Furness) 

Capital 106.1 (Glasgow), 

105.7 (Edinburgh) 

Central FM10311(Stirling/ 
Falkirk/Clackmannanshire) 
Clyde 1FM102.3 (Rothesay), 
102.5 (Glasgow), 103.3 (Firth of 
Clyde), 97 (Vale of Leven) 

Forth 1FM 97.3, 97.6 (Edinburgh), 
102.2 (Penicuik) 

Greatest Hits RadioF M96.4 
(Carlisle), 96.8 (Selkirk), 

97 (Dumfries), 102.2 (Workington), 
102.3 (Berwick), 102.5 (Penrith), 
103.1 (Peebles), 103.4 (Eyemouth/ 
Whitehaven), MW 1035 
(Ayrshire), 107 (North of 
Scotland), 1152 (Glasgow & the 
West), 1161 (Dundee/Perth), 1548 
(Edinburgh, the Lothians, Fife & 
Falkirk), DAB (North East Scotland) 
Heart FM100 (Vale of Leven), 
101.1 (Edinburgh/Rosneath), 
100.3 (Glasgow), 103.3 (Penicuik) 
Heartland FM 

97.5 (Pitlochry/ Aberfeldy) 

Isles FM103 (Western Isles) 
Kingdom FM105.4 (St Andrews), 
106.3 (The East Neuk), 95.2 
(West Fife), 96.1 (Central & East 
Fife), 96.6 (Kirkcaldy) 
Lochbroom FM 102.2 (Ullapool), 
96.8 (North West Scotland) 
Mearns FM1051.1(Portlethen), 
105.7 (Stonehaven), 

106.2 (Inverbervie), 

107.3 (Laurencekirk) 

MFRFM 96.6 (Speyside), 

9677 (Fraserburgh/Wick), 

97.4 (Highlands/Moray/ 
Aberdeenshire), 

102.5 (Caithness), 102.8 (Keith) 
Nation FM 96.3 (Glasgow), 
106.9 (Helensburgh), 

103 (Dumbarton) 

Nevis FM 96.6 (Fort William), 

97 (Glencoe), 102.4 (Loch Leven), 
102.3 (Skye & Mallaig) 
Northsound1FM96.9 (Aberdeen), 
97.6 (Balgownie), 103 (Peterhead) 
Oban FM 103.3 

Original FM 106 (Aberdeen) 
SIBC FM 96.2 (Bressay), 

102.2 (Shetland) 

Skye 106.2, 102.7 
(Skye/Lochalsh) 

Smooth Radio 

FM105.2 (Glasgow) 

Tay FM MW102.8 (Dundee), 
96.4 (Perth) 

Two Lochs FM106.6 (Loch Ewe), 
106 (Gairloch) 

Wave FM102 (Dundee) 

Waves Radio FM101.2 
(Peterhead/Fraserburgh) 

West FM 9677 (Ayrshire), 

97.5 (Girvan), 106.7 (Rothesay) 
West Sound FM97 (Dumfries), 
103 (Kirkcudbright), 

96.5 (Stranraer) 


Get listings for digital, national and local radio at radiotimes.com/radio/radio-listings 
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WHAT IS 
AVAXHOME ? 


the biggest Internet portal, 
providing you various content: 
GM Obrand new books, trending movies, 
fresh magazines, hot games, 
recent software, latest music releases. 


Unlimited satisfaction one low price 
Cheap constant access to piping hot media 
Protect your downloadings from Big brother 

Safer, than torrent-trackers 


18 years of seamless operation and our users’ satisfaction 


All languages 
Brand new content 
One site 


AvaxHome - Your End Place 


We have everything for all of your needs. Just open https://avxlive.icu 


LOCAL 


RADIO in your area 


Face behind the voice — Lucy Coward Classic FM 


Age 41 

Current job 
Presenter of the 
Classic FM early 
breakfast show 
(Mon-Fri, 4-6am). 
Pie “It's a magical 
show. You're bridging the gap 
between the end of the night and 
the hustle and bustle of the 
morning, with people walking their 
dogs or going to the gym. The 
Dawn Chorus (5.15am) is our vocal 
introduction to the day. This week 


I've played something by Tomas 
Luis de Victoria, Billy Joel and Eric 
Whitacre. There's a real breadth.” 
CV Born in Redhill, Surrey, she 
read drama at Hull University, 
which had its own radio studio. “I 
just thought, ‘This is it. This is what 


mw 


| want to do.” She happened upon 
James O'Brien and Sandi Toksvig 
on LBC, which she had never heard 
of. After applying successfully for 
tickets for a show Toksvig couldn't 
attend, Coward was asked to phone 


master’s degree. In 2005 she 
presented and read the news for 
Kestrel FM in Basingstoke, before 
returning to LBC, where she 
worked in the newsroom. In 2012, 
she was reading the news for 
Classic FM when managing editor 
Sam Jackson asked her, “Ever 
thought about presenting?” 
Social media — yes or no? “Yes. 
Obviously there are caveats. | am 
very careful about how | use social 
media and | have two daughters so 
| am hyper-aware of all the pitfalls.” 
Best moments ‘Alice Cooper is 
my favourite ever interview. He 
was charm personified. And when 
| was at LBC a lady called Dee 
Caffari had broken the record for 
sailing around the world in both 
directions. She said, ‘Tower Bridge 
is being opened for me as a special 
treat. Come on my boat!’” 

Worst moment "It's silly. | love 
Dolly Parton's 9 to 5. At Kestrel | 
would be playing it every other 
day. And then my editor stuck his 


Off air Lives in London with her 
daughters, whom she refers to on 
air as “the littles”. She plays 
netball, loves to bake, plays the 
piano and goes to the gym three 
or four times a week. 

First radio memory “Chris Tarrant 
on Capital breakfast. He was funny 
and played everything | wanted to 
hear. When he was live on 
Christmas morning, it made my day.” 
Favourite broadcasters ‘James 
O'Brien. When | was doing work 
experience at LBC, he gave his 
time to talk to me. And Kemi 
Rogers, who presents overnight on 
Capital: | drive to work at 3am and 
for me she's just got the right vibe.” 
Ambition/Dream job “| like asking 
questions and meeting people who 
know more about things than | do. 
So something combining asking 
questions with travel to lovely places 
in the world — that would be great!” 
Secret skills “| can bake a bloody 
good cake. And | can deadlift a lot 
of weight — my personal best is 


in a review. She then became an 
unofficial arts correspondent as 
part of work experience for her 


head around the door and said, 
‘We need to have a little chat 
about Dolly Parton... 


88 kilos.” DAVID MCGILLIVRAY 


mw 


Listen at classicfm.com 


Saturday 


NEWS: hourly 7.00am to 2.00pm, 
plus 5.00pm 

WEATHER: after most news bulletins 
HILL FORECAST: 6.59am 
5.00am Vicki Blight 

Music and chat. 


7.00 Radio Wales Breakfast 
The latest news, travel and 
weather, with Oliver Hides. 


9.00 Money for Nothing 
Dedications and song requests 
fromthe1950s tothe 80s. 
Phone: 03700100110 

11.30 Carol Vorderman 

Music, guests and conversation. 


2.00pm Radio Wales Sport 
Live commentary of the big 
Welsh games of the day, 
followed at 5.00 by around-up 
of the day's sporting action 
withresults and analysis. 


5.30 Call Rob Phillips 
Have your say onthe day's 
sporting action. 


7.00 Bethan Elfyn 
Featuring the Wales Mix 
and aguest DJ Takeover. 


10.00 BBC Introducing 

with Adam Walton 

Adam examines the influence 
andinspiration of Elliott 
Smith's music, ina programme 
commemorating the 20th 
anniversary of his death. 


1.00am-6.00 as Radio 5 Live 
Sunday 


NEWS: hourly 7.00am to 6.00pm 
WEATHER: after most news bulletins 
HILL FORECAST: 6.58am 

6.00am Radio Wales 

Arts Show 

Thecurrent arts scene in Wales. 
Repeated Monday 6.30am 


6.30 Science Café 

Adam Walton explores projects 
working to make scientific 
research more accessible, 
regardless of astudent’s social 
background or disability. 
Repeated from last Tuesday 

7.00 Country Focus 

Rural affairs programme for 
those working in, living in or 
visiting the Welsh countryside. 
Repeated Wednesday 6.30pm 

and Thursday 6.30am 

7.30 Celebration 

Service of Christian worship. 
Repeated at 7.30pm 

8.00 Sunday Supplement 
Political news, discussions 
andanalysis, plus around-up 
of the Sunday papers with 

our guest reviewers. 


9.00 All Things Considered 
Religious affairs programme, 
tackling the issues of the day in 
athought-provoking manner. 
Repeated Friday 6.30am 

Email: religion.wales@bbc.co.uk 
9.30 Bronwen Lewis 

Music and guests. 


11.00 Owen Money's Solid 
Gold Sunday 
Hits from the 1960s and 70s. 


1.00pm 80s and 90s withH 
Featuring music and guests 
fromthe1980s and 90s. 


3.00 Lynn Bowles 
Music, entertainment, and 
guests for Sunday afternoon. 


5.00 Roy Noble 

Classic songs and conversation. 
Email: roy.noble@bbc.co.uk 

7.00 When Hoover Sneezed 
Howthe Hoover factory shaped 


post-war Merthyr for 75 years. 
Repeated from last Monday 


7.30 Celebration 

Service of Christian worship. 
Repeated from 7.30am 

8.00 Celtic Heartbeat 
Frank Hennessy presents 
the best in folk, roots and 
acoustic music from the 
Celtic countries and beyond. 


10.00 Beverley’'s 

World of Music 
Broadcaster Beverley 
Humphreys introduces a 
selection of popular songs 
from stage and screen. 


1.00am-6.00 as Radio 5 Live 
Monday 


NEWS: hourly 6.00am to10.00pm 
WEATHER: after most news bulletins 
6.05am Wake Up with 
Radio Wales 

Music tostart the day. 


6.30 Radio Wales Arts Show 
The current arts scene in Wales. 
Repeated from yesterday 6am 

7.00 Radio Wales Breakfast 
The latest news, travel and 
weather, presented by Dot 
Davies and James Williams. 


9.00 Wynne Evans 

Music and chat where the 
listeners are the stars of the 
show. Featuring Soundtrack 


Stories and Mystery Voice. 
Phone: 03700100110 

Text: 81012 

Email: wynne@bbc.co.uk 

Tweet: @bbcradiowales 


12.00 The Phone-in 
With Jason Mohammad. 


2.00pm Behnaz Akhgar 
Celebrity guests, TV Turn Ons, 


and music quiz Backtracks. 
Phone: 03700100110. 

Text: 81012 

Tweet: @bbcradiowales 


5.00 Radio Wales Drive 
Allyouneedtoknowas youhead 
home, with Claire Summers. 


6.30 Radio Wales Rewind 
Huw Stephens introduces 
archive interviews with 
Hollywood stars in Wales, 
including Richard Burton, 
Bette Davis, Joan Collins, 
Shirley Bassey, Marlene 
Dietrich, Bob Hope and 
Anthony Hopkins. 
Repeated tomorrow 6.30am 
7.00 Huw Stephens 
Featuring the Artist of the 
Week andnewmusic. 


10.00 Eleri Sién 
Music and chat. 


12.00 Relax with Radio Wales 
Classicandcontemporary tunes. 


1.00am-6.00 as Radio 5 Live 
Tuesday 


NEWS AND WEATHER:as Monday 


6.05am Wake Up with 
Radio Wales 
Music tostart the day. 


6.30 Radio Wales Rewind 
Huw Stephens introduces 
archive interviews with 
Hollywood stars in Wales. 
Repeated from yesterday 6.30pm 
7.00 Radio Wales Breakfast 
The latest news, travel and 
weather, presented by Dot 
Davies and James Williams. 


9,00 Wynne Evans 

Music and chat where the 
listeners are the stars of the 
show. Featuring Soundtrack 


Stories and Mystery Voice. 
Phone:03700100 110 

Text: 81012 

Email: wynne@bbc.co.uk 

Tweet: @bbcradiowales 


BBC Radio Wales 


12.00 The Phone-in 
With Jason Mohammad. 


2.00pm Behnaz Akhgar 
Celebrity guests, advice, and 
music quiz Backtracks. 


5.00 Radio Wales Drive 
Claire Summers andthe team 
with everything youneed to 
knowas you head home. 


6.30 Science Café 

Adam Walton explores the 
science behind Doctor Whowith 
the help of podcasters Karen 
Collins and Emma Brisdion. 
Repeated tomorrow 6.30am 

South West FM/DAB only 
7.00-10.00 Radio Wales Sport 
Swansea City v Watford, 
action fromthe Championship 
match at the Swansea.com 
Stadium (kick-off 7.45). 


7.00 Huw Stephens 
Featuring the Artist of the 
Week andnew music. 


10.00 Eleri Si6n 
Music and chat. 


12.00 Relax with Radio Wales 
Classicandcontemporary tunes. 


1.00am-6.00 as Radio 5 Live 
Wednesday 


NEWS AND WEATHER: as Monday 


6.05am Wake Up with 
Radio Wales 
Music to start the day. 


6.30 Science Café 

Adam Walton explores the 
science behind Doctor Who. 
Repeated from yesterday 6.30pm 
7.00 Radio Wales Breakfast 
The latest news, travel and 
weather, presented by Dot 
Davies and James Williams. 


9.00 Wynne Evans 

Music and chat where the 
listeners are the stars of the 
show. Featuring Soundtrack 
Stories and Mystery Voice. 
Phone: 03700100110 

Text: 81012 

Email: wynne@bbc.co.uk 

Tweet: @bbcradiowales 

12.00 The Phone-in 

With Jason Mohammad. 


2.00pm Behnaz Akhgar 
Withcelebrity guests, Midweek 
Menurecipes, expert advice 
and music quiz Backtracks. 
5.00 Radio Wales Drive 
Wyre Davies andtheteam 
witheverything youneed 
toknowas youhead home. 
6.30 Country Focus 

Rural affairs programme for 
those workingin, living in or 
visiting the Welsh countryside. 


Repeated from Sunday 7am 
Repeated tomorrow 6.30am 


7.00 Huw Stephens 
Featuring the Artist of 
the Week andnew music. 


10.00 Eleri Sién 

Music and chat. 

12.00 Relax with Radio Wales 
Classicandcontemporary tunes. 


1.00am-6.00 as Radio 5 Live 
Thursday 


NEWS AND WEATHER: as Monday 
6.05am Wake Up with 
Radio Wales 

Music to start the day. 


6.30 Country Focus 

Rural affairs programme. 
Repeated from Sunday 7am 

7.00 Radio Wales Breakfast 
Presented by Dot Davies 

and James Williams. 


9.00 Wynne Evans 
Music and chat. 
Phone:03700100110 
Text: 81012 

Email: wynne@bbc.co.uk 
Tweet: @bbcradiowales 
12.00 The Phone-in 
With Oliver Hides. 


2.00pm Behnaz Akhgar 
Celebrity guests, expert advice 
and music quiz Backtracks. 


5.00 Radio Wales Drive 
Presented by Claire Summers. 


6.30 Bravo Two Charlies 
3/6. Sergeant Price meets an 
dangerous old foe, PC Williams 
treadsa fine line legally and 
Uncle Dylan finally makes it 
home to Wrexham. 


7.00 Aleighcia Scott 
Music and culture. 


10.00 Eleri Sién 
Music and chat. 


12.00 Relax with Radio Wales 
Classicandcontemporary tunes. 


1.00am-6.00 as Radio 5 Live 
Friday 


NEWS AND WEATHER:as Monday 


6.05am Wake Up with 
Radio Wales 
Music to start the day. 


6.30 All Things Considered 
Religious affairs programme. 
Repeated from Sunday 9am 

Email: religion.wales@bbc.co.uk 
7.00 Radio Wales Breakfast 
Presented by Oliver Hides. 


9,00 Wynne Evans 
Including Soundtrack Stories 
and Mystery Voice. 

Phone: 03700100110 

Text: 81012 

Email: wynne@bbc.co.uk 

Tweet: @bbcradiowales 

12.00 The Phone-in 

With Oliver Hides. 


2.00pm Eleri Sién 

Celebrity guests, film reviews, 
Foodie Friday recipes and 
music quiz Backtracks. 


Radio Wales Extra 
4.30-7.00 Radio Wales Sport 
Germany v Wales, commentary 
fromthe Women’s Nations 
League (kick-off 4.45). 


5.00 Radio Wales Drive 
Presented by Claire Summers. 


6.30 Radio Wales Arts Show 
The current arts scene in Wales. 


7.00 Radio Wales Sport 
Live commentary, analysis 
and special features. 


10.00 Friday Night H 
Music and chat. 


12.00 The Party Playlist 
withH 
The ultimate party playlist. 


1.00am-5.00 as Radio 5 Live 
BBC Wales, 3 Central Square, 
Cardiff CF10 1FT 

03703 500700 

(weekdays 9.30am to 5.30pm) 
(landline calls charged at a 
maximum of 8p per minute) 

SMS: 81012 

bbc.co.uk/radiowales 
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Cymru 


5.30am Richard Rees 
Cerddoriaeth achwmniaeth 
ar gyfer bore Sadwrn. 


7.00 Galwad Cynnar 
Gerallt Pennant a’'i westeion 
yntrafod natur, bywyd 
gwyllt achadwraeth. 

EBOST: galwadcynnar@bbc.co.uk 
8.00 Dros Frecwast 

Y newyddion diweddaraf 
yng Nghymruathuhwnt, 
gyda Dylan Jones. 


8.30 Ary Marc 

Dylan Jones a’r criw yntrafod 
pob mathobethau'n 
ymwneud 4 phél-droed. 
EBOST: arymarc@bbc.co.uk 
9.00 Tudur Owen 

Lot o fwydro, 'chydigo 
sylwedd, dim swmp. 
11.00 Y Sioe Sadwrn 
Cerddoriaeth ac adloniant 
gyda Shelley Rees a 
Rhydian Bowen Phillips. 


2.00pm Chwaraeon 

Radio Cymru 

Sylwebaethau byw, yn ogystal 
achanlyniadau a'r newyddion 
chwaraeon diweddaraf. 


5.30 Marc Griffiths 
Cymysgedd o'r hen a'r 
newyddiddiddanu ar 

nos Sadwrn, gangynnwys 
llwyth o geisiadau. 

EBOST: marc.griffiths@bbc.co.uk 
9.00 Ffion Emyr 
Cerddoriaeth achwmniaeth 
arnos Sadwrn. 


12.00 gweler World Service 


5.30am Linda Griffiths 
Dechreuwch eich 

dydd Sul yn sain dewis 
cerddorol Linda Griffiths. 


7.00 Troi'r Tir 
Y straeon diweddarafo fyd 
amaeth a bywyd cefn gwlad. 


7.30 Caniadaeth y Cysegr 
Amrywiaethoemynau yng 
nghwmniSian Meinir. 
Ail-ddarlledir am 4.30pm 

8.00 Bore Sul 

Trin athrafod papurau'r Sul, 
cerddoriaethasgyrsiau 
hamddenol, gyda Bethan 
Rhys Roberts yncyflwyno. 


10.00 Swyny Sul 

Dwy awr ogerddoriaeth 
amrywiolahamddenol, 
yng nghwmni y cerddor 
Eilir Owen Griffiths. 


12.00 Yr Oedfa 

Gwasanaeth yn arbennigi 
wrandawyr Radio Cymru, yng 
ngofal Hannah Smethurst, 
Coleg y Bedyddwyr, Caerdydd. 


12.30pm Bwrw Golwg 
John Roberts a’i westeion 
yntrafod materion 
moesolachrefyddol. 
EBOST: bwrw.golwg@bbc.co.uk 
1.00 Cofio 

Archif, atgof achan yng 
nghwmni John Hardy. 
Ail-ddarlledir Llunam 6pm 
2.00 Ffion Dafis 

Ffion Dafis a'igwesteion yn 
trafod y byd celfyddydol yn 
eihollamrywiaeth, a hynny 
yng Nghymruathuhwnt. 


4.00 Dwyieithrwydd 

dros y DWr 

lfor ap Glynsy'nteithio yn 
Ewropiddysgumwy am sut y 
maent yndelioadwyieithrwydd. 


4.30 Caniadaeth y Cysegr 
Amrywiaetho emynau yng 
nghwmniSian Meinir. 
Darlledwydam7.30am 

5.00 Dei Tomos 
Sgyrsiauam Gymru, 

ei phobla’idiwylliant. 
Ail-ddarlledir Mawrtham 6pm 
EBOST: deitomos@bbc.co.uk 
6.00 Betia'i Phobol 

Beti George yn sgwrsio 
gydag un obobl Cymru. 
Ail-ddarlledir lauam 6pm 

7.00 Byd y Bandiau Pres 
O'rcyfoesi’r traddodiadoli'r 
arbrofol, Owain Gruffudd 
Roberts sy'n ein tywys ar daith 
iddarganfod diwylliant 
bandiau pres ar draws y byd. 
Ail-ddarlledir Mercher am 6pm 
8.00 Ar Eich Cais 

Rhys Meirion yn 

darllen cyfarchion ac 

yn chwarae ceisiadau. 
EBOST: areichcais@bbc.co.uk 
9.00 Johnac Alun 
Cerddoriaethasgwrsio 
igloi’r penwythnos. 


12.00 gweler World Service 


5.30am John Hardy 
Cerddoriaethachwmniaeth 
ben bore, gyda bwletinau 
newyddion, chwaraeon, 
tywyddathraffig. 


7.00 Dros Frecwast 

Y newyddion diweddaraf yng 
Nghymruathuhwnt, gyda Kate 
Crockett a Dylan Ebenezer. 


9.00 Aled Hughes 
Straeoncyfredol, cerddoriaeth, 
aholi’r cwestiynau 

sydd ar feddwl pawb. 


11.00 Bore Cothi 
Croesocynnes dros baned 
gyda Shan Cothi. 


1.00pm Dros Ginio 
Trinathrafod Cymrua'r byd, 
gan godi’r pynciauagofyny 
cwestiynau sy'n bwysigi chi. 
EBOST: drosginio@bbc.co.uk 
Ff6n:03703500500 

2.00 Ifan Jones Evans 
Digonogerddoriaeth, 
chwerthinasgwrsio, 

yn ogystal 4 chystadleuaeth 
neuddwy. 


5.00 Post Prynhawn 
Newyddion y dydd yng 
Nghymruathu hwnt gyda 
Nia Thomas yn cyflwyno. 
EBOST: postprynhawn@bbc.co.uk 
Post Prynhawn, 

BBC Radio Cymru 

Canolfan y BBC, Bryn Meirion 
Bangor, LL57 2BY 

6.00 Cofio 

Archif, atgof a chan yng 
nghwmni John Hardy. 
Darlledwyd Sulamipm 

7.00 Rhys Mwyn 
Clasuron collogasgliad 
Mr Mwyn, agwesteion 

yn hel atgofion. 


9.00 Caryl 
Cerddoriaethahwyl gyda'r 
hwyr gyda Marc Griffiths 
yn lle Caryl Parry Jones. 


12.00 gweler World Service 


Saturday 21-Friday 27 October 


5.30am John Hardy 
Cerddoriaeth achwmniaeth 
ben bore, gyda bwletinau 
newyddion, chwaraeon, 
tywyddathraffig. 


7.00 Dros Frecwast 

Y newyddion diweddaraf yng 
Nghymruathu hwnt, gyda 
Kate Crockett a Dylan Ebenezer. 


9.00 Aled Hughes 
Straeoncyfredol, cerddoriaeth, 
aholi’r cwestiynau 

sydd ar feddwl pawb. 


11.00 Bore Cothi 
Croeso cynnes dros baned 
gyda Shan Cothi. 


1.00pm Dros Ginio 
Trinathrafod Cymrua’r byd. 
Jennifer Jones sy'n 

codi’r pynciauagofyny 
cwestiynau sy'n bwysigichi. 
EBOST: drosginio@bbc.co.uk 
Ff6n:03703 500500 

2.00 Ifan Jones Evans 
Digonogerddoriaeth, 
chwerthinasgwrsio, yn ogystal 
achystadleuaeth neu ddwy. 


5.00 Post Prynhawn 
Newyddion y dydd yng 
Nghymruathu hwnt gyda 
Dylan Jones yn cyflwyno. 
EBOST: postprynhawn@bbc.co.uk 
Post Prynhawn, 

BBC Radio Cymru 

Canolfan y BBC, Bryn Meirion 
Bangor, LL57 2BY 

6.00 Dei Tomos 
Sgyrsiauam Gymru, 
eiphobla’idiwylliant. 
Darlledwyd Sulam 5pm 

EBOST: deitomos@bbc.co.uk 
7.00 Georgia Ruth 

Dewis eclectig o gerddoriaeth 
ogasgliad Georgia Ruth, yn 
cynnwys cerddoriaeth 
ryngwladol, bydathraciau 
Cymraeg arbrofol. 


9.00 Caryl 
Cerddoriaeth ahwyl gyda'r 
hwyr gyda Caryl Parry Jones. 


12.00 gweler World Service 


5.30am John Hardy 
Cerddoriaeth achwmniaeth 
ben bore, gyda bwletinau 
newyddion, chwaraeon, 
tywyddathraffig. Hefyd, y 
bwletin amaeth dyddiol, yn 
ogystal 4 golwg ar y papurau. 


7.00 Dros Frecwast 

Y newyddion diweddaraf yng 
Nghymruathuhwnt, gyda 
Kate Crockett a Dylan Ebenezer. 


9.00 Aled Hughes 
Straeoncyfredol, cerddoriaeth, 
aholi’r cwestiynau 

sydd ar feddwl pawb. 


11.00 Bore Cothi 
Croesocynnes dros 
baned gyda Mari Grug yn 
cyflwyno ynlle Shan Cothi. 


1.00pm Dros Ginio 
Trinathrafod Cymrua’r byd. 
Vaughan Roderick sy'n 
codi’r pynciauagofyny 
cwestiynau sy'n bwysigichi. 
EBOST: drosginio@bbc.co.uk 
Ff6n:03703 500500 

2.00 Ifan Jones Evans 
Digonogerddoriaeth, chwerthin 
asgwrsio, yn ogystal a 
chystadleuaeth neu ddwy. 


5.00 Post Prynhawn 
Newyddion y dydd yng 
Nghymruathuhwnt gyda 
Dylan Jones yncyflwyno. 
EBOST: postprynhawn@bbc.co.uk 
Post Prynhawn, 

BBC Radio Cymru 

Canolfan y BBC, 

BrynMeirion 

Bangor, LL57 2BY 

6.00 Byd y Bandiau Pres 
O'r cyfoes i'r traddodiadol i'r 
arbrofol, Owain Gruffudd 
Roberts sy'neintywys ar daith 
iddarganfod diwylliant 
bandiau pres ar draws y byd. 
Darlledwyd Sulam7pm 

7.00 Mirain lwerydd 
Cerddoriaeth newydd Cymru. 


9.00 Caryl 
Cerddoriaeth a hwylgyda’r 
hwyr gyda Caryl Parry Jones. 


12.00 gweler World Service 


5.30am John Hardy 
Cerddoriaeth achwmniaeth 
ben bore, gyda bwletinau 
newyddion, chwaraeon, 
tywyddathraffig. Hefyd, y 
bwletin amaeth dyddiol, yn 
ogystal a golwg ar y papurau. 


7.00 Dros Frecwast 

Y newyddion diweddaraf 
yng Nghymruathu hwnt, 
gyda Kate Crockett 
aDylan Ebenezer. 


9.00 Aled Hughes 
Straeoncyfredol, cerddoriaeth, 
aholi’r cwestiynau 

sydd ar feddwl pawb. 


11.00 Bore Cothi 
Croeso cynnes dros baned 
gyda Shan Cothi. 


1.00pm Dros Ginio 
Trinathrafod Cymrua’r byd. 
Catrin Haf Jones sy'n 

codi'r pynciauagofyny 
cwestiynau sy'n bwysigi chi. 
EBOST: drosginio@bbc.co.uk 
Ff6n:03703500500 

2.00 Ifan Jones Evans 
Digon ogerddoriaeth, 
chwerthina sgwrsio, yn ogystal 
achystadleuaeth neu ddwy. 


5.00 Post Prynhawn 
Newyddion y dydd yng 
Nghymruathu hwnt gyda 
Dylan Jones yncyflwyno. 
EBOST: postprynhawn@bbc.co.uk 
Post Prynhawn, 

BBC Radio Cymru 

Canolfan y BBC, 

BrynMeirion 

Bangor, LL57 2BY 

6.00 Betia’i Phobol 

Beti George yn sgwrsio gydag 
unobobl Cymru. 

Darlledwyd Sulam 6pm 

7.00 Huw Stephens 
Cerddoriaeth newydd, ambell 
berlanghyfarwyddasgwrs. 


9.00 Caryl 
Cerddoriaeth a hwylgyda’r 
hwyr gyda Caryl Parry Jones. 


12.00 gweler World Service 


5.30am John Hardy 
Cerddoriaeth achwmniaeth 
ben bore, gyda bwletinau 
newyddion, chwaraeon, 
tywyddathraffig. Hefyd, y 
bwletin amaeth dyddiol, yn 
ogystal 4 golwgar y papurau. 


7.00 Dros Frecwast 

Y newyddion diweddaraf yng 
Nghymruathu hwnt, gyda 
Kate Crockett a Gwenllian Grigg. 


9,00 Trystan ac Emma 
Cerddoriaeth ac adloniant 
gyda Trystan Ellis-Morris 
ac Emma Walford. 


11.00 Bore Cothi 
Croesocynnes dros baned 
gyda Shan Cothi. 


1.00pm Dros Ginio 
Trinathrafod Cymrua'r byd. 
DewiLlwyd sy'n codi'r 
pynciauagofyn y cwestiynau 
sy'nbwysigichi. 

EBOST: drosginio@bbc.co.uk 
Ff6n:03703 500500 

2.00 Tudur Owen 

Lot o fwydro, 'chydigo 
sylwedd, dim swmp. 

5.00 Post Prynhawn 
Newyddion y dydd yng 
Nghymruathu hwnt gyda 
Dylan Jones yncyflwyno. 
EBOST: postprynhawn@bbc.co.uk 
Post Prynhawn, 

BBC Radio Cymru 

Canolfan y BBC, 

Bryn Meirion 

Bangor, LL57 2BY 

6.00 Lauren Moore 
Cerddoriaeth ar gyfer 

nos Wener yngnghwmni 
Lauren Moore. 


9.00 Nos Wener Ffion Emyr 
Ffion Emyr yn tanio'r 
penwythnos gyda thair 

awr ogerddoriaeth. 


12.00 gweler World Service 


Radio Cymru:03703 500500 
(Codir prisiau daearyddol safonol am 
alwadau o ffonau sefydlog a symudol) 
Rhif Testun:67500 

(Codir tal yn unola chyfradd 

costau eichrhwydwaith) 

Ebost: radio.cymru@bbe.co.uk 
Gwefan: bbe.co.uk/radiocymru 


Radio Cymru 2 


fel Radio Cymruaceithrio: 
Sadwrn 


7.00am-9.00 Sioe Frecwast: 
cerddoriaeth ac adloniant 
gyda Daniel Glyn 


Sul 


7.00am-10.00 Sioe 
Frecwast: cerddoriaeth ac 
adloniant gyda Mirainlwerydd 


Llun-lau 


7.00am-9.00 Sioe Frecwast: 
cerddoriaeth ac adloniant 
gyda Rhydian Bowen Phillips 


8.30 lau: Naw o'r 90au: taith 
ndliddegawd y Spice Girls, 
Eden, Big Leaves ac Oasis! 
9.00-11.00 Lisa Gwilym: 
Lisa Gwilym yn chwarae 

eich hoff fiwsig 


Gwener 


7.00am-9.00 Sioe Frecwast: 
cerddoriaeth ac adloniant 
gyda Lisa Angharad 


11.00-1.00pm Dom 
James: Dom James yn 
chwarae eich hoff fiwsig 


4.30 Chwaraeon Radio Cymru: 
sylwebaeth fywogém Yr Almaen 
v Cymru yng Nghynghrair 
Cenhedloedd y menywod 
7.00-9.00 Lauren Moore: 
cerddoriaeth ar gyfernosWener 
yngnghwmniLauren Moore 


Frequencies 


BBC Radio 197.6-99.8 

BBC Radio 2 88-90.2 

BBC Radio 3 90.2-92.4 

BBC Radio 4.92.4-94.6,103.5- 
105, LW198 

BBC Radio 5 Live MW 693, 
909,990 

Radio Cymru 92.4-9611, 96.8, 
103.5-105 

Radio Cymru 2 This station 
only broadcasts on Freeview, 
satellite television, digital radio 
andthe internet 

BBC Radio Wales 93.9-95.9, 
103,7,103.9 

BBC Radio Wales Extra 
MW1125 (mid-Wales) 

Classic FM 999-1019 
Talksport MW 1053, 1089 
Absolute MW 1197, 1242, 1260 
The above stations also broadcast 
via Freeview, satellite, cable, 
digital radio andthe internet. 


BBC stations: 

Bristol 94.9 (Bristol), 103.6 
(Severn), 104.6 (Bath) 
Gloucestershire 104.7 
(Churchdown Hill), 95 (Stroud), 
95.8 (Cirencester), MW1413 
Hereford and Worcester 94.7 
(Hereford), 104 (Worcester & Gt 
Malvern), 104.6 (Kidderminster), 
MW 738, 1584 (Tenbury Wells) 
Somerset 95.5, MW 1566 
Wiltshire 104.3 (west Wiltshire), 
104.9 (Marlborough), 103.5 
(Salisbury), 103.6 (Swindon) 


Independent stations: 

Bay Radio 102.1 (Swansea) 
Bridge FM106.3 (Bridgend/ 
Vale of Glamorgan) 

Capital 103.2 (Cardiff), 97.4 
(Newport), 96.3 (north Wales 
Coast), 103.4 (Cheshire/north east 
Wales), 9711 (Wirral), 103 
(Anglesey) Music, news 
Carmarthenshire 97.1 
(Carmarthenshire), 97.5 
(Llanelli/Carmarthen Town) 
Chester's Dee106.3 

Freeradio 103.1 (Shropshire), 
97.2 (Wolverhampton) Music, 
news, 97.6 (Hereford), 96.7 
(Kidderminster), 102.8 
(Worcester) Music 

Heart 88 (Wrexham), 103 (Bath/ 
Weston Super-Mare), 96.3 
(Bristol), 102.2 (west Wiltshire), 
102.4 (Gloucester/ Cheltenham), 
102.6 (Somerset), 97.2 (Swindon), 
105.2 (Abergavenny/ 
Carmarthenshire), 105.4 (Cardiff), 
105.9 (Aberdare), 105.7 (Colwyn 
Bay), 105.9 (Newport), 105.7 
(Pembrokeshire), 106 (Swansea/ 
Carmarthen), 106.1 (Ebbw Vale), 
106.2 (Fishguard), 106.9 (Mold/ 
Flint), 107.2 (Caernarfon/ 
Anglesey), 107.3 (Rhyl/Prestatyn) 
Greatest Hits Radio100.8 
(Porlock),102 (Salisbury), 102.4 
(west Somerset), 107.2 (Bristol), 
107.4 (Telford/Wrekin), 107.5 
(west Wiltshire),107.5 
(Gloucestershire), 107.7 (Weston- 
Super-Mare/north Somerset/ 
(Swindon) 1079 (Bath), MW 1170 
(Swansea/south west Wales) 
GTFM1079 Pontypridd, 
100.7/107.1 Cynon Valley 

Kiss 101 (Severn Estuary), 97.2 
(Bristol) Dance music, news 
Nation Radio 106.8 (Cardiff), 
107.3 (Swansea) Music, news 
Pembrokeshire 102.5, 107.5 
(Fishguard/Tenby) 

Radio Cardiff 98.7 

Radio Tircoed 106.5 (West 
Swansea) Music, news 

Scarlet FM 97.5 (Llanelli) 
Smooth 100.4 (north-west 
England); MW 1359 (south 
Wales), 1305 (Gwent), 1260 
(north Wales/Cheshire/Bristol), 
774 (Gloucester), 1161 (Swindon), 
936 (West Wiltshire) 

Sunshine 106.2 (Hereford), 107.8 
(Leominster), 107 (Monmouth), 
MW 855 (south Shropshire) 
The Wave 96.4 (Swansea) 


Get listings for digital, national and local radio at radiotimes.com/radio/radio-listings 


Radiofimes 21-27 October 2023 


135 


YOUR RADIO TIMES MARKETPLACE 


¥ Acorn Stairlifts 


egain the freedom of your home 


Feel good furniture 


‘Excellent’ h, 
kkk kk f e 
HANDMADE Trustpilot | « 


> 


e oT 196 IN YORKSHIRE oe | Be 4 | n 
gi e | 
Ul 
- j = ___—£ 
1 1tt14 ae It is more important than ever for people —ams. 
Easier sitting ‘a A": r to remain mobile and independent in their oe 
ee ° if wy own homes, and we are here to help. 
andr 1sIng with | @ NEXT DAY installation available . 


4 §& oe ® Stay in the home you love 
SIZES to fit you. u ii ® For straight and curved staircases 


Our customers love us! 


Our beautiful chairs 
can help with: 


¥& Trustpilot 


* Back and joint pain 
¢ Arthritis 
+ Hip and knee 


replacement recovery 


+ Respiratory conditions 


¢ British designed and manufactured 

* Safely lowers and raises you at the 
click of a button 

* Battery operated, no wiring or cables 
just recharge every 7-10 days 


Free Home Visit Service 


Try our feel good furniture in the comfort of your home 
and receive your no-obligation personalised quote. 


¢ Belt retracts enabling normal bath use 
¢ Normally fitted in under an hour 
ee Stud walls no problem! 


For a FREE brochure or a free ‘dry’ home hin 


1°) 
demonstration call us on: Le B ° 
athing 
08s00 01 1 4273 Britain’s household name in bath mobility 


BATH LIFTS * WALK IN BATHS & SHOWERS 


To book your Home Visit or request a Call 01924 917504 Quote: 
free Brochure & Fabric Swatches: \/isit hslchairs.com RTSHC23 


Rediscover Your Freedom 


ONE OF THE WORLD'S LIGHTEST FOLDING MOBILITY SCOOTERS 


- _— 
The Explorer KK . 
* . , ‘ 
~ 


V Folds in seconds Y Can carry up to 120kg 
/ Only 1p/mile to run / Sprung suspension 


/ 14 mile range ¥ Stable: 4-point 
balancing system 


HOME DEMO 


MJ 


T without batteries 


PROM ONEY ‘6 The eFOLDi is fantastic value for money - 
You can't put a price on being free and 
independent again.?? Peter Bolton 


Call us FREE today and book a FREE home demonstration 


0800 3317700 eFOLDi @ 


*Valid at the time of purchase for our Mobility Scooters & Power Chair only. For full Terms and Conditions please refer to our “Promotional T&Cs" on our website eFOLDicom. This prornotion expires on 31 December 2023 


136 RadioTimes 21-27 October 2023 


YOUR RADIO TIMES MARKETPLACE 


The normal size Walk-in Bath 
you can lie down or shower in! 


© 100% watertight door - available either side of the bath |) 
@ Optional powered seat 
e Wide, roomy interior 
e Easy to use handset 
e Thermostatic taps 
e Low threshold 
oy FITTED IN A DAY* 
FOR A FREE BROCHURE CALL 


Nationwide 


www.nationwide-mobility.co.uk 
Mobility 


*Based on a straightforward fitting. **Not in conjunction with any other offer. 


Specially designed 
Walk-in Baths & Showers 


FITTED IN THE SAME SPACE 
AS YOUR OLD BATH 


Hygienic easy clean tile effect panels 

Slip-resistant floor 

Optional seat and grab rail 23, 
Low threshold a. 


~ For a FREE brochure call now 


msteZ 0800 316 0110 


fi el = or visit www.aquability.com 


*Not i in conjunction with any other af: Tky, 


Stylish 
WIDE FITTING 
Shoes 
Fittings EE to 8E 


for your catalogue 
call or visit 


“Excluding Postage & Packing. 
Not valid with any other promotion. 


ACACIA HONEY 


Natural 
COFFEE 
SYRUPS 


Huni® is crafted from a blend 

of Acacia Honey and Natural 
Flavouring. Adding floral 
sweetness and delicious flavour 
to your morning coffee. 


Approx. 40 servings per bottle. 


Available from: 
foodieflavours.com 


Large range for all 
types of stairs \ 


we 
No quibble 14 day “= 
money back guarantee ‘| 


\ 
2 year warranty 

and 2 free services 

on all new products 


30+ fabric choices, the 
widest in the industry 


British family-run company 
with 150+ years expertise 


Call today 


stannah.com Keep on being you 


AS ADVERTISED 


have va Sta J irl ift! 


When you could 


have a real lift? 


» Rapid service 
Cost-effective 
» Small footprint 


» Freestanding design 
- no wall needed 


» Wheelchair model available 


Manufactured, installed and 
fully guaranteed by Stiltz 


» Finance options available* 


* Trustpilot 
PIES ESESE 


Rated ‘Excellent’ 


* ask an adviser for details 


0808 304 9092 Stiltz | 


www-.stiltz.co.uk 
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ALAMY; GETTY; SUZIE HOWELL; DAILY RECORD; THE INDEPENDENT 
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THE SCREW 


Former prison officer Alex South reveals the highs — and lows — of a decade as a jailer 


Book of the Week: Behind These Doors 
Monday-Friday 9.45am (FM), 12.30am Radio 4 


HE NIGHTMARES HAVE retreated, 
an unexpected tannoy announce- 
ment in Tesco no longer leads to an 
unwanted rush of adrenaline, and 
the plaintive cries for attention 
now belong to her newborn baby 
and not a prisoner self-harming with a sliver of 
plastic. Life may have changed for Alex South 
since she left the prison service in 2021 
and decided to write about her decade 
at HMPs Whitemoor, Wormwood 
Scrubs and Belmarsh but, remarka- 
bly, she has no intention of walking 
away entirely from the experi- 
ences she has chronicled with 
such vivid intensity in her 
book Behind These Doors. 
Writing the book turned out 
to be cathartic and reward- 
ing (eight publishers fought 
over the finished manu- 
script) and she'd like to write 


EXPERT 
WITNESS 
Alex South left 


another, but also take a PhD in criminology and 
“stay involved in prison reform in some way”. 
Nobody should doubt her determination. 
Having entered Whitemoor at the age of 22 and 
suddenly become aware of her situation (“I’m 
the only female officer on shift today, and I wish 
I wasn’t,” she writes, “everything from my pony- 
tail to my voice to my diminutive stature makes 
me feel like I stand out”), South soon adapts to 
her surroundings. 
She discovers an ability to defuse potentially 
violent situations and help prisoners with 
a life sentence share their emotions. 
’ And she learns that an establishment 
\ \ where a staircase without CCTV can 
be described as a “slit throat wait- 
ing to happen” can also be a 
», place where an obese pris- 
\ » oner who lost his job in the 
kitchen for stealing raw 
: bacon by hiding it in the 
folds of his stomach 
makes “the best barbecue 
sauce I’ve ever tasted”. 
There is humour and 


the prison service 
in 2021 


SS 


hope to be found in the darkness, and this helps 
her to cope — up to a point. There is little doubt 
she loves the aspects of the job that see interac- 
tions with prisoners deliver positive results, but 
government cuts begin to hurt the service and, 
working at Wormwood Scrubs, she witnesses 
first-hand how this plays out. “My first year at 


‘I can categorically 
confirm that prisons 
are not holiday camps’ 


ALEX SOUTH 


Scrubs was really good. Despite the infrastruc- 
ture being very wanting, there was enough staff 
and we were able to deliver a full regime, the 
prisoners were out of their cells for a decent 
amount of time. Then all of a sudden, there were 
no workshops, no education and the prisoners 
were out for technically an hour a day... that was 
when things got really, really bad.” 

Prisoner welfare has always been a political 
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SCOTLAND'S CHA 
NATIONWID 


2 


Haniel Abed Khalif ‘Vine 


Hag: 


HTCINT 


Harry's solo flying 
visit to UK ~ as 
Trump trashes 
Meghan for 
‘disrespecting’ 
the Queen 


Was it an inside job? 
Soldier on run had 
‘help’ to escape jail 


ce tells Independent that terror suspect 
as orchestrated" breakout ~as 
se HMP Wandsworth 


r 
S 


INAd 


UNDER STRAIN 
Conditions at HMP 
Wormwood Scrubs 
and the recent 
escape of Daniel 
Khalife from HMP 


“nm (tye fond” 


hot potato. The knee- 
jerk response from 
some commentators 
in the media is that 
prisons are not 
supposed to be holi- 
day camps - but “I 
don’t know what holidays they’re going on if 
there are rats everywhere,” snorts South deri- 
sively. “And then, when something like the 
recent Daniel Khalife escape hits the headlines, 
they're talking about how horrendous the condi- 
tions are at Scrubs. 

“So it’s hard to take them seriously. They will 
always pick whatever suits their narrative, but 
I can categorically confirm that prisons are not 
holiday camps.” And that would be the case for 
both prisoners and prison officers. 

“I was quite clear in how stressed I felt [at 
Wormwood Scrubs] and I think that was the 
first time it became apparent to me how prison 
had leaked into my outside life,’ she says of the 


Wandsworth all 
highlight a system 
under pressure 
from cuts 


deleterious effect her occupation was 
having on her mental health. “I’m 
normally a very social person, but I 
began to find being in places like pubs 
really difficult.” 

Eventually the cumulative weight of 
almost ten years in the job caught up 
with her, and one harrowing fortnight 
— including the night shift over Christ- 
mas and New Year 2020 - served as a 
catalyst for the next stage of her life. 

One inmate she knew killed himself 
(he had asked her to come and talk to 
him a few weeks earlier but she hadn't 
had time to see him); an 18-year-old attempted 
suicide in his cell; a young prisoner with autism 
was so terrified by the sound of flares being set 
off outside the prison walls he began “smashing 
his head into this brick cell wall”; and a few days 
later a former colleague at Wormwood Scrubs 
took his own life. 


HILE AT HMP Belmarsh, South 
qualified for a travelling fellowship 
with the Winston Churchill Memo- 
rial Trust, which took her to 
Canada, Australia and the USA for six weeks 
working on a project called How Prison Officers 
Survive Prison. On her return she presented her 
findings and recommendations, such as annual 
mental health check-ups for officers, to a prisons 
minister she charitably declines to name. 
“When I finish talking,” she writes in the book, 
“he smiles and says, “Well, to be honest, Alex, 
that all sounds like fluffy things to make prison 
officers happy. ” She flashbacks to the suicides of 
prison officers she has known and the condi- 
tions they have all had to endure. “I know now 
that I’ve had enough,” she adds. 
Except that I don’t think she has, quite. The 
passion behind this brilliant book suggests she 
might be on a mission. BILL BORROWS 


RT BOOKSHOP 


To order Behind These Doors 
by Alex South (Hodder & 
Stoughton, £16.99) for £16.50 
including p&p, please call 
03302 232 639°or visit 
radiotimes.com/shop43 


To receive emails with our latest news 
and offers, visit radiotimes.com/email 


ON OUR BOOKSHELF 


Step this 
way 


A Strictly favourite 
tells his story 


JOJO: FINALLY HOME 
JOHANNES RADEBE 
Strictly Come Dancing 
Sat 6.35pm, Sun 7.20pm BBC1 
Since stepping on to the 

nal Strictly dancefloor in 2018, 
Johannes Radebe has been the viewers’ 
sweetheart, capturing the attention of the 
nation not just with his fancy footwork, but 
also his infectious personality. A seemingly 
perpetually cheerful spirit, Jojo tells his 
story for the first time in Finally Home 
(Hodder Catalyst, £20). From starting to 
dance at the age of seven to sell-out tours 
and history-making dance pairings, this 
memoir looks behind the glitz and 
glamour to the man Radebe is today. 


THE BURNING GIRLS 

CJ TUDOR 

The Burning Girls Available 
from 20 October Paramount+ 
A fresh start in a small village 
seems like just the ticket for 
the Rev Jack Brooks and her daughter, but 
the idyll is soon shattered. With burned 
martyrs from half a millennium ago, missing 
girls from just 30 years ago and a recent 
mysterious death, CJ Tudor's The Burning 
Girls (Penguin, £9.99) is filled with enough 
gothic horrors to have you reaching for 
the night light. For those who prefer a 
visual thrill, the Paramount+ adaptation is 
now available, starring Samantha Morton 
as the priest with a chequered past. 


THE MIDNIGHT NEWS 

JO BAKER 

Book at Bedtime 

Mon-Fri 10.45pm Radio 4 

The trials and tribulations 

of wartime London make a 
perfect setting for the rollercoaster of 

a relationship. However, Jo Baker's take 
on the period is a psychological thriller as 
well as a love story, as her heroine must 
deal with not just the danger of the war, 
but also that of her fellow man. The 
Midnight News (Phoenix, £16.99) deftly 
weaves meticulous historical research 
with emotional sensitivity, as a young 
woman navigates grief, friendship, love 
and an increasingly tenuous grip on reality. 
RHIANNON THOMAS 
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*CALLS CHARGED PER MINUTE AT NO MORE THAN NATIONAL RATE 


ALAMY; GETTY; SHUTTERSTOCK 


ah i haok bac ata your perennials, says Joe § ift Wi ; 


ning eT sustain Ls yea at 


Tk ey cantook stun 


AS TEMPERATURES DROP, 
_ plants slow down and brace 
\ themselves for the dormant 
} winter period ahead - a bit 
like us! Cutting back all 
perennials to the ground 
around now used to be part of 
the standard autumn routine. This approach is 
frankly a little old-school as it’s not great for 
wildlife and you'll be losing out on a very valua- 
ble winter asset, too. 

Many perennials look magical in the winter 


frosted, their dark silhouettes 


> 


: : A iM 


feeder for small birds - especially finches - 
which peck the seeds, and their cavities hold 
drinking water, too. Verbascum bombyciferum is 
another tall one. Its candelabras of flower spikes 
hold their form well into the winter, and the 
seedheads make perfect hotels for bugs to check 
into for the season. 

Cardoons (Cynara cardunculus) provide a 
strong architectural silhouette, flowering at two 
metres. Their stout stems and large roots anchor 
them so they stand tall for much of winter, when 
their bleached-out tones work beautifully with 


. may be fleeting in flower but have endur- 


months when their dried stems, faded the monochrome seasonal theme. 
flowers or seedheads have been ons Smaller plants such as opium poppies 


picked out by low winter sun. If 
a spider’s web is spun between 
them, it adds to the composi- 
tion - and it’s an exquisite 
reminder that nature relies on 
these fading beauties. 

My favourites are teasels, majestic 
with their tall, spiky, micro- 
phone-like seedheads that tower 
over your head. They’re an all-in-one 
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ing tough seed capsules in the 
winter — a classic, recognisable 
poppy silhouette. Many 
phlomis are grown 
specifically for their 
winter interest, in 
fact. Upright stems 

\ with evenly spaced, 
rounded flowerheads 
neatly arranged along 


» 


TRANSLUCENT 


Lunaria annua 


ahi 


4 


them look great among faded oaty 
grasses. Sanguisorbas, too: the 
tight rounded black flowerheads 
aren't particularly showy but 
bring a spotted rhythm through 
the planting, a bit like musical 
notes on a stave. Honesty 
(Lunaria annua) is a great Y = 
cottage plant, fab in autumn, and 
kids love playing with the translu- e 
cent, papery, oval-shaped seed parcels. 
However, some plants aren’t worth 
keeping beyond their natural dead- 
line. Hostas, iris and brunnera 
end up a soggy mess so best cut 
back to avoid fungal diseases. 
I think it looks silly staking 
fading foliage in a bid to » 
prolong the season - if they 
can’t stand up tall and 
proud on their own then cut 
them back and compost! 


% 


Sal 


_- 


Joe Swift is a presenter on 


BEGINNER'S GUIDE TO... 


Feeding 
the birds 


Be 
Teasels are Joe 
Swift's winter 
ourite 


Through loss of natural habitat, 
many birds rely on our gardens to 
survive winter. Berries, hips and haws 
are essential, but we can help by setting 
up a feeding table or specific feeders. 


@ ON THE MENU 
V SEED MIXES 
Look for those with 
high proportions of 
crushed peanuts, 
maize and sunflower 
seeds and hearts. 
V NIGER SEED 
Tiny black seed 
high in oils (requires 
+" aspecial feeder). 
»} vo PEANUTS High 
in energy. Use in 
# feeders only. Poor 
4 ‘ 
quality nuts can 
carry a fungus 
that kills birds, so 
buy only from a 
reputable supplier. 
V SUET/FAT Make 
your own fatballs — 
50% beef fat, 50% 
mixed seeds — ina 
small tin can, and 
place in the fridge 
before turning out 
as solid shape. 
V PASTRY 
A good feed, as 
long as it’s made 
with real fat, 
cooked or 
uncooked. 
V TINNED 
PET FOOD 
Often used when 
ground is frozen 
and earthworms 
aren't plentiful. 


V POTATOES 
Baked, roast and 
mashed potatoes 
(with or without 
real fat). 


@ OFF THE MENU 
X SALTY ITEMS 
Avoid things like 
salted peanuts, 
crisps and bacon. 
Xx CHOKING 
HAZARDS Whole 
peanuts, lumps of 
hard fat and dried 
bread are all 
dangerous to birds. 
X BREAD Can be 
detrimental, even 
though not actually 
harmful, as it fills 
birds up but has 
very low protein 
and fat content. 

x MILK Birds’ guts 
aren't designed to 
digest dairy and it 
can cause serious 
stomach upset. 


@ AND TO DRINK? 
Birds need water 
for drinking and 
bathing, especially 
when other sources 
may be frozen. 

A birdbath will 

do the trick but 
clean it regularly. 


To receive emails with our latest news 
and offers, visit radiotimes.com/email 


RT SHOP 


GARDENING 
ESSENTIALS 


Shop from the comfort of your home. 
Radio Times subscribers benefit from 
10% off’ all RT Shop items! 


THE HANDY 30CM 
8OOW ELECTRIC TILLER 
£109.99 plus p&p™ 

Whether you need to get your beds ready for bulb 
planting, refresh your soil for planting grass seed, 
or turn over your allotment rows, this electric tiller 
has a powerful 800W electric motor and durable 
tines, and is ideal for tilling in narrow rows, raised 
beds, or along fences. Easy to manoeuvre and 
store, it is especially useful in any tight spaces 
and hard-to-reach areas, a real advantage 

for raised-bed gardeners. Also features 
folding handlebars, which make it 

convenient to store in a garage or 

tool shed, and a carrying handle. 


Q GARDEN 500W ROTATING 
REAR HANDLE HEDGE TRIMMER 
£69.99 plus p&p™ 

If your hedges and shrubs have got out of control with 
this long-lasting warm weather and it’s time to trim back 
for winter, this electric hedge trimmer from 

Q Garden offers great value for money. N EW 
Featuring a 500W motor, a 56cm cutting 

blade and a five-point adjustable rear TO RT 
handle, this is a great product for small to SHOP 
medium gardens or where the job is done 
more frequently. The 6m power cable 
means you can reach further into 
your garden without the need 
of an extension lead. 


GREENWORKS 
PRESSURE WASHER 

£139.99 plus p&p™ 

Now is the time to clear the dirt and 
moss that has built up in your gardens, 
on patios and on cars. The powerful 
1400w motor means no cleaning task 

is too tough. The power nozzle and 
turbo nozzle allow you to find the right 
pressure, plus with a foam sprayer 
simply add your chosen pressure washer 
detergent to aid the breakdown of dirt. 

A five-metre hose allows you to move 
around freely as you work. 


To order, please callO3302 232 639 
or visit radiotimes.com/shop43 


“P&P £7.90 per order on all electrical garden machinery. Calls cost national rate per minute; calls from 
mobiles may vary. Lines open Mon-Fri 8am-6pm and Sat 9am-ipm. Allow 14 days for delivery. Available 
while stocks last. “For 10% discount t&cs, visit radiotimes.com/subsi0. See full T&Cs at radiotimes.com/shop 
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GETTY; SHUTTERSTOCK 


Travel 


Scotland's Sacred Islands with Ben Fogle 
Sun 10.30am BBCI, Tue 8.00pm BBC Scotland 


PRAISE BE! BEN FoGte has brought 

his borderline-spiritual travelogue, 
Scotland’s Sacred Islands, back to BBC1 - 
but he also knows how to have a holiday 
on these glorious fringes of Britain. 


Why a second series on Scotland's isles, 
Ben, and not one on England's? Aren't 
Essex's islands sacred too? 

Im not sure if there’s a cheap gag there or 
not! Scotland’s islands have a unique place in 
religious history, and I obviously have a soft 
spot for them, cemented when I spent my year 
on Taransay for Castaway. But I do think that 
all islands have a certain spirituality to them 

- when youre surrounded by water it takes 
your mind to a different state. 


Tempted to go and live on one yourself? 

I don’t think I'd be Mr Popular with my 

family if I took them to an isolated island and 
cut them off from the outside world. But for 
the last 20 years I have dreamt of having my 
own island, and I’ve tried to buy one at various 
times. I made an early attempt to buy Taransay, 
but my wallet wasn’t quite fat enough. I think 
now my wife goes through all the newspapers 
and magazines before I get to them, and steals 
away anything likely to tempt me. 


Perhaps she's worried that you'd be lured 
away and become a monk? 

Well, I did come back from Everest in 2018 a bit 
more philosophical. Apart from suffering a bit 
of brain damage [after his oxygen equipment 


t some posh 


aA 
English bloke’ 


BEN FOGLE 


SPIRIT 


SCOTLAND 


Ben Fogle is returning to the islands of Scotland 


OF 


to see the sights - and explore his spiritual side 


failed], I found my mind had softened quite 
alot, and I felt more spiritual. Some places do 
make you feel closer to the divine, or to your 
spirituality, and I’m glad this programme 
allows me to look at the Scottish islands from 
that unique perspective. 

Let’s be honest, a lot of travelogues have been 
made up there, particularly during lockdown 
— there was a joke going round in the Western 
Isles that you were more likely to bump into a 
celebrity than any wildlife — but it’s so 
important, in this time when church- and 
synagogue- and mosque-going are in decline, 
that we think about the gap they leave in our 
lives. People try to fill the void with Peloton or 
Parkrun or online conspiracy theory groups, but 
that leaves a real gap in terms of mindfulness, 
community and spirituality. 


Do you have to find a tiny rocky outcrop 
miles offshore in order to experience that 
island feeling? 

Not at all. The Isle of Arran is less than two 


hours from Glasgow, and it’s 
easy to get off the beaten 
track even there. We visited 
a folk festival, and as I’ve 
always loved folk music and \N 
writing — I should have been YX 
born a Mennonite, not some 
posh English bloke — I wrote and 
performed a poem. I didn’t sing or 
dance, because I’ve got two left feet: I'm 
dyspraxic. I can’t even move my hips, which 

is why you'll never see me on Strictly. 

Then, just a stone’s throw from Arran, 
there’s Holy Isle, where I met a Buddhist 
monk. I don’t have a religion, and I’m not 
in the market for one right now, but if I had 
to adopt one, Buddhism would be an attractive 
proposition. Only I don’t look good in orange, 
so that could be a problem. 


Which islands that you visit for the series 
are the best option for holiday-makers? 
Islay and Jura have the most incredible white 


during a heatwave, and it 
looked like the Caribbean. 
Islay has all these whisky 


\ the house, Barnhill, where George 
Ng Orwell wrote Nineteen Eighty-Four, 
and see the Corryvreckan whirlpool. 


What about the oddest island? 

The Orkney islands are very Nordic, and 
the people definitely have a unique Viking 
personality. That doesn’t mean they all have 


got the Churchill Barriers from the Second 


war around 1943. 


And are any of the islands that feature in 
the series more easily accessible? 


ISLAND LIFE 

Top: the Skye 
Bridge and Kyleakin 
lighthouse. Above: 
an Islay whisky 
distillery, looking 
over to Jura. 
Below: Ben Fogle 
with Arran in the 
background 


to, but it can feel like a completely different 
time and place. We experienced the most 


last time that will ever be filmed. 

Skye has got the best of Scotland in one 
small place: mountains, lochs, beaches, 
everything. It truly is one of the most 
beautiful places I’ve ever been. 

ED GRENBY 


sandy beaches. We were there 


distilleries you can visit, which 
* makes it popular with tourists, but 
Jura is magnificent: you can go to 


big beards and walk around with giant axes, 
but they're very strong in mind and personality. 
The islands are steeped in history, too: you’ve 


World War, Scapa Flow, and a beautiful little 
church that was built by Italian prisoners of 


The bridge to Skye makes it really easy to get 


magical thing there: in the village of Uig, we 
caught their Sunday psalm-singing in Gaelic 
— it’s a dying art, and Gaelic is spoken less and 
less, so I wouldn't be surprised if this was the 


To receive emails with our latest news 
and offers, visit radiotimes.com/email 


RTTRRAVEL 


HIGHLIGHTS OF AUSTRALIA 


WITH ULURU EXTENSION 
20 days from £6,299pp 
Departures February and November 2025 


q 5 a 


Visit some of Australia’s main cities - Sydney, Brisbane, Cairns and 
Melbourne — and experience the country’s unique natural beauty. 

Tour highlights and inclusions M Return scheduled flights from the UK, 
including internal flights ll Stay in four- and three-star hotels, with daily 
breakfast and one lunch (extended tour also includes one dinner and 
sunset drinks at Uluru) ll The services of our experienced tour manager 
Explore the Blue Mountains, the Great Ocean Road coastal drive and the 
Puffing Billy steam train M Visit a koala sanctuary and penguin parade 
Discover the rainforests around Cairns on the Kuranda Scenic Railway 
B Enjoy a full day catamaran cruise to the Great Barrier Reef ll Experience 
sunset and sunrise at Uluru and explore Kata Tjuta National Park 


To book or for more information, please call 01283 742 399 
quoting RTA or visit radiotimes.com/holidayoffers 


Prices are per person, based on two sharing a room. Single rooms are subject to D VIERA 
availability at the relevant supplement. Additional entrance costs may apply. All rRA\ os ; 
holidays are subject to availability. Images used in conjunction with Riviera Travel. 5 setts 


Operated by and subject to the booking conditions of Riviera Tours Ltd, ABTA ia a eee 
V4744, ATOL 3430, IATA 9127440. Riviera Travel, New Manor, 328 Wetmore Road, =BA BIA 
Burton-on-Trent DE14 1SP. Prices correct at time of print. See website for full details 


WINTER SUN ESCAPE 


IN MADEIRA 


Seven nights from £599pp 
Departures November 2023-January 2024 


A 


i 
AY. Ad 


Stay in a luxurious hotel with a free upgrade to a sea view room. Dine at 
one of three restaurants on site, and unwind by the three swimming pools 
or on the beach. 

Price includes @ Return UK flights Il Seven nights at the 5* Saccharum 
Resort & Spa Madeira on a bed and breakfast basis li Free upgrade from 
side sea view to a sea view room ll One free spa entrance stay for 2pp 


To book or to find out more, call O207 030 3407 quoting 
Radio Times or visit radiotimes.com/holidayoffers grip 


Prices based on two adults sharing a room. Subject to availability. +f visit “4 


Prices correct at time of print. Travel insurance not included. 
Operated by Inspired Luxury Escapes, ATOL 3634, ABTA no V9I7X. Por tugal Stayo? 
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EMMA LYNCH 


YOUR RT 


Paul Lewis presents 

Money Box on Radio 4. 

To read more of his advice, 
see radiotimesmoney.com 


IT TAKES 
WILL POWE 


Not made a will yet? Do it now - you can get 
one free in November, says Paul Lewis 


HOCKING NEW FIGURES 

indicate that 69,000 

people in their 60s and 70s 

die each year suffering 

from intestacy. No, that’s 

not the cause of death - it means 

they did not have a will. A survey 

for the Society of Trust and Estate 

Practitioners found that 30 per 

cent of people between the ages of 
60 and 79 had not made a will. 

If youre one of them, I urge you 

to make one now because Novem- 


‘All they ask is 
you donate to 
the Will Aid 


charity’ 


ber is Will Aid month and hundreds 
of solicitors all over the UK will do 
a simple will for an individual or a 
couple - for free. All they ask is that 
you make a donation to the Will 
Aid charity; they suggest £100 for a 
single will and £180 for a pair of 
similar wills for a couple. If your 
affairs are more complicated, then 
the basic part will still be done 
free, but with extra charges for the 
complex bits. 

If you do not make a will, then 
the laws of intestacy kick in - which 
may be very difficult for your loved 
ones. In England, Wales and 
Northern Ireland, if you live with 


someone but are not married or 
civil-partnered, your unmarried 
partner will get nothing. If you are 
married or civil-partnered but have 
no surviving children, grandchil- 
dren or other descendants, then 
the surviving spouse (I use that to 
include a civil partner) will get 
everything. If there are descendants 
then, since July, the spouse gets 
the first £322,000 and half the 
rest, with the balance divided 
among descendants. 

If there is no surviving spouse, 
the whole lot is divided among chil- 
dren or, if there are none, grand- 
children. After that, other relatives 
get lucky in a strict order of priority. 
(In Scotland, the rules are more 
complicated and can seem less fair.) 


ND YOU CAN avoid all these 
As by making a will! 

Don’t just download a 
form from the internet, or try to 
save money by going to a will- 
writer, though. They are not legally 
qualified and if something does go 
wrong, there is no compensation. 
Instead, make an appointment 
with a solicitor on the Will Aid 
website - willaid.org.uk - and 
download its useful guide to the 
preparation you need to do. 


QUESTIONS? Send any questions 
to Paul.Lewis@radiotimes.com. 

| cannot answer you personally, 

but | will reflect them in this column. 
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RT MONEY PARTNER 


y 7 


“WE'VE INSTALLED A NEW 


“4 \,) —~ GUIDE 


KITCHEN AND UPGRADED 
OUR BATHROOM’ 


Could equity release help you fund home improvements? 


Over 28% of equity release 

customers unlocked cash 
from their homes to fund home 
improvement projects in the first 
half of this year, according to data 
from Age Partnership. 

Whether you require essential 
adaptations to your home, or 
dream of splashing out on 
a state-of-the-art kitchen, equity 
release could help you finance 
your plans. 

To provide you with more 
information on equity release, 
Radio Times has partnered with 
Age Partnership+, who are part of 
the UK's number one equity 
release adviser’. Their team will 
explore all of your options and tell 
you everything you need to know, 
including whether your entitlement 
to means-tested benefits could be 


affected now or in the future. With 
a no-obligation personalised 
illustration they will help you 
understand the features and risks 
and explain that equity release 
may involve a lifetime mortgage, 
which is secured against your 
property, or a home reversion plan. 
Equity release requires paying 
off any existing mortgage, and any 
money released, plus accrued 
interest would be repaid upon 
death or moving into long-term 
care. Equity release will reduce the 
value of your estate and impact 
funding long-term care. Only if 
your case completes would an 
advice fee of £1,995 be payable. 
Other lender and solicitor fees may 
apply. Find out more with your 
FREE Radio Times guide to equity 
release, written by RT's Paul Lewis. 


CallO800 464 0732 torequest your FREE 
guide or visit radiotimes.com/unlock_equity 


Information correct at time of going to print. “Based on volume of plans, ISS data 2022. The Radio Times 
Equity Release Service is provided by Age Partnership Limited. Radio Times is a trading name of Immediate 
Media Company London Limited which is an Introducer Appointed Representative of Age Partnership 
Limited, 2200 Century Way, Thorpe Park, Leeds LS15 8ZB. Company registered in England and Wales No. 
5265969. VAT registration number 162 9355 92. Age Partnership Limited is authorised and regulated by 
the Financial Conduct Authority, FCA registered number 425432 and is trading as Age Partnership Plus. 


ORDER YOUR FREE GUIDE TODAY i 
Complete your details and return this coupon in an envelope to: FREEPOST Age Partnership i 
Mr/Mrs/Ms/Miss/Other : 


Name 


Address 


Postcode 
Email address 


Telephone Date of birth 


RT-AD-171023-43HP 


If you give us your email address, you're agreeing that Age Partnership Plus can email you about products and services 
relevant to this enquiry. 


Age Partnership Plus will contact you by phone and post using the information you are providing regarding your enquiry. 
To see our full privacy policy, please visit agepartnership.co.uk/plus/privacy/ 


Marketing Preferences: If you wish to receive offers, promotions and information from Radio Times please tick here: Email 0) 

Phone C1. For more information on how Radio Times will process your personal 

information, please view their privacy policy policies.immediate.co.uk/privacy ¢ ) 
. 


Age Partnership” 
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ROBERTS 


FREE 
PUZZLES 


FOR 
SUBSCRIBERS AT 
RADIOTIMES.COM/ 

RTPUZZLES 


Crossword 


PRIZE CROSSWORD One winner will receive a Roberts Play 11 radio (worth £49.99), 

a sleek, compact, and portable DAB/FM radio, available in black. Offering 20 station presets, 
the Play 11 blends style and function. To buy the Play 11, visit radiotimes.com/shop or call 
03302 232 639° (there's 10% off for subscribers). To enter, just fill in and post the coupon 
below, or email your answers to xword43@radiotimescomps.co.uk 

WORDFINDER Find the name of the show in the shaded squares to win the prize below. 
EASY CLUES Just for fun! 


PRIZE CROSSWORD 


“CALLS CHARGED PER MINUTE AT 
NO MORE THAN NATIONAL RATE 


EASY CROSSWORD 


ACROSS ' ACROSS (answers page 147) 
7 Lathe is taken as part of robbery 7 Poke your nose in (5) 
(5) ; 8 Submarine's optical device (9) 
8 Wise magazine caught with proof ' 10 Unexpected problem (4) 
of debts (9) ' 11 Branch of mathematics (10) 
10 Editorial about swallowing Indian: 12 Marlene actor in Only Fools... (3,10) 
bread (4) ' 15 Finished, no longer working (7) 
11 Next to verger, OK to revise TV : 16 Greyhound cross-breed (7) 
series about youngsters (5,5) ' 18 Wrist ornament with trinkets (5,8) 
12 Ineed man to move foreignland 20 Period of giddiness (5,5) 
into sea (13) : 22 Proposed location (4) 
15 Excitedly scored, however | go, ' 23 Small and white alpine flower (9) 
ta-ta! (7) 24 Swedish make of car (5) 
16 Garbage detached in cove (7) ' 
18 Shake it, anon-elastic whip (34-4-5) | bows . 
20 Bird and beach paintings in half a fet akalies hs policy (9) 
minute? (4,6) ' : 2  Warbling garden bird similar 
22 Nag journalist (4) ' toa redwing (4,6) 
23 Surreal Dali remake, short of a : Se ome up Wine poCds sr) 
reproduction (9) ' ' 4  Ignoble, shameful (13) 
24 Nine trap sibling at UK stadium (5) , 3 Teehagehe apo 4) 
' ' 6 Benidorm’s country (5) 
DOWN ' 9 Kitchen clove press (6,7) 
1 Make tense by raising memo in ' : 13 Brian Cox US drama series (10) 
small margin (3,2,4) ' R _ : 14 Plain clothes police officer (9) 
2 Wasp | distracted is grabbing Prize Crossword 43 x 17 Alongside each other (7) 
plant (10) ‘ 19 Quite blustery (5) 
3 Cheers! Drank out of mug (7) ' NAME ‘21 Radio code word that follows 
4 Castaways’ interviewer breaks an} ADDRESS ‘ Yankee (4) 
allure over French writer (6,7) ' 
5 Drink loudly with funeral eae TELEPHONE ‘ WORDFINDER 
supporter (4) : ; ; : i Unscramble the letters in the shaded 
6 Disease, but topless and buxom (5) 1 Cutor copy this form. Closing date: 3 November. Solution published inRT dated25 November. dhaxceia saeala TW show 
9 Noble Jacobite turns nasty (13) : Send to: Radio Times Prize Crossword, week 43 2023, PO Box 501, Leicester LE94 OAA. a ait \ aes . 
13 One afraid to go out with Garbo, 1 Or email your entry to xword43@radiotimescomps.co.uk nter ala a fs with at 
a hope shattered (10) ' Please note, your contact details will only be used in order to contact the winner of the prize crossword * SiR en bs RR a 
14 ae ae to Or post your entry (postcards only) to: 
17 First in fe orodues-enrer Ct) Two winners of the Wordfinder puzzle will each receive the ITV Radio Times Wordfinder, Week 43 2023, 
Wan a thriller Angela Black (Acorn DVD), starring Joanne Froggatt, PO Box 501, Leicester LE94 OAA. 
19 Rural building containing one Michiel Huisman and Samuel Adewunmi. Angela's life appears Two winners will receive the DVD 
child from Sunderland? (S) idyllic, but when an investigator uncovers her husband's secrets shown left. Prizes sent monthly. 
21 Raise prize without a raffle (4) 


she embarks on a mission that will change her life. Closing date: 3 November. 


PRIZE CROSSWORD 38 SOLUTION PUZZLE ANSWERS 


GOL 26 Ge az eg — AN OUL OS “(y) ayoIMSaIqAIN JO 


“To enquire about the winners of any of our competitions 


email feedback@radiotimes.com 


i | ; PNP PUB AP VES™=9XEE '6E=7-L-OS 
Prize Crossword y WHITMIA gS 2p de oz aLsawaHoD9a = 7! SUL (VE) eDIpn, 
38 winner’ nent YmO io 1 ate (21) YoI AGOW "(G) Yosewa/PPIN “11 pIp jayseYy MOH 
Georgie Wright, Herts; Ml 1 8 " a ay Laue Buno, ree NOA UBYM OL = ‘(PasaMsue 9Z) BPD JIUIA eq YL NMOGLNNOD 
! ‘ pauuay JowJaq 6 SSA TLNIOd i 1 1 
Greig Spencer, Leics WHE SHI! E Uolg aullad g paywlun 22 dnonag ‘86409 ‘J409S ‘weld 
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The Standing 
Stones of Calanais 


HE RIDEA es 


ISLAND ADVENTURE * 


Six days now from £1,187pp Departures April-October 2024 


TOUR HIGHLIGHTS AND INCLUSIONS 

Mf Enjoy a tour of the enchanting Isle of Skye, 
visiting Dunvegan Castle and the charming 
town of Portree 

Mf Travel around the Isle of Harris 

@ Explore the beautiful Isle of Lewis 


PUGLIA & THE SOUTH: UNDISCOVERED ITALY 
Eight days now from £1,134pp Departures April-October 2024 


Tour highlights and inclusions HM Spend seven nights beside the brilliant blue 
Adriatic Sea i Join an optional excursion to enchanting Monopoli and 
Polignano a Mare @ Discover the Unesco-listed wonders of Matera's Sassi 
cave-dwellings, inhabited from the Paleolithic Period up to the 1950s li Witness 
hilltop Ostuni’s white walls gleaming in the Italian sun ll Take in Alberobello's 
traditional, conical trulli houses li Explore Lecce's Baroque buildings and 
Roman ruins @ Visit the medieval village of Cisternino li Have the chance to 
visit the Castellana Caves and Locorotondo on an optional excursion 

@ Seven nights’ dinner, bed and breakfast accommodation at the four-star 
Hotel del Levante, Torre Canne M Return flights to Bari i Coach travel and 
transfers throughout lM Fully escorted by a friendly, experienced tour manager, 
with specialist local guides where applicable 


To book or request a brochure, call 0330 341 1117 
quoting RTA, or visit radiotimes.com/holidayoffers 


Holidays are operated by Newmarket Holidays Ltd. ABTA V7812. ABTOT 5509. Protected by the Civil Aviation Authority ATOL 2325. Single supplements apply. Prices correct at the time of print. For full 
terms and conditions, visit newmarketholidays.co.uk/offer-terms. Price based on two people sharing. *10% discount applies to specific holidays and tours only. All other holidays and tours will have a 
5% discount applied. Offer applies to new bookings only booked between 30 September and 3 November 2023 inclusive. Offer is subject to availability and may be withdrawn at any time. Price shown 


includes discount. 


H Venture to the Standing Stones of Calanais, 
a Black House, the Broch of Carloway and 
the Butt of Lewis, and travel to Ullapool 

Wi Five nights’ dinner, bed and Scottish 
breakfast accommodation at a series 
of hotels on the Isle of Skye (2 nights), 


Stornoway (2) and Newtonmore (1) 

Bi All ferry crossings 

M@ Return flights to Edinburgh or Inverness, 
with coach travel and transfers throughout 

Mi Fully escorted by a friendly, experienced 
tour manager 


VN eet 


PRAGUE, VIENNA & BUDAPEST 
Eight days now from £1,121pp Departures March-October 2024 


Tour highlights and inclusions @ Set off on a walking tour of Prague 

B Join an optional excursion to the former East German city of Dresden 

@ Journey through beautiful, forested Bohemia ll See the Ringstrasse 
buildings and the Hofburg Palace in Vienna Enjoy an optional visit to 
Vienna's opulent Schonbrunn Palace ll Pay a visit to cosmopolitan 
Bratislava en route to Hungary lf See Budapest's traditional thermal baths 
and majestic Parliament building Take in the stunning views of Budapest 
offered on a Danube river cruise i Seven nights’ four-star bed and breakfast 
accommodation in Prague (3 nights), Vienna (2) and Budapest (2) 

@ Return flights to Prague (returning from Budapest) i Comfortable coach 
travel and transfers throughout Fully escorted by a friendly, experienced 
tour manager 


mar 


Escorted Tours 


(N) Newmarket 
\EY/ HOLIDAYS 
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TRY THESE CLUES: GROUP ONE: FANNY. GROUP TWO: ROBIN 
GROUP THREE: COE. GROUP FOUR: CRAM. © RDF WEST 


Puzzles 


ONLY CONNECT with Victoria Coren Mitchell 


The connecting wall from Only Connect combines 
general knowledge, wordplay and lateral thinking 
to give your brain cells a workout! 


How to play Your task is to sort the 16 seemingly 
random words/phrases below into four groups of 
four connected words. You may find some clues 
fall into more than one category, but there is only 
one complete solution. If you get stuck, have 

a look at the clues on the side of the page... 


Wolf Kitty Hodgkinson Gorge 
Robin Cram Ice Julian 
Coe Six Scoff Muir 
Fanny Ovett The Captain Devour 


SCRIBBLE PAD 


TRACKWORD 


How many words of three letters or more can you 
find by tracking from one square to the next, going 
up, down, sideways or diagonally in order? You may 
not use the same letter square twice in any word. 
Adding an "'s" to make the third-person singular of 

a verb is allowed; a plural is not. Proper nouns/foreign 
words not allowed. What is the nine-letter word? 


BRAINBOX 25 words AVERAGE 16 


M 
S 
A 


TRACKWORD FOR LAST ISSUE Nine-letter word BIZARRELY 

ail, air, airer, aisle, are, ariel, aril, bel, bier, bile, birr, biz, bizarre, bizarrely, era, err, 
ire, lei, liar, lib, liber, lie, lier, lira, lire, rail, railer, rei, rely, rerail, ria, rib, riel, rile, zaire 
(Ref: Chambers English Dictionary) 


C Y 
L T 
0 P 


THIS WEEK’S EASY CROSSWORD SOLUTION 


NINZ LZ APUIM 6L ISPAIGY LL aA!}DE1E8q PL UO/SSADONS E} JAYSNID II|JeEN 6 

uleds 9 audy g ajqesnouousiq  SJaAI|aq € YsN4y} Huos Z painsuluy | uMog 
OAIOA Hz" SSIOMJAPA EZ ays Zz lads Azziq OZ Ja|ee1g WUEYD SL 1AYIIN7 OL 
PUNJaq SI SSAUJAPJOH ans YI Wewyyy LL Oeus OL edorsijag g doous Z SsolDy 


The toughest brainteasers 
from your favourite shows 


CLIVE DOIG 


FREE 
PUZZLES 


FOR 
SUBSCRIBERS AT 
RADIOTIMES.COM/ 

RTPUZZLES 


COUNTDOWN with Rachel Riley 


Using addition, subtraction, multiplication and division, 
try to get as close to the target as possible in 30 seconds. 
You can use each of the six numbers only once, but you 
don't have to use them all. Rachel's solution is on the 
previous page. 


234 


How to play Complete the grid 
so that every row, column and 
3 x 3 box contains the digits 
1to 9. Difficulty: 14/20 


SUDOKU NO 929 SOLUTION 


THE ENIGMA CODE 


Can you crack the Enigma code? Each grid number represents a letter. 
Every letter of the alphabet is used. Use the given letter or letters - 
below the main grid — to start. The solution is on the previous page. 
Difficulty: 13/20 Target time: 26 minutes 


N<X¥<CHnwmWOVOZEZErAC—-ToamMIADS 


COMPETITION RULES Enter by post (postcards only, apart from prize crossword) by sending your entry to PO Box 501, Leicester LE94 OAA. Mark the name of the competition clearly on your entry. Bulk or third-party entries prohibited. 
Entries not accepted from employees of Immediate Media Company Limited or other companies associated with the competition, or their families or households. Unless otherwise stated, winners will be first correct entry drawn at random. 
Entrants bound by rules. For alist of winners or full rules, send sae to: Radio Times, Vineyard House, 44 Brook Green, Hammersmith, London W67BT, specifying competition, or check www.radiotimes.com/winners. 
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Transform your 
home with 


Made-to-Measure 


Curtains 


from Plumbs 


TroHALF PRICE 


PLUS A FREE 


Marks & Spencer 
e-Gift card worth £25" 


for delivery | @ Over 800 Designs & Colourways 
before at SP ’ 
@ Be winter-ready with thermal linings 


@ 0% Interest Free Credit* available 


Plumbs Sale is now on! Call us today to request a visit or a free brochure on: 
For quality, lined, made-to measure curtains in a 

range of plains, textures and florals. Arrange your 

FREE Home Consultant visit today. See fabrics in Quote offer code: A503 RTA 

your own home, get expert help and advice and , 

receive a FREE no-obligation quotation. or visit www.plumbscurtains.co.uk Ei v 


OFFER ENDS 3lst OCTOBER 2023 


*Up to half price curtains off list price. fCurtain orders must be taken by 3lst October 2023 for guaranteed delivery before Christmas. +t£25 Marks & Spencer 
e-gift card is available when you spend a minimum of £499 or over after discount. Cannot be used with any other free gift or accessories promotion. 
Can be used in conjunction with most other promotional offers. Cannot be used on orders already placed. 4Our interest free credit partner 
is Omni Capital Retail Finance Ltd, registered in England and Wales 7232938. Registered address: 10 Norwich Street, London, EC4A 1BD. 
Authorised and regulated by the Financial Conduct Authority, Firm Reference Number: 720279. Credit is subject to status, UK residents age restrictions apply. 
To view our privacy policy on how we use your data, please visit www.plumbscurtains.co.uk/privacy-policy it will also be detailed at the bottom of the 


letterhead you will receive with your brochure. : 
2 Plumbs, Brookhouse Mill, Old Lancaster Lane, Preston PR1'7PZ 


COURTESY OF REMARKABLE TELEVISION. THE POINTLESS APP IS AVAILABLE 
FROM THE APPLE APP STORE, GOOGLE PLAY AND AMAZON APPSTORE 


ALAMY; SHUTTERSTOCK; GETTY 


Puzzles 


POINTLESS 


with Richard Osman and Alexander Armstrong 


Pointless asks 
a question of 
100 people, 


to choose the 
answer they 
think the 
fewest of those 100 people knew. 


How to play Here are fictional clergymen, 


the authors who created them and the 


initials of the books they're in. Work out 


the titles and give us the most obscure. 


OLAV BJORTOMT 
1 Which king of Scotland died in 


1286 when his horse fell over a cliff? 
a Malcolm II b Alexander III ¢ James IV 


2 Mount Usborne is the highest 
peak in which South Atlantic 
archipelago? 

a Fernando de Noronha b Tristan 
da Cunha ¢ Falkland Islands 


STEVE COOKE 
3 Which American television 
network is sometimes referred 


to as “the Peacock"? 
a ABC b NBC c CBS 


4 A gala pie is a type of pork pie 
with what inside? 

a Pickled onion b Soused herring 

c Hard-boiled egg 


PAT GIBSON 

5 Constructed for public health 
reasons, the San Michele cemetery 
was built to stop people burying 


the dead in which populous city? 
a Rome b Venice ¢ Paris 


Seasoned 
lexicographers 
will sometimes 
jokingly talk of 
CANOE, the 
Committee 

to Ascribe a 
Nautical Origin 
to Everything. As it turns out, we will 
never need such a committee, since 
our language is already awash with 
words and phrases that were born 

on the waves. “Show a leg” is one 


the contestants 
are then asked 


FICTIONAL CLERGYMEN 


BISHOP MANUEL ARINGAROSA 
DAN BROWN (TDVC) 


EDWARD CASAUBON 
GEORGE ELIOT (M) 


FATHER MAPPLE 
HERMAN MELVILLE (M-D) 


MR WILLIAM COLLINS 
JANE AUSTEN (PAP) 


ROBERT LEE 
ROALD DAHL (TVON) 


EGGHEADS with Jeremy Vine 


6 What is the name of Grimsby 
Town FC's inflatable fish mascot? 
a Harry Haddock b Colin Cod 

c Paddy Pollock 


BARRY SIMMONS 

7 How did Carthaginian military 
leader Hannibal die in about 183 BC? 
a Spear through the heart b Poisoned 
himself ¢ Trampled by an elephant 


8 A wayzgoose was an annual dinner 


or outing for those in which industry? 
a Baking b Printing ¢ Weaving 


BETH WEBSTER 
9 “How sharper than a serpent's 
tooth it is to have a thankless child!" 


is a line from which Shakespeare play? 
a Hamlet b Antony and Cleopatra 
c King Lear 


10 In which 2007 film did Saoirse 
Ronan, Romola Garai and Vanessa 
Redgrave all play the same 


character at different ages? 
a The Golden Compass b Atonement 
c Michael Clayton 


DICTIONARY CORNER Susie Dent 


Phrase of the week Show a leg 


of them, used to rouse someone into 
action. It's first recorded as being in 
Navy use at the beginning of the 19th 
century, as part of a formula used to 
call hands from their hammocks, 
“Wakey, wakey, rise and shine, the 
morning's fine... show a leg, show a 
leg, show a leg”. Some take the story 
further, referring to the days when 
women were allowed to sleep on board. 
Come morning, they would stick out a 
leg to reveal their identity and ensure 
no male sailor was still turned in. 


The toughest brainteasers 
from your favourite shows 


FREE 
PUZZLES 


FOR 
SUBSCRIBERS AT 
RADIOTIMES.COM/ 

RTPUZZLES 


[+ POPMASTER 


with Ken Bruce 


1960s 

1 Name the 1964 

Bob Dylan song that 
became a top 5 hit 
for the Byrds in 1965. 


2 Nut Rocker was 


a 1962 number one instrumental hit for 
which American act? 


1970s 

3 In 1975 Mike Oldfield made the top 5 with 
his double “A” sided hit, In Dulci Jubilo and 
which other track? 


4 Chanson D’Amour was a 1977 number 
one hit for which American vocal group? 


1980s 

5 Fun Boy Three and Bananarama recorded 
two top 10 hits together. The first was 

It Ain't What You Do It's the Way That You 
Do It, but what was the title of the other? 


6 Which of these three hits by Marillion 
achieved the highest chart placing during the 
80s: Lavender, Incommunicado or Kayleigh? 


1990s 
7 In 1992, Twilight Zone was a top 3 hit 
for which Eurodance band? 


8 Which singer duetted with Barbra 
Streisand on the 1997 top 3 hit Telf Him? 


2000s-present day 
9 Who entered the album charts at number 
one in 2022 with his second album, Sonder? 


10 Which single by American rock band 
the Killers made the top 3 in the 2006 
singles chart? 


QUESTIONS BY PHIL “THE COLLECTOR" SWERN 


RT OFFER 
WIRELESS VIDEO DOOR PHONE 


£149.99 including p&p 
RT subscribers get 10% off the RT Shop* 


Tin 


This full-colour video door phone allows 
you to clearly see who is at the door using 
inbuilt wire-free technology. As well as live 
video, the door phone takes pictures of 
your last 20 visitors so you know who 
called while you were out. Wireless 
operation range of up to 130 metres 
without need for separate wifi. Built-in 
night vision for day and night use. 
Supplied with charging dock for receiver. 


NEW 
ORT 
SHOP 


To order, call O3302 232 639 
or visit radiotimes.com/shop43 


Calls cost your standard network rate, calls from a mobile may vary. UK only. Allow 14 days 
for delivery. Available while stocks last. For 10% discount T&Cs visit radiotimes.com/subs10 
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GETTY 


COMPULSIVE VIEWING... 
My congratulations to the BBC 
for the fine factual drama 

The Reckoning (Monday BBC1/ 
iPlayer), about Jimmy Savile. Steve 
Coogan gives a brilliant portrayal 
of a monster hiding in plain 
sight, and the rest of the cast are 
spot on. Although at times it’s 
hard to watch the atrocities 

that Savile committed, it’s 
compulsive viewing. 

David Griffiths Cardiff 


...I can’t remember the last time 

I saw a more remarkable, sincere 
and sensitive drama, from writing 
and direction through to 
performances, not least that given 
by Steve Coogan, which is truly 
astonishing. 

I’m dumbfounded as to why 
there have been any dissenting 
voices at the prospect of anyone 
dramatising this story, not least 
when dramas based on real-life 
serial killers, for example, seem 
to turn up on a regular basis. 

Savile’s story should be told, 
because of what he did, and 
because of how many people 
were complicit. And because of 
how many people were brave. 
Barry Cronin Manchester 


... Broadcasting The Reckoning 

is responsible as it raises our 
threshold of suspicion and enables 
us to take better care of our young. 
Excellently written by Neil McKay 
and superbly acted, it is difficult to 
watch as it highlights our slavish 
acceptance of so called “celebrities” 
who expertly manipulate public 
opinion to serve their own 

warped desires. 

Joan White Bedford 


..OR NOT FIT TO 
BROADCAST? 
The Reckoning 
made my skin 
crawl and should 
never have been 
made. I felt sick 
finding out what 
this man was able 
to do to these young 
people because of his 
so-called reputation. 
I feel so sorry for what they had 
to suffer. No one listened to them. 
It’s a pity he didn’t stay alive long 


REFRESHING -. 
Amol Rajan, Clive Myri 
Claudia Winkleman, Tess 

Daly and Sue Perkins..." 


Top marks for new hosts 


~i=e 


= 


Give new presenters a chance! Take Amol Rajan. Who 

could follow Jeremy Paxman on University Challenge 
(BBC2)? The much-loved quiz would surely implode. Not so! 
Rajan has now slowed down his delivery, and his sharp diction 
is manna to the students. 

After Nicholas Parsons’s half-century tenure, it was thought 
Just a Minute (Radio 4) would disappear. It didn’t! Sue Perkins 
has secured the chair, and admirably. What would Mastermind 
(BBC2) be without John Humphrys? Fresher and more relatable 
with Clive Myrie. And we shouldn't forget Strictly (BBC1): the 
show belonged to Brucie, yet Tess Daly and Claudia Winkleman 
co-host it with joy and consummate professionalism. 

So anew host definitely doesn’t mean the apocalypse is upon us! 


John Bentley Sleaford, Lincolnshire i 


ROBERTS 


John Bentley wins a black Roberts Ortus 2 clock radio. Sleek and practical, this DAB/ 
DAB+/FM radio has pre-sets for up to 20 stations, both a radio and a buzzer alarm 
with snooze function and an audio fade-out setting for listening in bed. 

The display light can be adjusted to dim or black-out at night. The Ortus 2 also 
features a USB socket for a smartphone connection and can double up as 

a speaker for your iPod or MP3 player. RRP £79.99 robertsradio.com 


Jake Jarman 


enough to face the justice and 
shame he so rightly deserved. 
Pat Swanston 

Amble, Northumberland 

See Smart TV, page 37. 


HAIL THE CHAMP 
With injuries in the 
GB gymnastics 
team, Jake 
Jarman, with 
his thrilling vaults, 
won Britain's 
only gold medal 
at the World 
Championships 
(BBC2/BBC3): a 
well-deserved win. Where 
was the acknowledgement of this 
achievement in the sports section 
of the main news? Nowhere! 


THRILLER 


Gymnast 


Plenty on football and motor sport, 
but nothing about Jake’s medal. 
Come on, BBC, we aren’t all 
obsessed with football. 

Hurrah for the commentators 
on the gymnastics, though, led 
by Matt Baker. Their enthusiasm, 
knowledge and passion added 
so much to the full range of 
programmes across the event. 
Jackie Edmiston 
Yiewsley, west London 


IT’S A SHAMBLES 

In response to the criticism of 
ITV’s NFL coverage (Feedback, 

7 October), perhaps ITV just don’t 
understand sports coverage any 
more? Now that my team has been 
relegated to the Championship 
again, I find myself reminiscing 
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SA 
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about those halcyon days when 
Quest had the highlights show, 
which mirrored nicely the BBC’s 
Match of the Day coverage of the 
Premier League, with proper 
analysis and all. The current ITV4 
offering is a pace-driven shambles! 
Mark Gregory Folkestone, Kent 


VIVE LA FRANCE! 

Unlike Sue Jackson (Feedback, 

14 October), I absolutely love The 
Vintage French Farmhouse (BBC1 
daytime). In a world where we all 
seem to be rushing around, it’s 
nice to see the dealers wandering 
through interesting markets in a 
foreign country and trying to make 
deals. And they’e all attractive 
personalities. It’s a brilliant idea 
for a programme! 

Alison McFadden London SWi6 


FOR THE LOVE OF DOGS 
What a joy to watch A Dog Called 
Laura (5 October ITV1). Martin 
Clunes was obviously really 
interested in guide dogs and how 
they’re trained, and it was touching 
and uplifting to watch. It 
highlighted how difficult life is for 
anyone with no sight. The puppy 
trainers do a fantastic job. And 
how wonderful to see how happy 
retired guide dog Laura is in 
Martin’s lovely home. 

Joan Hillyard 

Winsford, Cheshire 
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PAYBACK TIME 

Despite some negativity 
concerning the crime drama 
Payback (Wednesday ITV1), I’ve 
been soaking it up. Although 
undeniably formulaic, it’s a Jed 
Mercurio piece and the casting 
beyond the two main characters, 
played by the very enjoyable 
Morven Christie and Peter 
Mullan, is noteworthy, too. 

One thing, though - given that 
the Noble family don’t seem to 
have lived a life in penury, I wish 
Lexie (Christie) had a bit more of a 
wardrobe, poor lass. She wears her 
same three-quarter-length wool 
coat constantly! 

Eddie Walker Middlesbrough 


UP FOR MORE GHOSTS 

I’ve really enjoyed Ghosts (BBC1), 
it has been hilarious. Robin the 
caveman is my favourite character, 
although every ghost has their 
qualities. I had to binge-watch 

this whole series, but I admit I was 
slightly disappointed by the end... 

I really hope they make some more 
episodes, as Ghosts deserves to be 
preserved, just like the mansion 
Button house. 

Helen Regan Cardiff 

The BBC announced earlier this 
year that this was to be the final 
series, but they have now said there 
will be a Christmas special. Turn to 
page 154 for an interview with 
Lolly Adefope, who plays Kitty. 


HISTORY MAN 
Union with David 
Olusoga concludes 

this Monday / 


Lost LUGGAGE 


I LEFT MY — pow T WORRT 
SuiTcASE ON mR PORTILLO... 
A TRAIN. onoDY WOULD 
= NoBoD 
c_ PINCH Your 
CLOTHES 


EMAIL feedback@radiotimes.com 


OR TELEPHONE YOUR LETTER TO 020 7150 5303 


Lines open all day. Please include full name, address and phone number 


LOOK NO BAGS 

As exciting as the railway travel 
series are with Chris Tarrant, Nick 
Knowles, Alice Roberts, Michael 
Portillo etc, I feel concerned for all 
those presenters as they seem to 
always leave their luggage behind 
on every train. Perhaps we should 
have a new series entitled “Great 
Railway Journeys with Luggage”. 
It could also have a presenter who 
doesn’t feel they need to muck 
about doing hang-gliding... 

Jim Darroch Edinburgh 


STRICTLY AMY 

It was wonderful to see 
professional dancer Amy Dowden 
making a surprise appearance on 
Strictly (7 October BBC1) despite 
being in the middle of her 
treatment for breast cancer. 
She was as positive and 
optimistic as ever and 
an inspiration to all 
those whose lives 
have been touched 
by cancer. I hope 

we see her back to 
full health soon 

and able to take part 
in the next series. 
Emily Bulman 
Bishop's Stortford, 
Hertfordshire 


OUTSTANDING OLUSOGA 
I always enjoyed studying history 
at school, but I became really 
switched on to the subject by 
an inspiring teacher. That was 
more than 50 years ago now, but 
I’m reminded of my former 
teacher's style by the magnificent 
David Olusoga. In his latest 
series, Union, as with his 
previous.A House through Time 
documentaries, he weaves a 
thrilling path through our nation’s 
evolution by setting vivid stories 
of individual lives within the 
context of seismic events. 
Most importantly, his 
examination of the broad 
sweep of history is 
buttressed by hard, specific 
evidence such as census 
data and National Archive 
material. He’s not, of 
course, the first TV 
historian to present 


in this manner, but I believe his 
blend of precision, passion and 
empathy sets him apart. 

Les Palmer /pswich, Suffolk 


HIGNFY STILL POPPING 
What a brilliant start to the new 
series of Have I Got News 
Jor You (6 October 
BBC1). Paul Merton 
and Ian Hislop were 
very much on form 
and guests Carol 
Vorderman and 
Ignacio Lopez made 
great contributions. 
Did anyone else 
notice the badge Paul 
was wearing, shamelessly 
promoting his forthcoming 
appearance on Antiques Road Trip 
(10 October BBC2)? And then host 
Victoria Coren Mitchell read out 
the final scores the wrong way 
round! Good job I saw out the 
credits, as there was a topical VAR 
(video assistant referee) voiceover 
skit highlighting the error. Proper 
genius by the programme-makers, 
which reminded me why this 
pulsating, humorous quiz returns 
series after series. Always as fresh 
as the news it expertly and 
dangerously takes a pop at! 
Dave Spanton Cromer, Norfolk 
Dave Spanton wins a 
DVD of Stanley Tucci: 
Searching for Italy - 
series 1 and 2 of the 
actor's inspiring travels, 
discovering the flavours and 
history of the country’s regions. 


ANSWERS TO THE RT QUIZ 
ON PAGE 33 
PB ILePOIdG IV PE GZ? Pl 


RT GARDENING 


_ 


THE ROB BURROW 
MND ROSE 


Introduce a splash of colour to 
any garden — £19.99 plus p&p* 
A strong and healthy golden 
amber rose Mf A delightful scent 
is released from this variety, 
offering a myrrh perfume Mf This 
versatile variety will look right at 
home, whether planted in beds, 
borders or patio pots Supplied 
as one bare root plant, ready to 
plant out immediately HM £2.50 
from each sale is donated to the 
MND Association, a registered 
charity in England and Wales 
(charity number 294354). 

i Item code: 540250 


FREE WITH EVERY ORDER 


DWARF DAFFODIL 
NARCISSUS 
“TETE-A-TETE’ 


Worth £9.99 

Early-flowering miniature for 
glorious spring colour. Includes 
30 bulbs. Item code: 600098 


To order, please call 

0844 625 1540 quoting 
offer code RRT605, or visit 
radiotimes.com/rrt605 


* Postage £6.99. Delivery to UK only and 
surcharges may apply to outlying areas. 
Dispatched from mid-November. Calls cost 
5p/min plus your network's access charge. 
Following Brexit, there are changes that 
prevent us from trading in N Ireland. For full 
T&Cs, please visit rtgardeningoffers.com. 
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EMAIL feedback @radiotimes.com 
OR TELEPHONE YOUR LETTER TO 
020 7150 5303 


Lines open all day. Please include full name, address 


Feedback 


and phone number 


RADIO TIMES ARCHIVE; ALAMY 


RT READERS’ CHOICE 


Best 100 programmes 


In our 100th-anniversary 

issue (RT, 23 September) 
we published our experts’ pick of 
the 100 best shows ever made 
and invited you to tell us your 
own favourites. Thank you for 
your hundreds of nominations 
— which only goes to show how 
very many great programmes 
have been made! 

Your favourites range from 40s 
radio serial Dick Barton, Special 
Agent to vintage radio comedy 
ITMA (It's That Man Again), TV 
sitcoms such as The Likely Lads 
and Father Ted, and dramas from 
Prime Suspect to Line of Duty 
and Happy Valley. Here are more 
of your most popular choices for 
the RT readers’ own top 100: 


MOST NOMINATED 


The Goon Show 

Without this groundbreaking, 
iconoclastic series there would 
have been no Monty Python — John 
Cleese himself has declared as 
much — or The Goodies or Fawlty 
Towers. What an omission! 

Allen Gaskell Oxton, Merseyside 


DRAMA 
The Forsyte Saga 


Starring Eric Porter and Nyree 
Dawn Porter (below), this was 
brilliant and | can still remember 
being enthralled by it. Churches 
were said to have changed their 
evening service times as the 
entire nation rushed 
home to watch! 
Jill Gibbs 
London N19 


Call the 
Midwife 

| was surprised 
no expert 
picked this 
moving and 
uplifting show. 
Mike Stacey 
Marnhull, Dorset 


The Prisoner 


Patrick 
McGoohan's 
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classic explored themes such 

as freedom, surveillance and 
brainwashing. It was an Orwellian 
nightmare for the psychedelic era 
and, like Orwell's 1984, it's still 
relevant today. Be seeing you... 

lan Sutherland Wishaw, Lanarkshire 


OTHER DRAMA CHOICES: 

I, Claudius; When the Boat Comes 
In; Cathy Come Home; The Jewel 
in the Crown; Mad Men; Downton 
Abbey; Our Friends in the North; 
All Creatures Great and Small 
(the original); The Avengers; 
Foyle’s War; Quatermass; Boys 
from the Blackstuff; Pride and 
Prejudice (1995, with Colin Firth). 


DOCUMENTARY 


The Great War 

This 26-part 1964 BBC series 
narrated by Michael Redgrave with 
letters and poems read by actors 
fired my interest in the First World 
War. The segments where veterans 
told of their experiences were 
particularly special. 

David Wraith Horsham, W Sussex 


MISSING GEMS 
Clockwise from 
centre: The Goon 
Show, Call the 
Midwife, Mad Men, 
That Was the Week 


That Was and The 
Forsyte Saga 


PVEARS | 


COMEDY 
That Was the Week That Was 


This vibrant, satirical show exposed 
and held to account lazy politicians 
and corrupt businessmen. It 
celebrated youthful politics without 
deference to the old guard and 
created many high-profile television 
careers for its regulars, including 
David Frost [1963 cover star, below], 
Willie Rushton, Ned Sherrin, Roy 
Kinnear and Millicent Martin. 
Judith Macaulay Colchester, Essex 


FAVOURITE SITCOMS: 
Steptoe and Son; The Phil Silvers 
Show; Last of the Summer Wine; 
The Vicar of Dibley. 


RADIO 


I'm Sorry | Haven't a Clue 
Even without Humphrey Lyttelton, 
excruciatingly funny, deliciously rude! 
Brenda Powell Honiton, Devon 


OTHER POPULAR PICKS: 
Children’s Hour; Wake Up to 
Wogan; Test Match Special; Letter 
from America by Alistair Cooke. 


CHILDREN 


Jackanory 
Bernard Cribbins's voice 
was such a rare gift, 
though Rik Mayall 
came close. | pity 
children today who 
miss out on the 
perfection of just 
being told a story. 
Wendy Brands 
Aberdeen 


POP MUSIC 
Ready Steady Go 
Presented by Cathy McGowan 
(“The weekend starts 
here”), this was much 
more influential 
in its time than 
Top of the Pops, 
especially for 
the promotion 
of black artists. 
Margaret Clay 
London W5 
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Colourful primula 


PRIMULA ‘BELARINA’ MIXED 


Extra bonus offer + p&p 


Primula “Belarina” is an incredible range of vibrantly coloured 
primroses with clusters of large, lightly scented double flowers, 
creating a bright splash of colour. Supplied as 6 x plugs ready 
for potting on or planting out, grows to 20cm. 480954 


TWIN PACK 40L 
PROFESSIONAL COMPOST 
including p&p 


The highest quality ingredients and 
pH balance for optimum growing 
LA conditions. Get professional results, 
: just like growers in the horticultural 
trade. We'll deliver these large bags be 
direct to your door for ultimate i 
convenience! Supplied as 2 x 40L & — 


compost bags 100064 


TEA ROSE COLLECTION = 


Five premium-quality plants plus p&p° - DWARF NARCISSUS 
“TETE-A-TETE’ 


Fragrant tea rose 


FEATURES Disease resistant and easy to grow, these 
With incredible fragrance and non-stop rose bushes are a must-have for your garden Free with every order - hs 
colour, these rose bushes come in colours this autumn. worth £9.99! 1 
such as Vibrant Red, Pure White, Golden Growing 60-90cm high, they are perfect for eT 
Yellow, Powder Pink and Peach Melba your patios, beds and borders. Early-flowering miniature 
Masses of beautiful blooms from May to Supplied as five premium-quality bare root daffodil for glorious spring 
October every year with beautiful fragrance plants, totally winter hardy and will already colour. 30 bulbs. (00098 
— your garden will not only look amazing have 3-5 strong branches when delivered - 
but smell good, too. to you. 530211 Spring favourite 


To order, please call quoting RRT600, 


visit radiotimes.com/rrt600 or fill out the coupon below you 
Postage £6.99. Orders dispatched in 7-10 working days. Delivery to UK only and surcharges may apply to outlying areas. Full product details and T&Cs at rtgardeningoffers.com ay. Sar de n 
Following Brexit there are a number of changes that prevent us from trading in Northern Ireland. For further details please visit rtgardeningoffers.com gardening for everyone 
ORDER FORM Send to YouGarden, PO Box 1468, Peterborough PE1 9XL RRT600 
Code Item Price Qty Sub-total | lenclose a cheque for £ payable to YouGarden Ltd, in full payment, 
530211 Best Ever Hybrid Tea Rose Collection-5 plants £14.99 or debit my: MasterCard | Visa Expiry date OLV/OO 
480954 Primula “Belarina” Mixed — 6 plugs £14.99 Number TOO O10 OOOOO0 
100064 Twin pack 40L Professional Compost” £23.97 Signature Print name 
600098 Dwarf Narcissus “Téte-&-Téte” - 30 bulbs 1 Address 

Total Postcode Mobile 


Immediate Media Company Limited (publishers of Radio Times) would love to send you newsletters, - 
together with special offers and other promotions. Tick here if you'd like to receive these by email Tel no. Email 
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NATASHA PSZENICKI; EYEVINE 


LOLLY 
ADEFOPE 


The comic actor on life 
after Ghosts - and why 
She listens to the adverts 


What's the view from your sofa? 

Everyone always says they don’t 
like having the TV being the focal point 
of a room, but I love watching TV, so 
that’s exactly what you can see. I have a 
pink antique French sofa that I got for 
£200 at an auction and there are also 
some plants and lots and lots of books. 


What have you enjoyed 

watching on TV recently? 

I really liked The Sixth 
Commandment [the BBC1 drama 
series about the murders of Peter 
Farquhar and Ann Moore-Martin 
starring Timothy Spall and Anne 
Reid]. I thought it was so well 
directed. All the performances 
were amazing. They just got the 
tone so right, which I think is really 
difficult for something that is 
obviously such a horrendous story. 


You've made your name in comedy, 
but could you see yourself making 

a move into dramatic roles? 

I think so, once I feel I can do it. 

I haven't been to drama school or 
anything, so if it felt like the right part, 
then definitely. I'd also love to do a play. 
I’ve never done theatre. I’ve appeared 
at the Edinburgh Fringe, which is how 
I got my start in comedy, but that’s quite 
different. I’d also like to write a film. 

I should probably hurry up and do that! 


You play Kitty in Ghosts, which is 
coming to an end after five series. 
Has it been sad to say goodbye? 

It’s very emotional! A number of tears 
were shed on the last day of filming. 
But it feels like a good time to end. Five 
series is a great run and you don’t want 
it to peter out; you want it to end ona 
rewarding finale. I do think the ending 
is really beautiful and a fitting tribute 
to how amazing the show is. 


Would you have been happy to have 
made more? 
Yeah, I think so. But whatever the 


way & 
DEAD FUNNY? 
Martha Howe-Douglas 
and Lolly. Adefope as 


Fanny and Kitty in Ghosts 


writers think is the best time is the best 
time. If they’d felt like they had more 
series in them it would have continued. 


Ghosts is a rarity today. No one 

is making out-and-out comedies 

any more... 

Yeah - it’s the first BBC1 comedy that 
I’ve done for a full series. I love comedy 
drama, obviously, but it definitely feels 
as though there are fewer shows like 
Ghosts, which is a shame. But hopefully 
something will replace it and it will 
inspire more sitcoms like it. 


Do you watch much comedy, or does 
that feel too similar to work? 

I definitely watch comedy. I actually 
have a projector in my bedroom and 

I sometimes put Peep Show on when ’'m 
pottering around. I’ve seen it so many 
times, but I like having it there. I’m not 
hugely analytical when watching 
comedy. I just let it wash over me. 


Name and shame your TV turn-offs... 

I like reality TV in a specific way. I don’t 
love things like 90 Day Fiancé, because 
they feel a little too real. They are shows 


that are actually affecting these people's 
lives. I tend to find those shows quite 
sad, so I avoid them. But I do watch a lot 
of The Real Housewives... ’m trying to 
take breaks, because I’ve been watching 
too much of it, and I start to have 
dreams about the women. 


Do you ever watch yourself on TV? 
Sometimes I'll catch my voice on an 
advert. That always feels unexpected 
and exciting! Also, I don’t have to dwell 
on what I look like or how I did. I’ve also 
caught myself on Taskmaster [Adefope 
appeared in series four in 2017]. That 
was funny, because I thought I’'d done 

a lot better than I did, but I came last. 


Does it get hideously competitive on 
a show like Taskmaster as comedians 
fight to gets their jokes in? 

Not in my experience. But I’m not 
really a stand-up. I’m often just there 
to have a nice time and let other people 
be funnier than me. 

STEPHEN KELLY 


The final series of Ghosts continues Friday 
8.30pm BBCi. All five series are on iPlayer 


Brian Cox | Jodie Whittaker | Rhod Gilbert 


On sale 24 October 
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COUNTRY 


COLLECTION 


Save up to £50 

on these supersoft 
machine washable 
merino wool 
turtle necks 


Current catalogue 
price £75 each 
Special introductory 
price £59 each 

- Saving £16 

Even better - 

buy 2 for £100 

and save £50 


Supersoft merino 
turtle necks will keep 
you warm and cosy. 
Generously sized 
with raglan sleeves. 
Machine washable. 
Sizes 8-24 

834 £75 £59 or 2 for £100 
P&P £5-50 FREE 


NATURAL 
FIBRES 


Ordering and delivery 
For credit and debit card orders 


Phone 0333 241 4521 
(we are here Monday-Friday 9am-6pm 


Order online 


www.countrycollection.co.uk 
or complete and return the Freepost coupon. 
Hurry as offer ends 17th November 2023. 


Allow 7 days for delivery. 


Current catalogue price refers to Country Collection Chris 
2023 catalogues.) 


Bluebell 


, Saturday 9am-5pm) 


mas and Christmas Essentials 


NO TIME LIMIT GUARANTEE 
If at any time during its lifetime, an issue arises with the 
quality of the product please return it for an exchange or 
immediate refund in full. Returns are post free (UK only). 


Country Collection is part of WC an employee owned business 


shop online by 


ne scanning this code 
Me cc using the camera on 
(ny your mobile phone 


or tablet 


OI 


BLOCK CAPS PLEASE 


Name (Title) _ 


Amethyst 


Aqua 


No time 
limit 
guarantee 


Black 


FREE 
returns 


Sizes 
8-24 


Navy 


Mulberry 


Pale blue 


Red spice 


Rose 


Sapphire 


Watermelon 


Address 


| Postcode. Tel 


| Mobile 


Email 


| We think you will enjoy hearing about our lates 


products and offers (your contact details will 


! not be passed on to any third party). Please tick the relevant box if you do not wish to receive : 


O Email 


SMS/Text Message. See our Privacy Policy at www.countrycollection.co.uk/privacy. 


| or charge my Mastercard, Visa 
: or American Express card no: 


i | REF| COLOUR SIZE|QTY| PRICE | TOTAL __| We may in the future occasionally 
834) £75 £59 Hee sae pple 
| T to selected trusted retailers, 
834 EPS £59) UK charities and organisations 

1 (834) 1 £P5 £59 whose products we feel migh 

1 Deduct £18 when ordering two or more |. | be of interest to you. Should you 
enclose a sterling cheque P&P | £5-50 FREE prefer not to receive these postal 
' payable to Country Collection Grand Total mailings please tick this box 


Phone 0333 241 4521 


Saerers 


} 
| | | | [ fd 
A i 


‘date |_|_|/ | 


3 digits on the signature strip on reverse. 
4 digits on the front of the card for AMEX. 


Post to: Country Collection, FREEPOST CE451, Dept. RT248, Crawhall, BRAMPTON, Cumbria CA8 1BR | 


gTAANGE NEW WORLDS 


‘ F acbint aps: 
“LV AQWESS 


‘ SF 
1100 
A MOUNTAIN OF 


ENTERTAINMENT 


£6.99/MONTH « AD FREE * JOIN NOW 


Subscription required. Auto-renews at £6.99/month unless cancelled. 18+. T&Cs apply. 


